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Foreword 



This is the second annual report on the Condition of Connecticut's Public School Facilities 
required pursuant to Section 10-220 of the Connecticut General Statutes, which reads in part: 

Each local or regional board of education shall maintain good public elementary 
and secondary schools, . . . shall report annually to the Commissioner of 
Education on the condition of its facilities and the action taken to implement its 
long-term school building program, which report the commissioner shall use to 
prepare an annual report that he shall submit in accordance with section 11 -4a to 
the joint standing committee of the General Assembly having cognizance of 
matters relating to education; . . . 

The report is presented in essentially the same format as last year with one exception. We 
have moved the section on current construction activity and cost implications to the front of the 
report. School construction has taken a more prominent place on the education agenda in 
many states over the past few years. It is receiving increased national attention as well. Here 
in Connecticut over $2 billion of school improvements have been authorized under the state’s 
new progress payment program since it began in 1997, and applications received from school 
districts requesting legislative approval in 2000 would add $1.5 billion in additional projects. We 
thought it important to relocate this chapter of the report and add emphasis to it. 

Despite the magnitude of the construction that is underway or being planned, the thousand or 
so buildings that make up Connecticut’s public school infrastructure do not change dramatically 
as a group in a single year. It often takes three to five years to conceive, authorize, fund, plan 
and carry out a large project. Over a period of several years we should see a greater impact 
from the improvements currently authorized. 

The data in this report reflect the responses of school district officials to the various survey 
questions. As with any survey that calls for judgment on the part of the respondents, there is a 
subjective element that, in turn, calls for some caution on the part of the reader in drawing 
conclusions about any single school or town, or in comparing individual schools and/or towns 
with each other. For that reason, while we have included tables in the report which list school- 
by-school responses to all survey questions, we have generally restricted our discussion to 
summary reports grouped in fairly broad categories-education reference groups (ERGs) and 
school types (elementary, middle and high). 

In presenting the over 40 data elements gathered for each school, we have subdivided data into 
the following groups: general building conditions: appearance and upkeep: building service 
systems: dedicated specialty areas: size and capacity: and local facility planning and 
maintenance. 



Theodore S. Sergi 
Commissioner of Education 
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Highlights 



state and local government in Connecticut have made a significant commitment to school 
improvements this decade ($3.9 billion), particularly over the past four years ($2.6 billion). 
An additional $1.5 billion of new construction and renovations are pending authorization 
during the upcoming legislative session. 

About half of all school facilities have had (during the 1990s) or are authorized for major 
renovations that should extend their useful lives well into the next century (average age for 
facility renovations is about 20 years). 

Not surprisingly, facilities conditions do not change significantly in most cases within a 
year's time. For the most part, the report reflects comparable facility ratings as were 
reported last year by school district officials. It should be noted, however, that the positive 
changes outnumbered negative changes by a 2 to 1 margin. 

Technology items showed the most improvement. Technology infrastructure, which 
measures the building's capacity to accommodate technology and communications, and 
education technology, which focuses on the actual usage of hardware/software/ 
communication devices in classrooms, showed the greatest gains. Forty-five percent of 
facilities reported reasonably adequate or better technology infrastructure this year 
compared to 37 percent last year. For education technology (usage within the school), the 
percentage of facilities with reasonably adequate or better ratings grew by at least 5 
percent at all school grade levels. 

Like most public schools across the United States, the vast majority of Connecticut’s 
facilities were built during the 1950s and 1960s and have reached an age where 
significant renovation or even replacement is necessary. 

The average age for elementary schools is 49 years, significantly higher than high schools 
and middle schools, both of which average 37 years. The elementary schools in the 
state's neediest districts remain the oldest and the most likely to have gone the longest 
without major refurbishing. 

High schools tended to report more and better accommodations for dedicated specialty 
areas than either middle or elementary schools. Elementary schools, many of which serve 
very small enrollments, were far more likely to report no dedicated space for features such 
as art rooms, music rooms, gymnasiums and cafeterias. 

While some new construction will be necessary to accommodate enrollment changes, to 
support initiatives for preschool programs, class size reduction, and universal full-day 
kindergarten, and to replace certain facilities, the need to refurbish existing buildings will 
also continue to be strong. 

There has been substantial progress in the area of long-range facilities planning and 
implementation reported since the previous survey. This year, deficiencies have been 
cited in only 10 districts, down from about 39 districts in the prior survey. 



Section 1 

Current Construction Activity and Cost Estimates 



Public school infrastructure is becoming a national issue. Enrollment growth to a new national 
high, creeping age of the original baby boom schools of the 1950s and 1960s, and new 
demands for technological upgrading, class size reduction, capacity for 3- and 4-year-old 
readiness programs and full-day kindergarten are among the reasons that a total price tag for 
needed school construction in the United States has been estimated to exceed $200 billion. 

Connecticut is among a growing number of states with a construction financing program in place 
to address these needs. The state subsidy program that funds just over 50 percent of school 
building costs (based on an equalized 20 to 80 percent sliding scale) has been in place since 
the mid-1970s. Significant recent changes include the following: 

100 percent state funding for interdistrict magnet schools 

releasing the state share of costs through progress payments over the life of the project, 
reducing the amount that local districts have to borrow up-front and eliminating the need for 
state interest subsidy grants 

increased state participation in the cost of renovations when an older building is completely 
retrofitted to like-new condition in lieu of more costly new construction 

new bonus provisions increasing the basic reimbursement rate as follows: 

10 percent for a cooperative school used by two or more districts 
up to 10 percent for the construction of additional space for out-of-district students 
participating in the state's voluntary choice programs 
1 0 percent for lighthouse schools 
5 percent for new school readiness space 

5 percent for class size reduction space and early reading program space 

Combined with the primary construction needs resulting from a decade of enrollment growth 
and the aging of existing facilities, these factors have produced record levels of school 
construction authorizations in Connecticut over the past several years. Over the past four 
years, $2.8 billion has been authorized for new construction and facility improvements. Eighty- 
five to ninety percent of that amount is targeted for major renovations, building additions or new 
schools. Applications filed for consideration by the Year 2000 General Assembly would add 
$1.5 billion in authorizations to the existing total. 

The state appropriation for school construction has increased from $154 million in 1995-96 to 
$431 million this year. This increase reflects the growth in construction activity but is also the 
result of the change to progress payments in 1996-97. Over the near term (five to seven years), 
the cost of paying off the state share of local debt service on pre-1997 projects while making 
progress payments for all newer projects will increase the annual amount of state funding 
needed. The higher cost of progress payments will begin to level off in the mid term (eight to 
ten years) after which the state will begin to save significantly on the annual cost of its long-term 
debt for school construction as the total amount of indebtedness declines. 
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Section 1 

Current Construction Activity and Cost Estimates 

(continued) 



Table 1 summarizes the approximate numbers of facilities that have been constructed or 
renovated in the past decade. While only 4 percent of existing facilities were built during the 
past ten years, 39 percent underwent significant building additions and renovations during that 
period. Another 15 percent are under construction, authorized to go forward, or are awaiting 
legislative authorization. There are also 61 new school projects (not part of the 1,001 existing 
schools) in some phase of the application/construction process. 



Table 1 

































Summary of Public School Facilities Renovations* and New Construction 
















Schools by Education Reference Group (ERG) 
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C 


D 


E 


F 


G 
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1 
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Total public school facilities 


1,001 


50 


132 


104 


120 


45 


143 


54 


152 


169 


32 


reported (including magnets, 
charters, alternative schools 
and special facilities). 


























Facilities constructed 


44 


1 


4 


4 


4 


4 


3 


7 


5 




10 


2 


since 1989. ( % of total) 


4% 


2% 


3% 


4% 


3% 


9% 


2% 


13% 


3% 


6% 


6% 


Facilities that have had major 


388 


28 


68 


37 


50 


29 


45 


22 


56 


41 


12 


renovations since 1989. 


39% 


56% 


52% 


36% 


42% 


64% 


31% 


41% 


37% 


24% 


38% 


Facilities with major renovation** 


146 


8 


19 


26 


13 


6 


37 


1 


15 


20 


1 


projects underway, authorized, 


15% 


16% 


14% 


25% 


11% 


13% 


26% 


2% 


10% 


12% 


3% 


or pending legislative approval. 


























Facilities reporting major 


81 


2 


8 


6 


3 


4 


9 


6 


21 


13 


9 


renovations during the 1980s. 


8% 


4% 


6% 


6% 


3% 


9% 


6% 


11% 


14% 


8% 


28% 


Facilities with no renovation 


342 


11 


33 


31 


50 


2 


49 


18 


55 


85 


8 


reported since 1979. 


34% 


22% 


25% 


30% 


42% 


4% 


34% 


33% 


36% 


50% 


25% 


Number of new facility projects** 
underway, authorized, or pending 
legislative approval (not included 
in 1001 existing facility count) 


61 


5 


5 


8 


6 


4 


6 


1 


6 


15 


5 



*ln most cases we can confirm from school construction records that the renovation status reported by a district is accurate. 
In' some instances our records show that the work done may not have been extensive enough to upgrade all facets of a 
building, but the district lists it as a renovated facility. We have accepted the district's judgement in such cases. 

** Includes four projects that have been submitted with dual applications for either a new replacement facility or a major 
renovation of the existing facility. A final decision by the respective school districts on which type of project will go forward 
is due by October 31, 1999. 
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Section 1 

Current Construction Activity and Cost Estimates 

(continued) 



Of the existing schools, about one-third (342) have not undergone a major facility renovation 
since 1979, if at all. While it is possible that some of these facilities have been maintained in top 
condition through a series of smaller projects and effective long-term maintenance programs, it 
is more likely that over the next decade, these will be the buildings that come due for major 
retrofitting or in some cases replacement. Based on current construction costs, it would take an 
additional $5 billion to renovate and expand most of these facilities and replace some of them. 

If districts were to seek authorization for this work over a five-year period, it could add $1 billion 
in new authorizations each year. If, on the other hand, projects were to be submitted over a ten- 
year period, the annual amount would be closer to $500 million, unadjusted for inflation. The 
number of major construction projects for the ten-year period 1989-1999 has averaged about 40 
per year. While this points more to a ten-year timeframe, it must be noted that the year 2000 
applications include double the typical number of major projects. There are too many factors 
that can impact local and state decision-making to forecast with any certainty the rate of 
construction activity out five to ten years. For example, any drastic change in economic 
conditions affecting state or local tax bases would impact those decisions. 

The table also breaks out the facilities by Education Reference Group (ERG). (See Appendix C 
for a complete listing of towns by ERG. ERGs cluster similar towns for comparative purposes 
based on a series of socio-economic factors. ERG A reflects towns with the highest resources 
and lowest needs, with ERG I being the neediest.) Two ERGs stand out significantly from the 
rest. ERG E, which is made up of small rural districts with a combined total of 45 schools, 
reports 86 percent of its facilities as recently constructed, renovated or in the queue for such 
work. These communities experienced somewhat higher-than-average enrollment growth this 
decade and tend to have only one school facility. This may account in part for the high rate of 
facilities undergoing major construction renovations during this period. 

ERG I, on the other hand, stands out as having the highest number (85) and percentage (50 
percent) of facilities not renovated since 1979. It should be noted, however, that not all ERG I 
members are at the same place in this process. New Britain, for example, had an extensive 
construction program throughout its system dating back to the late 1980s. More recently. New 
Haven has moved into the implementation phase of a plan to upgrade its facilities and Hartford 
has just completed such a study. Refer to the school-by-school data in Tables 2B, 2C, 2D and 
2E for additional detail. 
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Section 2 

General Building Conditions 



Not surprisingly, the overall ratings for Connecticut’s 1,001 public school facilities did not 
change dramatically in the one year that has elapsed since the previous report. It tends to take 
several years for a major project to be conceived, authorized, planned and carried out, so we 
would not expect any dramatic shifts. However, the changes that were reported tended to show 
slightly more positive conditions this year. 

Graph 1 shows the number and percentage of schools built in each decade of this century as 
well as those built prior to 1900. Not surprisingly, the vast majority of schools were built from 
1950 through about the middle of the 1970s. Two of every three schools currently in use were 
built during this baby boom period. Fewer than one in ten schools has been built since then. 



10/1999 Graph 1 



School Facilities by Decade of Original Construction 
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Section 2 

General Building Conditions (continued) 



Table 2A looks at the age of elementary, middle and high school facilities by Education 
Reference Group (ERG). As far as the year of original construction goes, the average for 
elementary schools is pretty consistent in the mid-forties across all ERGs, except ERG I which 
carries an average age of 60 years. The average age for high schools and middle schools (37 
years) is about 12 years lower than for elementary facilities and is in keeping with the baby 
boom population reaching those grade levels several years after reaching elementary school 
age. Also, the use of middle schools is relatively new and may account in part for the age 
difference. 

In many cases, the year of initial construction is probably not a reliable indicator of a building’s 
current condition, although it may be helpful in assessing the likelihood of a facility coming due 
for renovation and/or retrofitting. For facilities older than 20 years, the timing of a facility’s latest 
major renovation is probably a more useful measure of its present condition. Table 2A also 
provides the average age of the last reported renovation for each facility by school type and 
ERG. 



10/1999 Table 2A 
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Section 2 

General Building Conditions (continued) 



ERG I reports the highest average elapsed time since the last facility renovations for all types of 
facilities, but most noticeably for elementary schools where the average is 29 years versus the 
statewide figure of 21 years. While the need for major upgrading of a facility is dependent on a 
number of factors (including the quality of the original construction, changes in building codes, 
technological advances, program requirements and enrollment changes), the reported average 
age since schools were last renovated suggests that a twenty-year cycle for major facility 
upgrades is typical. 

Updating a facility for compliance with building, health, safety and fire codes and more recently 
handicapped accessibility is certainly a major component of keeping a facility viable. While it is 
not unusual for districts to incorporate most major code work into larger scale renovations, it is 
also a common practice for codes to be addressed on a piecemeal basis school by school or for 
a single code to be addressed in all schools simultaneously. Consequently, a “no” answer to 
the question whether a major code update had occurred within the past ten years does not 
necessarily mean a facility has many code violations. A district with a strong maintenance 
program that addresses code issues through small, targeted projects may well have addressed 
all or most code issues over a ten-year period without resorting to a single major code update 
project. 

On the other hand, violations in any of the fire, health, safety, accessibility, or general building 
code areas is a significant issue that ought to be addressed in a timely way. It is this very fact 
that often persuades communities to opt for smaller projects that target individual schools or 
codes rather than allowing violations to accumulate until support can be built for a major facility 
upgrade. 
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General Building Conditions (10/1999): 
Elementary Schools (N ^ 645) 




Year of 


Year of 


Major Code 


Table 2B 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988? 


Accessibility 



ANDOVER 


ANDOVER ELEMENTARY SCHOOL 


PK-06 


1948 


1980 


* 


No 


General areas 


ANSONIA 


LINCOLN-HAYES SCHOOL 


K-04 


1905 


1956 


* 


No 


None 


ANSONIA 


MEAD SCHOOL 


K-04 


1967 


1998 




Yes 


All program areas 


ANSONIA 


PECK SCHOOL 


PK-04 


1905 


1986 




No 


None 


ANSONIA 


WILLIS SCHOOL 


05-05 


1921 


1986 




No 


General areas 


ASHFORD 


ASHFORD SCHOOL 


PK-08 


1950 


1993 




Yes 


All school areas 


AVON 


ROARING BROOK SCHOOL 


PK-05 


1963 


1994 




Yes 


All program areas 


AVON 


PINE GROVE SCHOOL 


K-05 


1991 


N/R 




Yes 


All program areas 


BARKHAMSTED 


BARKHAMSTED ELEMENTARY 


PK-06 


1948 


1990 




Yes 


All program areas 


BERLIN 


RICHARD D. HUBBARD SCHOOL 


PK-05 


1965 


1993 




Yes 


All program areas 


BERLIN 


EMMA HART WILLARD SCHOOL 


PK-05 


1955 


1990 




Yes 


All program areas 


BERLIN 


MARY E. GRISWOLD SCHOOL 


K-05 


1963 


1992 




Yes 


All program areas 


BETHANY 


BETHANY COMMUNITY SCHOOL 


PK-06 


1956 


1998 




Yes 


All program areas 


BETHEL 


FRANK A. BERRY SCHOOL 


K-03 


1953 


1977 




Yes 


All program areas 


BETHEL 


ANNA H. ROCKWELL SCHOOL 


K-03 


1971 


1977 




Yes 


All program areas 


BETHEL 


RALPH M.T. JOHNSON SCHOOL 


04-05 


1980 


N/R 




Yes 


All program areas 


BLOOMFIELD 


J.P. VINCENT SCHOOL 


PK-04 


1951 


1991 




Yes 


All program areas 


BLOOMFIELD 


METACOMET SCHOOL 


K-04 


1961 


1974 




Yes 


All program areas 


BLOOMFIELD 


LAUREL SCHOOL 


K-04 


1964 


1974 




Yes 


All program areas 


BOLTON 


BOLTON CENTER SCHOOL 


PK-08 


1970 


1993 




Yes 


All school areas 


BOZRAH 


FIELDS MEMORIAL SCHOOL 


PK-08 


1855 


1993 




Yes 


All school areas 


BRANFORD 


MARY T. MURPHY SCHOOL 


K-04 


1959 


1991 




Yes 


All program areas 


BRANFORD 


MARY R. TISKO SCHOOL 


K-04 


1959 


1991 




Yes 


All program areas 


BRANFORD 


JOHN B. SLINEY SCHOOL 


K-04 


1928 


1978 




No 


All program areas 


BRIDGEPORT 


BARNUM SCHOOL 


PK-06 


1892 


1984 




No 


None 


BRIDGEPORT 


BEARDSLEY SCHOOL 


PK-06 


1904 


1985 




No 


None 


BRIDGEPORT 


BLACK ROCK SCHOOL 


K-04 


1905 


1992 




Yes 


General areas 


BRIDGEPORT 


BRYANT SCHOOL 


PK-06 


1912 


1997 




Yes 


All school areas 


BRIDGEPORT 


COLUMBUS SCHOOL 


PK-06 


1965 


1985 




No 


General areas . 


BRIDGEPORT 


EDISON SCHOOL 


K-06 


1935 


1942 


* 


No 


None 


BRIDGEPORT 


GARFIELD SCHOOL 


PK-06 


1911 


1979 




No 


All school areas 


BRIDGEPORT 


LUIS MUNOZ MARIN SCHOOL 


PK-08 


1992 


N/R 




Yes 


All school areas 


BRIDGEPORT 


HALL SCHOOL 


K-06 


1915 


N/R 




No 


None 


BRIDGEPORT 


HALLEN SCHOOL 


K-06 


1923 


1979 


* 


No 


None 


BRIDGEPORT 


HOOKER SCHOOL 


K-08 


1942 


1950 


* 


No 


None 


BRIDGEPORT 


HOWE SCHOOL 


PK-06 


1889 


1972 




No 


All program areas 


BRIDGEPORT 


PARK CITY MAGNET SCHOOL 


PK-08 


1954 


N/R 




No 


None 


BRIDGEPORT 


LONGFELLOW SCHOOL 


PK-08 


1959 


1988 




Yes 


All school areas 


BRIDGEPORT 


MADISON SCHOOL 


PK-03 


1916 


N/R 


* 


No 


None 


BRIDGEPORT 


MAPLEWOOD SCHOOL 


PK-06 


1918 


1985 




No 


All program areas 


BRIDGEPORT 


MCKINLEY SCHOOL 


PK-06 


1908 


1979 




No 


None 


BRIDGEPORT 


NEWFIELD SCHOOL 


PK-04 


1906 


N/R 




No 


None 


BRIDGEPORT 


READ SCHOOL 


K-08 


1968 


N/R 


* 


No 


None 


BRIDGEPORT 


ROOSEVELT SCHOOL 


PK-08 


1965 


1974 




No 


All program areas 


BRIDGEPORT 


WALTERSVILLE SCHOOL 


PK-05 


1890 


1979 




No 


None 


BRIDGEPORT 


WEBSTER SCHOOL 


K-03 


1884 


N/R 




No 


None 


BRIDGEPORT 


WINTHROP SCHOOL 


K-08 


1955 


1969 




No 


None 


BRIDGEPORT 


CROSS SCHOOL 


K-08 


1959 


N/R 




No 


General areas 


BRIDGEPORT 


BLACKHAM SCHOOL 


K-08 


1964 


1970 




No 


All program areas 


BRIDGEPORT 


DUNBAR SCHOOL 


PK-08 


1984 


N/R 




No 


All school areas 


BRIDGEPORT 


CURIALE SCHOOL 


K-08 


1984 


N/R 




No 


All school areas 


BRIDGEPORT 


SKANE CENTER 


PK-K 


1952 


1980 




No 


All school areas 


BRIDGEPORT 


HIGH HORIZONS MAGNET SCHOOL 


K-08 


1969 


N/R 




No 


None 


BRIDGEPORT 


MULTICULTURAL MAGNET SCHOOL 


K-08 


1969 


N/R 




No 


None 


BRISTOL 


CLARENCE A. BINGHAM SCHOOL 


K-05 


1916 


1982 




No 


None 


BRISTOL 


EDGEWOOD SCHOOL 


K-05 


1957 


1987 




No 


General areas 


BRISTOL 


GREENE-HILLS SCHOOL 


K-05 


1928 


1983 




No 


General areas 


BRISTOL 


JOHN J. JENNINGS SCHOOL 


K-05 


1921 


1979 




No 


None 


BRISTOL 


CLARA T. O’CONNELL SCHOOL 


PK-05 


1913 


1982 




No 


None 


BRISTOL 


SOUTH SIDE SCHOOL 


PK-05 


1973 


N/R 




No 


General areas 


BRISTOL 


STAFFORD SCHOOL 


PK-05 


1954 


1987 




No 


General areas 


BRISTOL 


ELLEN P. HUBBELL SCHOOL 


PK-05 


1961 


1992 




Yes 


All program areas 


BRISTOL 


MOUNTAIN VIEW SCHOOL 


PK-05 


1967 


N/R 




No 


General areas 


BRISTOL 


IVY DRIVE SCHOOL 


K-05 


1967 


N/R 




No 


General areas 


BROOKFIELD 


CENTER ELEMENTARY SCHOOL 


PK-01 


1938 


1996 




Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 




BEST COPY AVAILABLE 



13 



General Building Conditions (10/1999): 
Elementary Schools (N = 645) 



Table 2B 









Year of 


Year of 


Major Code 








Grade 


Original 


Last Major 


Update Since 


Handicapped 


District 


School Name 


Range 


Construction 


Renovation 


1988 ? 


Accessibility 



BROOKFIELD 


HUCKLEBERRY HILL ELEMENTARY SC 


02-04 


1965 


1993 




Yes 


/Ml program areas 


BROOKLYN 


BROOKLYN ELEMENTARY SCHOOL 


PK-04 


1954 


1995 




Yes 


All program areas 


CANAAN 


LEE H KELLOGG SCHOOL 


PK-08 


1950 


1972 


it 


Yes 


/Ml program areas 


CANTERBURY 


CANTERBURY ELEMENTARY SCHOOL 


PK-04 


1990 


N/R 




No 


/Ml school areas 


CANTON 


CHERRY BROOK SCHOOL 


PK-03 


1941 


1996 




Yes 


/Ml school areas 


CANTON 


CANTON INTERMEDIATE SCHOOL 


04-06 


1935 


1975 




No 


/Ml program areas 


CHAPLIN 


CHAPLIN ELEMENTARY SCHOOL 


PK-06 


1992 


N/R 




Yes 


/Ml program areas 


CHESHIRE 


CHAPMAN SCHOOL 


01-06 


1950 


1961 




No 


General areas 


CHESHIRE 


DARCEY SCHOOL 


PK-K 


1947 


1991 




Yes 


/Ml program areas 


CHESHIRE 


HIGHLAND SCHOOL 


01-06 


1971 


N/R 




No 


/Ml program areas 


CHESHIRE 


NORTON SCHOOL 


01-06 


1955 


1994 




No 


General areas 


CHESHIRE 


DOOLITTLE SCHOOL 


01-06 


1962 


1994 




Yes 


/Ml program areas 


CHESTER 


CHESTER ELEMENTARY SCHOOL 


PK-06 


1960 


1990 




Yes 


/Ml program areas 


CLINTON 


ABRAHAM PIERSON SCHOOL 


04-05 


1932 


1952 




Yes 


/Ml program areas 


CLINTON 


LEWIN G. JOEL JR. SCHOOL 


PK-03 


1963 


1992 




Yes 


/Ml program areas 


COLCHESTER 


JACK JACKTER ELEMENTARY 


K-03 


1966 


1976 


it 


No 


/Ml program areas 


COLCHESTER 


COLCHESTER INTERMEDIATE SCHOOL 


04-05 


1962 


1983 




No 


All program areas 


COLEBROOK 


COLEBROOK CONSOLIDATED SCHOOL 


PK-06 


1948 


1992 




Yes 


/Ml program areas 


COLUMBIA 


HORACE W. PORTER SCHOOL 


PK-08 


1948 


1995 




Yes 


/Ml school areas 


CORNWALL 


CORNWALL CONSOLIDATED SCHOOL 


K-08 


1939 


1991 




Yes 


General areas 


COVENTRY 


COVENTRY GRAMMAR SCHOOL 


PK-04 


1955 


1991 




Yes 


/Ml program areas 


COVENTRY 


GEORGE HERSEY ROBERTSON SCHOOL 


K-04 


1946 


1989 


it 


Yes 


/Ml program areas 


CROMWELL 


EDNA C. STEVENS SCHOOL 


PK-04 


1959 


1989 


it 


No 


/Ml program areas 


DANBURY 


HAYESTOWN AVENUE SCHOOL 


PK-05 


1955 


1992 




Yes 


General areas 


DANBURY 


MILL RIDGE PRIMARY SCHOOL 


PK-02 


1974 


N/R 




Yes 


/Ml program areas 


DANBURY 


MORRIS STREET SCHOOL 


PK-05 


1891 


1981 




Yes 


/Ml program areas 


DANBURY 


PARK AVENUE SCHOOL 


K-05 


1952 


1992 




Yes 


General areas 


DANBURY 


SOUTH STREET SCHOOL 


K-05 


1936 


1981 




Yes 


General areas 


DANBURY 


GREAT PLAIN SCHOOL 


PK-05 


1963 


1968 




Yes 


/Ml program areas 


DANBURY 


SHELTER ROCK SCHOOL 


K-05 


1964 


1973 




Yes 


/Ml program areas 


DANBURY 


KING STREET PRIMARY SCHOOL 


PK-02 


1977 


N/R 




Yes 


/Ml program areas 


DANBURY 


ROBERTS AVENUE SCHOOL 


K-05 


1953 


1988 




Yes 


/Ml program areas 


DANBURY 


PEMBROKE SCHOOL 


PK-05 


1970 


1992 




Yes 


/Ml program areas 


DANBURY 


STADLEY ROUGH SCHOOL 


K-05 


1971 


N/R 




Yes 


General areas 


DANBURY 


KING STREET INTERMEDIATE 


03-05 


1964 


N/R 




Yes 


None 


DANBURY 


MILL RIDGE INTERMEDIATE 


PK-05 


1958 


1972 




No 


/Ml program areas 


DARIEN 


HINDLEY ELEMENTARY SCHOOL 


PK-05 


1947 


1996 




Yes 


/Ml program areas 


DARIEN 


ROYLE ELEMENTARY SCHOOL 


K-05 


1946 


1996 




Yes 


/Ml program areas 


DARIEN 


TOKENEKE ELEMENTARY SCHOOL 


K-05 


1955 


1996 




Yes 


All program areas 


DARIEN 


HOLMES ELEMENTARY SCHOOL 


PK-05 


1932 


1996 




Yes 


/Ml program areas 


DARIEN 


OX RIDGE ELEMENTARY SCHOOL 


K-05 


1966 


1996 




Yes 


All program areas 


DEEP RIVER 


DEEP RIVER ELEMENTARY SCHOOL 


PK-06 


1913 


1997 




Yes 


/Ml school areas 


DERBY 


IRVING SCHOOL 


PK-06 


1954 


1995 




Yes 


General areas 


DERBY 


BRADLEY SCHOOL 


K-06 


1960 


1995 




Yes 


/Ml school areas 


EASTFORD 


EASTFORD ELEMENTARY SCHOOL 


K-08 


1949 


1991 




Yes 


/Ml program areas 


EAST GRANBY 


ALLGROVE SCHOOL 


K-03 


1958 


1965 




Yes 


/Ml program areas 


EAST GRANBY 


R. DUDLEY SEYMOUR SCHOOL 


04-05 


1959 


1973 




Yes 


/Ml program areas 


EAST HADDAM 


EAST HADDAM ELEMENTARY 


PK-05 


1962 


1986 




Yes 


General areas 


EAST HAMPTON 


MEMORIAL SCHOOL 


PK-03 


1950 


1992 




Yes 


/Ml school areas 


EAST HAMPTON 


CENTER SCHOOL 


04-05 


1914 


1993 




Yes 


/Ml school areas 


EAST HARTFORD 


JOSEPH 0. GOODWIN SCHOOL 


K-06 


1968 


N/R 




No 


General areas 


EAST HARTFORD 


HOCKANUM SCHOOL 


K-06 


1949 


1952 




Yes 


/Ml school areas 


EAST HARTFORD 


DR. FRANKLIN H. MAYBERRY 


K-06 


1959 


1996 




No 


General areas 


EAST HARTFORD 


ANNA E. NORRIS SCHOOL 


K-06 


1957 


1996 




No 


General areas 


EAST HARTFORD 


DR. THOMAS S. O’CONNELL SCHOOL 


K-06 


1959 


1967 




No 


General areas 


EAST HARTFORD 


SILVER LANE SCHOOL 


K-06 


1928 


1994 




No 


General areas 


EAST HARTFORD 


ROBERT J. O'BRIEN SCHOOL 


K-06 


1961 


1967 




No 


General areas 


EAST HARTFORD 


GOVERNOR WM. PITKIN SCHOOL 


K-06 


1966 


N/R 




No 


General areas 


EAST HARTFORD 


DR. JOHN A. LANGFORD SCHOOL 


K-06 


1972 


1999 




No 


General areas 


EAST HARTFORD 


WILLOWBROOK EARLY CHILDHOOD 


PK-PK 


1955 


1994 




No 


General areas 


EAST HAVEN 


DEER RUN SCHOOL 


PK-05 


1954 


1958 




No 


General areas 


EAST HAVEN 


MOMAUGUIN SCHOOL 


PK-05 


1922 


1994 




Yes 


/Ml program areas 


EAST HAVEN 


GROVE J. TUTTLE SCHOOL 


K-05 


1929 


1991 




Yes 


/Ml school areas 


EAST HAVEN 


DOMINICK H. FERRARA SCHOOL 


K-05 


1964 


N/R 




No 


General areas 


EAST HAVEN 


D.C. MOORE SCHOOL 


K-05 


1971 


1991 




Yes 


/Ml program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 




N/R = None Reported. 
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General Building Conditions (10/1999): 
Elementary Schools (N = 645) 




Year of 


Year of 


Major Code 


Table 2B 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988 ? 


Accessibility 



EAST HAVEN 


ROBERT W. CARBONE SCHOOL 


K-05 


1966 


1990 




Yes 


General areas 


EAST HAVEN 


ACADAMY SCHOOL 


03-08 


1964 


1973 




No 


General areas 


EAST LYME 


FLANDERS SCHOOL 


PK-05 


1916 


1976 




No 


/Ml program areas 


EAST LYME 


NIANTIC CENTER SCHOOL 


K-05 


1952 


1976 




No 


/Ml program areas 


EAST LYME 


LILLIE B. HAYNES SCHOOL 


K-05 


1955 


1970 




No 


/Ml program areas 


EASTON 


SAMUEL STAPLES ELEMENTARY 


PK-05 


1930 


1989 


* 


Yes 


/Ml program areas 


EAST WINDSOR 


BROAD BROOK ELEMENTARY SCHOOL 


PK-02 


1952 


1988 




Yes 


General areas 


EAST WINDSOR 


EAST WINDSOR INTERMEDIATE SCH 


03-06 


1966 


N/R 




No 


General areas 


ELLINGTON 


CENTER SCHOOL 


PK-04 


1949 


1963 




No 


General areas 


ELLINGTON 


CRYSTAL LAKE SCHOOL 


K-04 


1957 


1977 




No 


General areas 


ELLINGTON 


WINDERMERE SCHOOL 


K-06 


1966 


1995 




Yes 


/Ml program areas 


ENFIELD 


ENFIELD STREET SCHOOL 


PK-06 


1954 


1963 


* 


Yes 


/Ml program areas 


ENFIELD 


HAZARDVILLE MEMORIAL SCHOOL 


K-06 


1951 


1956 


* 


Yes 


/Ml program areas 


ENFIELD 


NATHAN HALE SCHOOL 


K-06 


1962 


N/R 


* 


Yes 


/Ml program areas 


ENFIELD 


HARRIET BEECHER STOWE SCHOOL 


K-06 


1963 


N/R 


* 


Yes 


/Ml program areas 


ENFIELD 


EDGAR H. PARKMAN SCHOOL 


K-06 


1964 


N/R 


* 


Yes 


All program areas 


ENFIELD 


PRUDENCE CRANDALL SCHOOL 


K-06 


1966 


N/R 


* 


Yes 


/Ml program areas 


ENFIELD 


ELI WHITNEY SCHOOL 


K-06 


1967 


N/R 


* 


Yes 


All program areas 


ENFIELD 


THOMAS G. ALCORN SCHOOL 


K-06 


1924 


1994 




Yes 


/Ml program areas 


ENFIELD 


HENRY BARNARD SCHOOL 


K-06 


1969 


N/R 


* 


Yes 


All program areas 


ESSEX 


ESSEX ELEMENTARY SCHOOL 


K-06 


1953 


1990 




Yes 


/Ml program areas 


FAIRFIELD 


DWIGHT ELEMENTARY SCHOOL 


K-05 


1963 


1969 




No 


None 


FAIRFIELD 


HOLLAND HILL SCHOOL 


K-05 


1956 


1978 




No 


General areas 


FAIRFIELD 


MCKINLEY SCHOOL 


K-05 


1928 


1974 




No 


None 


FAIRFIELD 


MILL HILL SCHOOL 


K-05 


1955 


1991 




Yes 


All school areas 


FAIRFIELD 


RIVERFIELD SCHOOL 


K-05 


1959 


1971 




No 


General areas 


FAIRFIELD 


SHERMAN SCHOOL 


K-05 


1963 


1978 




No 


General areas 


FAIRFIELD 


STRATFIELD SCHOOL 


K-05 


1956 


1972 




No 


None 


FAIRFIELD 


NORTH STRATFIELD SCHOOL 


PK-05 


1964 


1996 




Yes 


All school areas 


FAIRFIELD 


JENNINGS SCHOOL 


PK-05 


1967 


N/R 




No 


All school areas 


FAIRFIELD 


OSBORN HILL SCHOOL 


K-05 


1957 


1997 




Yes 


All school areas 


FARMINGTON 


UNION SCHOOL 


PK-05 


1941 


1977 




No 


All program areas 


FARMINGTON 


NOAH WALLACE SCHOOL 


K-05 


1941 


1977 




No 


General areas 


FARMINGTON 


WEST DISTRICT SCHOOL 


K-05 


1962 


N/R 




No 


All program areas 


FARMINGTON 


EAST FARMS SCHOOL 


PK-05 


1967 


1989 




Yes 


All program areas 


FRANKLIN 


FRANKLIN ELEMENTARY SCHOOL 


K-08 


1957 


1991 




Yes 


All program areas 


GLASTONBURY 


BUTTONBALL LANE SCHOOL 


K-05 


1955 


1996 




Yes 


All program areas 


GLASTONBURY 


EASTBURY SCHOOL 


K-05 


1948 


1996 




Yes 


/Ml program areas 


GLASTONBURY 


HEBRON AVENUE SCHOOL 


K-05 


1958 


1996 




Yes 


All program areas 


GLASTONBURY 


HOPEWELL SCHOOL 


K-05 


1961 


1996 




Yes 


All program areas 


GLASTONBURY 


NAUBUC SCHOOL 


PK-05 


1929 


1996 




Yes 


All program areas 


GLASTONBURY 


ACADEMY SCHOOL 


06-06 


1923 


1982 


* 


No 


General areas 


GRANBY 


FRANK M. KEARNS PRIMARY SCHOOL 


K-02 


1957 


1992 




Yes 


All program areas 


GRANBY 


WELLS ROAD INTERMEDIATE SCHOOL 


03-05 


1955 


1991 




No 


General areas 


GRANBY 


KELLY LANE INTERMEDIATE SCHOOL 


03-05 


1961 


1998 




No 


General areas 


GREENWICH 


COS COB SCHOOL 


K-05 


1914 


1991 




Yes 


All school areas 


GREENWICH 


JULIAN CURTISS SCHOOL 


K-05 


1947 


1979 




No 


General areas 


GREENWICH 


GLENVILLE SCHOOL 


K-05 


1975 


1989 




Yes 


All school areas 


GREENWICH 


HAMILTON AVENUE SCHOOL 


K-05 


1911 


1979 




No 


None 


GREENWICH 


NEW LEBANON SCHOOL 


K-05 


1956 


1992 




Yes 


All school areas 


GREENWICH 


NORTH MIANUS SCHOOL 


K-05 


1925 


1996 




No 


All school areas 


GREENWICH 


NORTH STREET SCHOOL 


K-05 


1954 


1988 




No 


All school areas 


GREENWICH 


OLD GREENWICH SCHOOL 


K-05 


1902 


1982 


* 


No 


General areas 


GREENWICH 


RIVERSIDE SCHOOL 


K-05 


1932 


1983 




No 


General areas 


GREENWICH 


PARKWAY SCHOOL 


K-05 


1959 


1990 




Yes 


All school areas 


GREENWICH 


DUNDEE SCHOOL 


PK-PK 


1962 


1998 




Yes 


All school areas 


GRISWOLD 


GRISWOLD ELEMENTARY SCHOOL 


PK-03 


1962 


1980 




Yes 


All program areas 


GRISWOLD 


GRISWOLD INTERMEDIATE SCHOOL 


04-06 


1936 


1993 




Yes 


All program areas 


GROTON 


S.B. BUTLER SCHOOL 


K-05 


1952 


1963 


* 


No 


General areas 


GROTON 


CLAUDE CHESTER SCHOOL 


PK-05 


1954 


N/R 


* 


No 


General areas 


GROTON 


COLONEL LEDYARD SCHOOL 


PK-02 


1963 


N/R 


* 


No 


All program areas 


GROTON 


EASTERN POINT SCHOOL 


PK-05 


1919 


1956 


* 


No 


General areas 


GROTON 


GROTON HEIGHTS SCHOOL 


03-05 


1912 


N/R 




No 


General areas 


GROTON 


NOANK SCHOOL 


K-05 


1949 


N/R 


* 


No 


General areas 


GROTON 


PLEASANT VALLEY SCHOOL 


PK-05 


1943 


N/R 


★ 


No 


General areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 




15 



General Building Conditions (10/1999): 
Elementary Schools (N ~ 645) 

District School Name 


Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988? 


Table 2B 

Handicapped 

Accessibility 


GROTON 


WILLIAM SEELY SCHOOL 


PK-05 


1954 


N/R 


* 


No 


General areas 


GROTON 


MARY MORRISSON SCHOOL 


PK-05 


1962 


N/R 


* 


No 


All program areas 


GROTON 


CHARLES BARNUM SCHOOL 


PK-05 


1965 


1971 


* 


No 


All program areas 


GUILFORD 


GUILFORD LAKES SCHOOL 


PK-04 


1957 


1993 




Yes 


All program areas 


GUILFORD 


MELISSA JONES SCHOOL 


K-04 


1953 


1993 




Yes 


All program areas 


GUILFORD 


CALVIN LEETE SCHOOL 


K-04 


1950 


1962 




Yes 


All program areas 


GUILFORD 


A.W. COX SCHOOL 


K-04 


1967 


1993 




Yes 


All program areas 


HAMDEN 


SHEPHERD GLEN SCHOOL 


K-06 


1972 


N/R 




No 


All program areas 


HAMDEN 


CHURCH STREET SCHOOL 


PK-06 


1990 


N/R 




Yes 


All program areas 


HAMDEN 


DUNBAR HILL SCHOOL 


K-06 


1950 


1995 




Yes 


All program areas 


HAMDEN 


HELEN STREET SCHOOL 


K-06 


1992 


N/R 




Yes 


All program areas 


HAMDEN 


ALICE PECK SCHOOL 


K-06 


1954 


1991 




Yes 


All program areas 


HAMDEN 


SPRING GLEN SCHOOL 


K-06 


1924 


1970 




No 


All program areas 


HAMDEN 


RIDGE HILL SCHOOL 


K-06 


1971 


N/R 




No 


General areas 


HAMDEN 


BEAR PATH SCHOOL 


PK-06 


1962 


1964 


* 


No 


None 


HAMDEN 


WEST WOODS SCHOOL 


K-06 


1973 


N/R 




No 


All program areas 


HAMPTON 


HAMPTON ELEMENTARY SCHOOL 


PK-06 


1991 


N/R 




Yes 


All program areas 


HARTFORD 


SAND EVERYWHERE SCHOOL 


PK-06 


1998 


N/R 




No 


All school areas 


HARTFORD 


BARBOUR SCHOOL 


PK-06 


1930 


1956 




No 


None 


HARTFORD 


BARNARD-BROWN SCHOOL 


PK-06 


1927 


1930 




No 


None 


HARTFORD 


BATCHELDER SCHOOL 


PK-08 


1958 


1997 




Yes 


All school areas 


HARTFORD 


BURNS SCHOOL 


PK-06 


1939 


1992 




Yes 


All school areas 


HARTFORD 


DWIGHT SCHOOL 


PK-06 


1883 


1901 




No 


None 


HARTFORD 


M. D. FOX ELEMENTARY SCHOOL 


K-05 


1924 


1977 




No 


General areas 


HARTFORD 


HOOKER SCHOOL 


PK-05 


1952 


N/R 




No 


None 


HARTFORD 


KENNELLY SCHOOL 


PK-08 


1900 


1993 




Yes 


All school areas 


HARTFORD 


KINSELLA SCHOOL 


PK-06 


1974 


N/R 




No 


All program areas 


HARTFORD 


NAYLOR SCHOOL 


PK-08 


1927 


N/R 




No 


None 


HARTFORD 


PARKVILLE COMMUNITY 


K-06 


1977 


1996 




Yes 


All school areas 


HARTFORD 


M. L. KING SCHOOL 


PK-06 


1924 


1977 




No 


General areas 


HARTFORD 


RAWSON SCHOOL 


K-06 


1921 


1927 


* 


No 


None 


HARTFORD 


TWAIN SCHOOL 


PK-06 


1952 


1963 


* 


No 


None 


HARTFORD 


MILNER SCHOOL 


PK-06 


1924 


1998 




Yes 


All school areas 


HARTFORD 


WEBSTER SCHOOL 


PK-06 


1900 


1932 


* 


No 


None 


HARTFORD 


WEST MIDDLE SCHOOL 


PK-06 


1894 


1995 




No 


None 


HARTFORD 


WISH SCHOOL 


PK-06 


1962 


N/R 




No 


None 


HARTFORD 


BURR SCHOOL 


K-08 


1914 


1920 




No 


None 


HARTFORD 


CLARK SCHOOL 


PK-06 


1971 


1988 




No 


All program areas 


HARTFORD 


FISHER SCHOOL 


PK-06 


1965 


N/R 




No 


General areas 


HARTFORD 


SIMPSON-WAVERLY SCHOOL 


PK-06 


1970 


1988 




No 


General areas 


HARTFORD 


DR. RAMON E. BETANCES SCHOOL 


K-06 


1924 


1986 




No 


All school areas 


HARTFORD 


SANCHEZ SCHOOL 


PK-06 


1992 


N/R 




Yes 


All school areas 


HARTFORD 


MONTESSORI/MT LAURAL 


PK-05 


1972 


N/R 




No 


None 


HARTFORD 


MOYLAN ELEMENTARY 


PK-06 


1931 


1997 




Yes 


All school areas 


HARTLAND 


HARTLAND ELEMENTARY SCHOOL 


K-08 


1963 


1992 




Yes 


All program areas 


HEBRON 


HEBRON ELEMENTARY SCHOOL 


04-06 


1947 


1988 


* 


Yes 


All program areas 


HEBRON 


GILEAD HILL SCHOOL 


PK-03 


1967 


1988 


* 


Yes 


All program areas 


KENT 


KENT CENTER SCHOOL 


PK-08 


1956 


1971 


* 


Yes 


General areas 


KILLINGLY 


KILLINGLY CENTRAL SCHOOL 


K-04 


1958 


1988 




Yes 


All program areas 


KiLLINGLY 


KILLINGLY MEMORIAL SCHOOL 


K-04 


1953 


1988 


* 


Yes 


General areas 


KiLLINGLY 


GOODYEAR EARLY CHILDHOOD CTR 


PK-K 


1948 


1996 




Yes 


All school areas 


LEBANON 


LEBANON ELEMENTARY SCHOOL 


PK-04 


1936 


1991 




Yes 


All program areas 


LEDYARD 


LEDYARD CENTER SCHOOL 


K-06 


1948 


1958 




No 


None 


LEDYARD 


GALES FERRY SCHOOL 


K-02 


1954 


1957 




No 


None 


LEDYARD 


JULIET W. LONG SCHOOL 


03-06 


1961 


1964 




No 


All program areas 


LEDYARD 


GALLUP HILL SCHOOL 


PK-06 


1966 


N/R 




No 


None 


LISBON 


LISBON CENTRAL SCHOOL 


PK-08 


1962 


1990 


* 


Yes 


All program areas 


LITCHFIELD 


CENTER SCHOOL 


PK-03 


1925 


1988 




No 


All program areas 


LITCHFIELD 


LITCHFIELD INTERMEDIATE SCHOOL 


04-06 


1968 


N/R 




No 


All program areas 


MADISON 


J. MILTON JEFFREY ELEMENTARY 


03-05 


1957 


1988 


* 


Yes 


All program areas 


MADISON 


ISLAND AVENUE ELEMENTARY 


PK-02 


1950 


1953 


* 


No 


All program areas 


MADISON 


KATHLEEN H. RYERSON ELEMENTARY 


K-02 


1966 


N/R 


* 


No 


All program areas 


MADISON 


ACADEMY ELEMENTARY SCHOOL 


03-05 


1924 


1997 


* 


No 


None 


MANCHESTER 


BOWERS SCHOOL 


K-05 


1949 


1989 


* 


Yes 


General areas 


MANCHESTER 


BUCKLEY SCHOOL 


PK-05 


1953 


N/R 


* 


No 


General areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



. N/R = None Reported. 



o 

ERIC 



16 



General Building Conditions (10/1999): 
Elementary Schools (N = 645) 




Year of 


Year of 


Major Code 


Table 2B 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988 ? 


Accessibility 



MANCHESTER 


HIGHLAND PARK SCHOOL 


K-05 


1928 


1965 


* 


Yes 


General areas 


MANCHESTER 


KEENEY SCHOOL 


PK-05 


1955 


1972 


ii 


No 


All school areas 


MANCHESTER 


NATHAN HALE SCHOOL 


K-05 


1921 


1989 


* 


Yes 


All program areas 


MANCHESTER 


ROBERTSON SCHOOL 


K-05 


1965 


1972 


ii 


No 


All program areas 


MANCHESTER 


VERPLANCK SCHOOL 


PK-05 


1949 


1989 


* 


Yes 


All program areas 


MANCHESTER 


WADDELL SCHOOL 


K-05 


1952 


1989 


* 


Yes 


All program areas 


MANCHESTER 


WASHINGTON SCHOOL 


PK-05 


1912 


1978 


* 


No 


All program areas 


MANCHESTER 


MARTIN SCHOOL 


K-05 


1968 


N/R 


* 


No 


General areas 


MANSFIELD 


DOROTHY C. GOODWIN 


PK-04 


1955 


1988 




Yes 


All program areas 


MANSFIELD 


ANNIE E. VINTON SCHOOL 


PK-04 


1951 


1988 




Yes 


All program areas 


MANSFIELD 


SOUTHEAST ELEMENTARY SCHOOL 


PK-04 


1955 


1988 




Yes 


All program areas 


MARLBOROUGH 


MARLBOROUGH ELEMENTARY 


PK-06 


1955 


1983 


it 


No 


General areas 


MERIDEN 


BENJAMIN FRANKLIN SCHOOL 


PK-05 


1951 


1997 




Yes 


All school areas 


MERIDEN 


HANOVER SCHOOL 


PK-05 


1934 


1993 




Yes 


All program areas 


MERIDEN 


ISRAEL PUTNAM SCHOOL 


PK-05 


1951 


1991 




Yes 


All program areas 


MERIDEN 


JOHN BARRY SCHOOL 


PK-05 


1929 


1996 




Yes 


All school areas 


MERIDEN 


NATHAN HALE SCHOOL 


K-05 


1956 


1991 




Yes 


All school areas 


MERIDEN 


ROGER SHERMAN SCHOOL 


PK-05 


1929 


1991 




Yes 


All school areas 


MERIDEN 


THOMAS HOOKER SCHOOL 


K-05 


1963 


N/R 




No 


All program areas 


MERIDEN 


CASIMIR PULASKI SCHOOL 


K-05 


1972 


N/R 




No 


All program areas 


MIDDLETOWN 


SPENCER SCHOOL 


K-05 


1951 


1989 




Yes 


All program areas 


MIDDLETOWN 


BIELEFIELD SCHOOL 


K-05 


1954 


1966 


* 


No 


General areas 


MIDDLETOWN 


FARM HILL SCHOOL 


PK-05 


1990 


N/R 




Yes 


All school areas 


MIDDLETOWN 


MACDONOUGH SCHOOL 


K-05 


1925 


1988 




Yes 


All program areas 


MIDDLETOWN 


SNOW SCHOOL 


PK-05 


1955 


1997 




Yes 


All school areas 


MIDDLETOWN 


MOODY SCHOOL 


K-05 


1964 


1993 




Yes 


All program areas 


MIDDLETOWN 


LAWRENCE SCHOOL 


K-05 


1972 


N/R 


* 


No 


General areas 


MIDDLETOWN 


WESLEY SCHOOL 


K-05 


1972 


N/R 


H 


No 


All program areas 


MIDDLETOWN 


KEIGWIN SCHOOL 


06-06 


1973 


N/R 




No 


All program areas 


MILFORD 


CALF PEN MEADOW SCHOOL 


PK-05 


1955 


1961 




Yes 


All program areas 


MILFORD 


MEADOWSIDE SCHOOL 


K-05 


1955 


1997 




Yes 


All program areas 


MILFORD 


ORANGE AVENUE SCHOOL 


K-05 


1955 


1992 




Yes 


All school areas 


MILFORD 


PUMPKIN DELIGHT SCHOOL 


PK-05 


1950 


1956 




Yes 


AH program areas 


MILFORD 


SIMON LAKE SCHOOL 


PK-05 


1960 


1971 




Yes 


All program areas 


MILFORD 


LIVE OAKS SCHOOL 


K-05 


1961 


1968 




Yes 


All school areas 


MILFORD 


MATHEWSON SCHOOL 


K-05 


1961 


1969 


H 


Yes 


All program areas 


MILFORD 


ORCHARD HILLS SCHOOL 


K-05 


1961 


1968 




Yes 


All school areas 


MILFORD 


J.F. KENNEDY SCHOOL 


K-05 


1967 


1997 




Yes 


All school areas 


MONROE 


MONROE ELEMENTARY SCHOOL 


PK-04 


1935 


1983 




Yes 


All program areas 


MONROE 


STEPNEY ELEMENTARY SCHOOL 


K-04 


1962 


1989 




Yes 


All program areas 


MONROE 


FAWN HOLLOW ELEMENTARY SCHOOL 


K-04 


1966 


1989 




Yes 


All program areas 


MONTVILLE 


MOHEGAN SCHOOL 


K-05 


1958 


1966 




Yes 


All program areas 


MONTVILLE 


OAKDALE SCHOOL 


K-05 


1964 


N/R 




Yes 


All program areas 


MONTVILLE 


DR. CHARLES E. MURPHY SCHOOL 


K-05 


1970 


1987 




Yes 


All program areas 


NAUGATUCK 


CENTRAL AVENUE SCHOOL 


PK-05 


1949 


1971 




Yes 


All program areas 


NAUGATUCK 


CROSS STREET SCHOOL 


K-05 


1949 


1971 




Yes 


General areas 


NAUGATUCK 


MAPLE HILL SCHOOL 


PK-05 


1988 


N/R 




No 


All program areas 


NAUGATUCK 


HOP BROOK SCHOOL 


PK-05 


1916 


1993 




Yes 


All program areas 


NAUGATUCK 


PROSPECT STREET SCHOOL 


PK-05 


1954 


1964 




Yes 


None 


NAUGATUCK 


SALEM SCHOOL 


PK-05 


1893 


1992 




Yes 


None 


NAUGATUCK 


WESTERN SCHOOL 


PK-05 


1949 


1964 




No 


None 


NAUGATUCK 


ANDREW AVENUE SCHOOL 


PK-05 


1971 


N/R 




Yes 


All program areas 


NEW BRITAIN 


CHAMBERLAIN SCHOOL 


K-05 


1952 


1993 




Yes 


All program areas 


NEW BRITAIN 


GAFFNEY SCHOOL 


PK-05 


1959 


1991 




Yes 


All program areas 


NEW BRITAIN 


HOLMES SCHOOL 


K-05 


1955 


1997 




Yes 


All program areas 


NEW BRITAIN 


JEFFERSON SCHOOL 


K-05 


1956 


1997 




Yes 


All school areas 


NEW BRITAIN 


LINCOLN SCHOOL ’ 


K-05 


1925 


1983 


* 


Yes 


All program areas 


NEW BRITAIN 


NORTHEND SCHOOL 


K-05 


1932 


1995 


* 


Yes 


General areas 


NEW BRITAIN 


DILORETO MAGNET 


K-05 


1951 


1991 




Yes 


All program areas 


NEW BRITAIN 


SMALLEY ACADEMY 


PK-05 


1971 


1997 




Yes 


All program areas 


NEW BRITAIN 


SMITH SCHOOL 


K-05 


1952 


1992 




Yes 


All program areas 


NEW BRITAIN 


VANCE SCHOOL 


K-05 


1926 


1995 


* 


Yes 


All program areas 


NEW CANAAN 


SOUTH SCHOOL 


PK-04 


1950 


1997 




Yes 


All school areas 


NEW CANAAN 


WEST SCHOOL 


K-04 


1963 


1997 




Yes 


All school areas 


NEW CANAAN 


EAST SCHOOL 


PK-04 


1965 


1997 




Yes 


All school areas 



* Major renovation underway, authorized, or pending iegislative approval for this facility. 
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General Building Conditions (10/1999): 
Elementary Schools (N = 645) 



Table 2B 









Year of 


Year of 


Major Code 








Grade 


Original 


Last Major 


Update Since 


Handicapped 


District 


School Name 


Range 


Construction 


Renovation 


1988 ? 


Accessibility 



NEW FAIRFIELD 


CONSOLIDATED SCHOOL 


PK-02 


1941 


1967 


* 


No 


General areas 


NEW FAIRFIELD 


MEETING HOUSE HILL SCHOOL 


03-05 


1962 


1994 




Yes 


General areas 


NEW HARTFORD 


BAKERVILLE CONSOLIDATED SCHOOL 


01-02 


1941 


1955 




Yes 


General areas 


NEW HARTFORD 


NEW HARTFORD ELEMENTARY SCHOOL 


PK-02 


1954 


N/R 




Yes 


All program areas 


NEW HARTFORD 


ANN ANTOLINI SCHOOL 


K-06 


1968 


1991 




Yes 


All program areas 


NEW HAVEN 


BARNARD SCHOOL 


K-04 


1913 


1991 




No 


All program areas 


NEW HAVEN 


BEECHER SCHOOL 


K-05 


1913 


1992 




No 


None 


NEW HAVEN 


KATHERINE BRENNAN SCHOOL 


PK-05 


1954 


1993 


* 


Yes 


General areas 


NEW HAVEN 


CLINTON AVENUE SCHOOL 


K-04 


1911 


1972 




No 


None 


NEW HAVEN 


HILL CENTRAL SCHOOL 


PK-05 


1972 


N/R 




No 


General areas 


NEW HAVEN 


DAVIS STREET MAGNET 


K-05 


1918 


1950 




No 


General areas 


NEW HAVEN 


TIMOTHY DWIGHT SCHOOL 


PK-04 


1964 


1972 




No 


General areas 


NEW HAVEN 


EDGEWOOD SCHOOL 


K-08 


1911 


1999 




Yes 


All school areas 


NEW HAVEN 


NATHAN HALE SCHOOL 


K-08 


1925 


1993 


* 


No 


General areas 


NEW HAVEN 


BENJAMIN JEPSON MAGNET SCHOOL 


PK-06 


1912 


1992 


* 


Yes 


All program areas 


NEW HAVEN 


LINCOLN-BASSETT SCHOOL 


PK-04 


1927 


1966 


* 


No 


None 


NEW HAVEN 


PRINCE SCHOOL 


02-05 


1930 


N/R 




No 


None 


NEW HAVEN 


VINCENT E. MAURO SCHOOL 


K-05 


1987 


N/R 




No 


All program areas 


NEW HAVEN 


STRONG TRANSITIONAL MAGNET ACA 


K -04 


1915 


1998 




No 


General areas 


NEW HAVEN 


TRUMAN SCHOOL 


K-05 


1910 


N/R 


* 


No 


General areas 


NEW HAVEN 


WEST HILL ELEMENTARY MAGNET 


K-04 


1950 


1984 




No 


All program areas 


NEW HAVEN 


ISADORE WEXLER SCHOOL 


PK-05 


1952 


N/R 


* 


No 


All program areas 


NEW HAVEN 


WOODWARD SCHOOL 


K-05 


1907 


N/R 




No 


None 


NEW HAVEN 


QUINNIPIAC SCHOOL 


K-04 


1965 


1971 




No 


General areas 


NEW HAVEN 


HELENE GRANT SCHOOL 


K-05 


1965 


1992 




No 


All program areas 


NEW HAVEN 


WORTHINGTON HOOKER SCHOOL 


K-07 


1900 


N/R 




No 


None 


NEW HAVEN 


WELCH ANNEX SCHOOL 


PK-04 


1930 


N/R 




No 


None 


NEW HAVEN 


MARTIN LUTHER KING SCHOOL 


K-04 


1968 


N/R 




No 


All program areas 


NEW HAVEN 


CHRISTOPHER COLUMBUS SCHOOL 


K-04 


1968 


N/R 




No 


General areas 


NEW HAVEN 


BISHOP WOODS SCHOOL 


PK-04 


1970 


N/R 




No 


All program areas 


NEW HAVEN 


EAST ROCK COMMUNITY SCHOOL 


PK-08 


1975 


N/R 




No 


General areas 


NEWINGTON 


ELIZABETH GREEN SCHOOL 


K -04 


1937 


1969 




No 


None 


NEWINGTON 


ANNA REYNOLDS SCHOOL 


K-04 


1954 


1955 


* 


No 


All program areas 


NEWINGTON 


RUTH CHAFFEE SCHOOL 


K -04 


1953 


1960 




No 


None 


NEWINGTON 


JOHN PATERSON SCHOOL 


PK-04 


1962 


N/R 


* 


No 


All program areas 


NEW LONDON 


EDGERTON SCHOOL 


K-05 


1957 


1963 




No 


General areas 


NEW LONDON 


HARBOR SCHOOL 


K-05 


1883 


1969 




Yes 


General areas 


NEW LONDON 


JENNINGS SCHOOL 


K-05 


1925 


1972 




Yes 


All program areas 


NEW LONDON 


LITTLE RED SCHOOLHOUSE 


PK-PK 


1973 


N/R 




No 


All program areas 


NEW LONDON 


WINTHROP SCHOOL 


K-05 


1968 


1995 




Yes 


All school areas 


NEW LONDON 


NATHAN HALE SCHOOL 


PK-05 


1970 


1994 




Yes 


All program areas 


NEW MILFORD 


HILL AND PLAIN SCHOOL 


PK-05 


1967 


1993 




Yes 


General areas 


NEW MILFORD 


JOHN PETTIBONE SCHOOL 


PK-05 


1955 


1993 




Yes 


General areas 


NEW MILFORD 


NORTHVILLE ELEMENTARY SCHOOL 


PK-05 


1982 


1993 




Yes 


General areas 


NEWTOWN 


HAWLEY ELEMENTARY SCHOOL 


K-05 


1921 


1997 




Yes 


General areas 


NEWTOWN 


SANDY HOOK ELEMENTARY SCHOOL 


PK-05 


1956 


1991 




Yes 


All program areas 


NEWTOWN 


MIDDLE GATE ELEMENTARY SCHOOL 


K-05 


1964 


1991 




Yes 


All program areas 


NEWTOWN 


HEAD O’MEADOW ELEMENTARY 


K-05 


1977 


N/R 




No 


General areas 


NORFOLK 


BOTELLE ELEMENTARY SCHOOL 


PK-06 


1957 


1993 




Yes 


All school areas 


NORTH BRANFORD 


STANLEY T. WILLIAMS SCHOOL 


K-02 


1961 


1975 




No 


General areas 


NORTH BRANFORD 


TOTOKET VALLEY ELEMENTARY 


03-05 


1971 


N/R 




No 


All school areas 


NORTH CANAAN 


NORTH CANAAN ELEMENTARY SCHOOL 


PK-08 


1953 


1991 




Yes 


All school areas 


NORTH HAVEN 


MONTOWESE ELEMENTARY SCHOOL 


K-05 


1957 


1998 




Yes 


All school areas 


NORTH HAVEN 


RIDGE ROAD ELEMENTARY SCHOOL 


PK-05 


1948 


1997 




Yes 


General areas 


NORTH HAVEN 


GREEN ACRES ELEMENTARY SCHOOL 


PK-05 


1965 


1997 




Yes 


All school areas 


NORTH HAVEN 


CLINTONVILLE ELEMENTARY SCHOOL 


K-05 


1968 


1998 




No 


General areas 


NORTH STONINGTON 


NORTH STONINGTON ELEMENTARY 


K-05 


1965 


1997 




Yes 


All school areas 


NORWALK 


BROOKSIDE ELEMENTARY SCHOOL 


K-05 


1952 


1998 




No 


General areas 


NORWALK 


COLUMBUS ELEMENTARY SCHOOL 


K-05 


1938 


1980 




No 


General areas 


NORWALK 


CRANBURY ELEMENTARY SCHOOL 


PK-05 


1958 


1991 




Yes 


All program areas 


NORWALK 


JEFFERSON ELEMENTARY SCHOOL 


K-05 


1971 


N/R 




No 


General areas 


NORWALK 


KENDALL ELEMENTARY SCHOOL 


PK-05 


1966 


1989 




No 


General areas 


NORWALK 


ROWAYTON SCHOOL 


K-05 


1939 


1993 




Yes 


All program areas 


NORWALK 


TRACEY SCHOOL 


K-05 


1939 


1988 




Yes 


General areas 


NORWALK 


FOX RUN ELEMENTARY SCHOOL 


PK-05 


1961 


1991 




Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
Elementary Schools (N = 645) 




Year of 


Year of 


Major Code 


Table 2B 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 
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Construction 


Renovation 


1988? 


Accessibility 



NORWALK 


NARAMAKE ELEMENTARY SCHOOL 


K-05 


1961 


1997 




Yes 


All program areas 


NORWALK 


MARVIN ELEMENTARY SCHOOL 


PK-05 


1971 


1997 




Yes 


All school areas 


NORWALK 


SILVERMINE ELEMENTARY SCHOOL 


K-05 


1965 


1996 




Yes 


All school areas 


NORWALK 


WOLFPIT SCHOOL 


PK-05 


1965 


N/R 




No 


General areas 


NORWICH 


BISHOP SCHOOL 


K-06 


1925 


N/R 


* 


No 


None 


NORWICH 


WILLIAM A. BUCKINGHAM SCHOOL 


K-06 


1956 


N/R 




No 


General areas 


NORWICH 


GREENEVILLE SCHOOL 


PK-06 


1956 


N/R 




No 


None 


NORWICH 


SAMUEL HUNTINGTON SCHOOL 


K-06 


1928 


1999 




No 


None 


NORWICH 


JOHN B. STANTON SCHOOL 


PK-06 


1956 


N/R 




No 


General areas 


NORWICH 


WEQUONNOC SCHOOL 


PK-06 


1962 


N/R 




No 


General areas 


NORWICH 


THOMAS W. MAHAN SCHOOL 


PK-06 


1968 


1995 




Yes 


All program areas 


NORWICH 


VETERANS’ MEMORIAL SCHOOL 


K-06 


1968 


1995 




Yes 


All school areas 


NORWICH 


UNCAS SCHOOL 


K-06 


1975 


N/R 




No 


All program areas 


NORWICH 


JOHN M. MORIARTY SCHOOL 


PK-06 


1975 


N/R 




No 


All program areas 


OLD SAYBROOK 


KATHLEEN E. GOODWIN SCHOOL 


PK-03 


1962 


1989 




Yes 


All program areas 


ORANGE 


MARY L. TRACY SCHOOL 


PK-K 


1910 


1989 




Yes 


All program areas 


ORANGE 


RACE BROOK SCHOOL 


01-06 


1959 


1989 




Yes 


All program areas 


ORANGE 


TURKEY HILL SCHOOL 


01-06 


1964 


1989 




Yes 


All program areas 


ORANGE 


PECK PLACE SCHOOL 


01-06 


1969 


1990 




No 


All program areas 


OXFORD 


OXFORD CENTER SCHOOL 


03-05 


1948 


1956 




No 


All program areas 


OXFORD 


QUAKER FARMS SCHOOL 


PK-02 


1990 


N/R 




Yes 


All program areas 


PLAINFIELD 


MOOSUP ELEMENTARY SCHOOL 


PK-05 


1966 


1992 




Yes 


All program areas 


PLAINFIELD 


PLAINFIELD MEMORIAL SCHOOL 


PK-05 


1970 


1992 




Yes 


All program areas 


PLAINFIELD 


SHEPARD HILL ELEMENTARY SCHOOL 


PK-05 


1992 


N/R 




Yes 


All program areas 


PLAINVILLE 


LINDEN STREET SCHOOL 


K-05 


1924 


1970 




No 


General areas 


PLAINVILLE 


FRANK T. WHEELER SCHOOL 


K-05 


1951 


1994 




Yes 


All program areas 


PLAINVILLE 


LOUIS TOFFOLON SCHOOL 


PK-05 


1968 


N/R 




No 


General areas 


PLYMOUTH 


EAST MAIN STREET SCHOOL 


03-05 


1927 


1956 




No 


General areas 


PLYMOUTH 


PLYMOUTH CENTER SCHOOL 


PK-05 


1952 


1996 




Yes 


All school areas 


PLYMOUTH 


PROSPECT STREET SCHOOL 


PK-02 


1904 


1917 




No 


None 


POMFRET 


POMFRET COMMUNITY SCHOOL 


PK-08 


1949 


1990 




Yes 


All program areas 


PORTLAND 


VALLEY VIEW SCHOOL 


PK-02 


1953 


1993 




Yes 


All program areas 


PORTLAND 


GILDERSLEEVE SCHOOL 


03-05 


1964 


1993 




Yes 


All program areas 


PRESTON 


POQUETANUCK SCHOOL 


K-02 


1957 


1972 




No 


All program areas 


PRESTON 


PRESTON CITY SCHOOL 


03-05 


1940 


1963 




No 


All program areas 


PUTNAM 


PUTNAM ELEMENTARY SCHOOL 


PK-05 


1975 


1990 




Yes 


All program areas 


REDDING 


REDDING ELEMENTARY SCHOOL 


PK-05 


1948 


1972 




Yes 


All program areas 


RIDGEFIELD 


VETERANS PARK ELEMENTARY 


K-05 


1955 


1958 




No 


All program areas 


RIDGEFIELD 


RIDGEBURY ELEMENTARY SCHOOL 


K-05 


1962 


N/R 


■k 


No 


General areas 


RIDGEFIELD 


FARMINGVILLE ELEMENTARY SCHOOL 


K-05 


1964 


N/R 




No 


General areas 


RIDGEFIELD 


SCOTLAND ELEMENTARY SCHOOL 


K-05 


1965 


N/R 




No 


General areas 


RIDGEFIELD 


BRANCHVILLE ELEMENTARY SCHOOL 


PK-05 


1966 


N/R 




Yes 


All school areas 


ROCKY HILL 


DR. ORAN A. MOSER SCHOOL 


K-02 


1927 


1949 




No 


None 


ROCKY HILL 


MYRTLE H. STEVENS SCHOOL 


PK-05 


1956 


1974 




No 


General areas 


ROCKY HILL 


WEST HILL SCHOOL 


PK-05 


1971 


1994 




No 


All program areas 


SALEM 


SALEM ELEMENTARY SCHOOL 


PK-08 


1940 


1993 




Yes 


All program areas 


SALISBURY 


SALISBURY CENTRAL SCHOOL 


PK-08 


1926 


1993 




Yes 


All program areas 


SCOTLAND 


SCOTLAND ELEMENTARY SCHOOL 


K-06 


1963 


1993 




Yes 


All program areas 


SEYMOUR 


BUNGAY SCHOOL 


K-06 


1954 


1997 




Yes 


All program areas 


SEYMOUR 


ANNA L. LOPRESTI SCHOOL 


K-06 


1914 


1980 




No 


All program areas 


SEYMOUR 


PAUL CHATFIELD SCHOOL 


PK-06 


1965 


N/R 




No 


All program areas 


SHARON 


SHARON CENTER SCHOOL 


PK-08 


1926 


1993 




Yes 


All program areas 


SHELTON 


LAFAYETTE SCHOOL 


PK-06 


1911 


1982 




No 


General areas 


SHELTON 


ELIZABETH SHELTON SCHOOL 


K-06 


1958 


1996 




Yes 


All program areas 


SHELTON 


SUNNYSIDE SCHOOL 


K-06 


1951 


1992 




Yes 


All program areas 


SHELTON 


LONG HILL SCHOOL 


K-06 


1964 


1995 




Yes 


All school areas 


SHELTON 


MOHEGAN SCHOOL 


K-06 


1963 


1995 




Yes 


All program areas 


SHELTON 


BOOTH HILL SCHOOL 


PK-06 


1969 


N/R 




No 


All program areas 


SHERMAN 


SHERMAN SCHOOL 


PK-08 


1937 


1992 


* 


Yes 


All program areas 


SIMSBURY 


CENTRAL SCHOOL 


K-06 


1911 


1997 




Yes 


All program areas 


SIMSBURY 


TARIFFVILLE SCHOOL 


PK-06 


1920 


1990 


* 


No 


General areas 


SIMSBURY 


TOOTIN’ HILLS SCHOOL 


PK-06 


1953 


1991 


ir 


Yes 


All program areas 


SIMSBURY 


LATIMER LANE SCHOOL 


PK-06 


1963 


1985 




No 


All program areas 


SIMSBURY 


SQUADRON LINE SCHOOL 


PK-06 


1970 


1991 




No 


All program areas 


SOMERS 


SOMERS ELEMENTARY SCHOOL 


PK-05 


1956 


1995 




Yes 


All program areas 



* Major renovation unden^/ay, authorized, or pending legislative approval for this facility. 
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General Builc^ng Conditions (10/1999): 
Elementary Schools (N = 645) 



Table 2B 



District 


School Name 


SOUTHINGTON 

SOUTHINGTON 

SOUTHINGTON 

SOUTHINGTON 

SOUTHINGTON 


HATTON SCHOOL 
PLANTSVILLE SCHOOL 
SOUTH END SCHOOL 
STRONG SCHOOL 
THALBERG SCHOOL 


SOUTHINGTON 
SOUTHINGTON 
SOUTHINGTON 
SOUTHINGTON 
SOUTH WINDSOR 


NORTH CENTER SCHOOL 
FLANDERS SCHOOL 
URBIN T. KELLEY SCHOOL 
DERYNOSKI ELEMENTARY SCHOOL 
PHILIP R. SMITH SCHOOL 


SOUTH WINDSOR 
SOUTH WINDSOR 
SOUTH WINDSOR 
SOUTH WINDSOR 
SPRAGUE 


PLEASANT VALLEY SCHOOL 
WAPPING ELEMENTARY SCHOOL 
ORCHARD HILL SCHOOL 
ELI TERRY SCHOOL 
SAYLES ELEMENTARY SCHOOL 


STAFFORD 

STAFFORD 

STAFFORD 

STAFFORD 

STAMFORD 


BOROUGH ELEMENTARY SCHOOL 
STAFFORDVILLE SCHOOL 
WEST STAFFORD SCHOOL 
EARL M. WITT INTERMEDIATE 
K.T. MURPHY SCHOOL 


STAMFORD 

STAMFORD 

STAMFORD 

STAMFORD 

STAMFORD 


NEWFIELD SCHOOL 
ROGERS SCHOOL 
ROXBURY SCHOOL 
SPRINGDALE SCHOOL 
JULIA A. STARK SCHOOL 


STAMFORD 

STAMFORD 

STAMFORD 

STAMFORD 

STAMFORD 


WESTOVER SCHOOL 
NORTHEAST SCHOOL 
BANK STREET PROGRAM AT TOQUAM 
DAVENPORT RIDGE SCHOOL 
STILLMEADOW SCHOOL 


STAMFORD 

STERLING 

STONINGTON 

STONINGTON 

STONINGTON 


HART MAGNET (AIMS EDUC CENTER) 
STERLING MEMORIAL SCHOOL 
WEST BROAD STREET SCHOOL 
DEANS MILL SCHOOL 
WEST VINE STREET SCHOOL 


STRATFORD 

STRATFORD 

STRATFORD 

STRATFORD 

STRATFORD 


CENTER SCHOOL 
CHAPEL SCHOOL 
FRANKLIN SCHOOL 
LORDSHIP SCHOOL 
NICHOLS SCHOOL 


STRATFORD 

STRATFORD 

STRATFORD 

STRATFORD 

SUFFIELD 


SECOND HILL LANE SCHOOL 
WHITNEY SCHOOL 
WILCOXSON SCHOOL 
STRATFORD ACDMY-JOHNSN/HONYSPT 
BRIDGE STREET SCHOOL 


SUFFIELD 

THOMASTON 

THOMASTON 

THOMPSON 

TOLLAND 


A. WARD SPAULDING SCHOOL 
BLACK ROCK SCHOOL 
THOMASTON MIDDLE SCHOOL 
MARY R. FISHER ELEMENTARY SCH 
PARKER MEMORIAL SCHOOL 


TORRINGTON 

TORRINGTON 

TORRINGTON 

TORRINGTON 

TORRINGTON 


EAST SCHOOL 
FORBES SCHOOL 
SOUTHWEST SCHOOL 
TORRINGFORD SCHOOL 
VOGEL-WETMORE 


TRUMBULL 

TRUMBULL 

TRUMBULL 

TRUMBULL 

TRUMBULL 


BOOTH HILL SCHOOL 
MIDDLEBROOK SCHOOL 
JANE RYAN SCHOOL 
DANIELS FARM SCHOOL 
TASHUA SCHOOL 


UNION 

VERNON 

VERNON 

VERNON 

VERNON 


UNION ELEMENTARY .SCHOOL 
LAKE STREET SCHOOL 
MAPLE STREET SCHOOL 
NORTHEAST SCHOOL 
SKINNER ROAD SCHOOL 



Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988? 


Handicapped 

Accessibility 


K-05 


1953 


N/R 


* 


No 


All program areas 


K-05 


1961 


N/R 




No 


None 


PK-05 


1954 


1959 




No 


All program areas 


K-05 


1958 


N/R 


* 


No 


All program areas 


PK-05 


1959 


N/R 


* 


No 


All program areas 


K-05 


1960 


N/R 




No 


None 


K-05 


1966 


N/R 




No 


None 


K-05 


1966 


N/R 




No 


None 


K-05 


1950 


1992 




Yes 


All program areas 


PK-05 


1959 


1988 




No 


General areas 


K-05 


1958 


1988 




No 


General areas 


K-05 


1953 


1992 




Yes 


All program areas 


K-05 


1964 


1988 




No 


General areas 


PK-05 


1965 


N/R 




No 


All program areas 


PK-08 


1955 


1998 




Yes 


All program areas 


PK-03 


1922 


1992 




Yes 


General areas 


PK-03 


1920 


1991 




Yes 


All school areas 


PK-03 


1950 


1993- 




Yes 


All program areas 


04-05 


1937 


1992 




Yes 


All program areas 


K-05 


1900 


1989 




Yes 


General areas 


K-05 


1954 


1995 




Yes 


All school areas 


K-05 


1973 


1974 




No 


All program areas 


K-05 


1955 


1994 




Yes 


All school areas 


K-05 


1929 


1976 




No 


General areas 


PK-05 


1927 


1997 




Yes 


General areas 


PK-05 


1998 


N/R 




Yes 


All school areas 


K-05 


1966 


N/R 


* 


No 


General areas 


K-05 


1967 


1992 




Yes 


All school areas 


K-05 


1972 


N/R 




No 


General areas 


PK-05 


1972 


N/R 




No 


All program areas 


K-05 


1914 


1998 




Yes 


All school areas 


PK-08 


1953 


1987 




Yes 


All program areas 


PK-04 


1899 


. N/R 




No 


None 


K-04 


1967 


1973 




No 


All program areas 


K-04 


1967 


N/R 




No 


General areas 


K-06 


1970 


N/R 




No 


All program areas 


K-06 


1956 


1966 


* 


No 


All program areas 


K-06 


1910 


1990 




Yes 


All program areas 


K-06 


1941 


1984 




No 


All program areas 


K-06 


1914 


1991 




Yes 


All program areas 


PK-06 


1954 


1958 


* 


No 


All program areas 


K-06 


1945 


1993 




Yes 


All program areas 


K-06 


1928 


1991 




Yes 


All program areas 


K-06 


1953 


1995 




Yes 


All program areas 


01-02 


1924 


1985 




No 


None 


K-04 


1985 


1989 


* 


No 


General areas 


PK-02 


1954 


1999 




Yes 


General areas 


03-06 


1960 


N/R 




Yes 


General areas 


PK-04 


1960 


1980 




Yes 


All school areas 


PK-03 


1963 


1992 




Yes 


All school areas 


K-05 


1976 


N/R 




No 


General areas 


K-05 


1986 


N/R 




No 


General areas 


K-05 


1904 


1923 


ir 


No 


None 


K-05 


1968 


N/R 




No 


General areas 


PK-05 


1996 


N/R 


* 


No 


All school areas 


K-05 


1955 


1997 




Yes 


All school areas 


K-05 


1953 


1997 




Yes 


General areas 


K-05 


1955 


1997 




Yes 


General areas 


K-05 


1962 


1997 




Yes 


All school areas 


K-05 


1965 


1997 




Yes 


All school areas 


K-08 


1950 


1983 




No 


All program areas 


K-05 


1960 


N/R 




Yes 


All program areas 


K-05 


1962 


1989 




Yes 


None 


PK-05 


1954 


1992 




Yes 


All program areas 


PK-05 


1963 


N/R 




Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
Elementary Schools (N = 645) 




Year of 


Year of 


Major Code 


Table 2B 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988? 


Accessibility 



VERNON 


CENTER ROAD SCHOOL 


PK-05 


1969 


N/R 




Yes 


All program areas 


VOLUNTOWN 


VOLUNTOWN ELEMENTARY SCHOOL 


PK-08 


1953 


1991 


* 


Yes 


All program areas 


WALLINGFORD 


MOSES Y. BEACH SCHOOL 


PK-05 


1951 


N/R 


* 


No 


General areas 


WALLINGFORD 


HIGHLAND SCHOOL 


K-05 


1958 


1971 


* 


No 


General areas 


WALLINGFORD 


PARKER FARMS SCHOOL 


K-05 


1955 


1987 


* 


No 


All program areas 


WALLINGFORD 


ROCK HILL SCHOOL 


K-05 


1959 


1971 


* 


No 


General areas 


WALLINGFORD 


YALESVILLE SCHOOL 


PK-05 


1925 


1996 




Yes 


All school areas 


WALLINGFORD 


EVARTS C. STEVENS SCHOOL 


K-05 


1962 


N/R 


* 


No 


All program areas 


WALLINGFORD 


COOK HILL SCHOOL 


PK-05 


1964 


N/R 


* 


No 


General areas 


WALLINGFORD 


POND HILL SCHOOL 


K-05 


1968 


N/R 


* 


No 


General areas 


WATERBURY 


BARNARD SCHOOL 


K-05 


1898 


1928 




No 


None 


WATERBURY 


BUCKS HILL SCHOOL 


PK-05 


1953 


1957 




No 


General areas 


WATERBURY 


BUNKER HILL SCHOOL 


PK-05 


1905 


1955 




No 


None 


WATERBURY 


H.S. CHASE SCHOOL 


K-05 


1905 


1960 




No 


None 


WATERBURY 


WENDELL L. CROSS SCHOOL 


K-05 


1953 


1966 




No 


None 


WATERBURY 


DRIGGS SCHOOL 


PK-05 


1899 


1958 




No 


None 


WATERBURY 


MARGARET M GENERALI ELEMENTARY 


K-05 


1923 


1964 




No 


None 


WATERBURY 


HOPEVILLE SCHOOL 


K-05 


1917 


1952 




No 


None 


WATERBURY 


F.J. KINGSBURY SCHOOL 


K-05 


1917 


1955 




No 


None 


WATERBURY 


SPRAGUE SCHOOL 


PK-05 


1913 


1960 




No 


None 


WATERBURY 


B.W. TINKER SCHOOL 


K-05 


1925 


1974 




No 


None 


WATERBURY 


WALSH SCHOOL 


PK-05 


1957 


1990 




Yes 


All program areas 


WATERBURY 


WASHINGTON SCHOOL 


PK-05 


1882 


1914 




No 


None 


WATERBURY 


GILMARTIN SCHOOL 


K-05 


1960 


1974 




No 


All program areas 


WATERBURY 


CARRINGTON SCHOOL 


K-05 


1966 


1973 




No 


General areas 


WATERBURY 


REGAN SCHOOL 


K-05 


1968 


N/R 




No 


All program areas 


WATERBURY 


MARY F. ROTELLA SCHOOL 


K-05 


1972 


N/R 




No 


All program areas 


WATERBURY 


MALONEY INTERDISTRICT MAGNET 


PK-05 


1996 


N/R 




No 


All school areas 


WATERBURY 


WOODROW WILSON SCHOOL 


PK-05 


1927 


1955 




No 


General areas 


WATERFORD 


COHANZIE ELEMENTARY SCHOOL 


K-05 


1923 


1972 




No 


All program areas 


WATERFORD 


GREAT NECK ELEMENTARY SCHOOL 


K-05 


1929 


1988 




Yes 


General areas 


WATERFORD 


QUAKER HILL ELEMENTARY SCHOOL 


K-05 


1914 


1988 




Yes 


General areas 


WATERFORD 


SOUTHWEST ELEMENTARY SCHOOL 


K-05 


1964 


N/R 




No 


All program areas 


WATERFORD 


OSWEGATCHIE ELEMENTARY SCHOOL 


K-05 


1965 


N/R 




No 


All program areas 


WATERTOWN 


BALDWIN SCHOOL 


K-04 


1907 


N/R 




No 


None 


WATERTOWN 


FLETCHER W. JUDSON SCHOOL 


K-05 


1956 


1971 




No 


General areas 


WATERTOWN 


POLK SCHOOL 


PK-05 


1957 


1990 




Yes 


All school areas 


WATERTOWN 


GRIFFIN SCHOOL 


PK-05 


1909 


1925 




No 


None 


WATERTOWN 


HEMINWAY PARK SCHOOL 


05-06 


1929 


1940 




Yes 


All school areas 


WESTBROOK 


DAISY INGRAHAM SCHOOL 


PK-05 


1977 


1992 




Yes 


All program areas 


WEST HARTFORD 


BRAEBURN SCHOOL 


K-05 


1956 


N/R 


* 


No 


None 


WEST HARTFORD 


BUGBEE SCHOOL 


K-05 


1950 


N/R 




No 


All program areas 


WEST HARTFORD 


CHARTER OAK SCHOOL 


K-05 


1929 


1976 




No 


All program areas 


WEST HARTFORD 


DUFFY SCHOOL 


K-05 


1952 


N/R 




No 


None 


WEST HARTFORD 


MORLEY SCHOOL 


K-05 


1927 


1977 




No 


All program areas 


WEST HARTFORD 


NORFELDT SCHOOL 


K-05 


1957 


N/R 




No 


All program areas 


WEST HARTFORD 


WEBSTER HILL SCHOOL 


K-05 


1949 


1952 


* 


No 


All program areas 


WEST HARTFORD 


WHITING LANE SCHOOL 


PK-05 


1954 


1999 




No 


None 


WEST HARTFORD 


WOLCOTT SCHOOL 


K-05 


1957 


N/R 




No 


None 


WEST HARTFORD 


AIKEN SCHOOL 


K-05 


1964 


1991 




Yes 


All program areas 


WEST HARTFORD 


SMITH SCHOOL 


K-05 


1955 


1995 




Yes 


All school areas 


WEST HAVEN 


FOREST SCHOOL 


K-05 


1970 


N/R 




Yes 


All program areas 


WEST HAVEN 


SETH G. HALEY SCHOOL 


K-05 


1954 


N/R 




Yes 


All program areas 


WEST HAVEN 


EDITH E. MACKRILLE SCHOOL 


PK-05 


1954 


1988 




Yes 


All program areas 


WEST HAVEN 


ALMA E. PAGELS SCHOOL 


K-05 


1958 


N/R 


* 


Yes 


All program areas 


WEST HAVEN 


EDGAR C. STILES SCHOOL 


K-05 


1930 


N/R 




Yes 


None 


WEST HAVEN 


LARENCE E. THOMPSON SCHOOL 


K-05 


1925 


N/R 




Yes 


None 


WEST HAVEN 


WASHINGTON SCHOOL 


K-05 


1908 


1988 




Yes 


General areas 


WEST HAVEN 


ANNA V. MOLLOY SCHOOL 


K-05 


1963 


N/R 




Yes 


General areas 


WEST HAVEN 


SAVIN ROCK COMMUNITY SCHOOL 


K-05 


1976 


N/R 




Yes 


All program areas 


WESTON 


HURLBUTT ELEMENTARY SCHOOL 


PK-03 


1950 


1997 




Yes 


All program areas 


WESTPORT 


COLEYTOWN ELEMENTARY SCHOOL 


PK-04 


1953 


1998 




Yes 


All school areas 


WESTPORT 


KING’S HIGHWAY ELEMENTARY 


K-04 


1926 


1994 




Yes 


General areas 


WESTPORT 


LONG LOTS SCHOOL 


K-04 


1954 


1971 




No 


All program areas 


WETHERSFIELD 


EMERSON-WILLIAMS SCHOOL 


01-06 


1953 


1972 




Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 
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Elementary Schools (N - 645) 
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Table 2B 




Grade 


Year of 
Original 


Year of 
Last Major 


Major Code 
Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988 ? 


Accessibility 



WETHERSFIELD 


ALFRED W. HANMER SCHOOL 


01-06 


1966 


1971 




Yes 


All program areas 


WETHERSFIELD 


CHARLES WRIGHT SCHOOL 


01-06 


1973 


1994 




No 


All program areas 


WETHERSFIELD 


HIGHCREST SCHOOL 


01-06 


1969 


1975 




No 


All program areas 


WETHERSFIELD 


WEBB KINDERGARTEN CENTER 


PK-01 


1963 


1991 




Yes 


All program areas 


WILLINGTON 


CENTER SCHOOL 


PK-03 


1953 


1979 




No 


All program areas 


WILTON 


TILFORD W. MILLER SCHOOL 


K-03 


1964 


1995 




Yes 


All program areas 


WILTON 


INA E. DRISCOLL SCHOOL 


K-03 


1968 


1995 




Yes 


All program areas 


WILTON 


CIDER MILL SCHOOL 


03-05 


1950 


1968 


* 


Yes 


All program areas 


WINCHESTER 


MARY P. HINSDALE SCHOOL 


K-05 


1904 


1989 




Yes 


All program areas 


WINCHESTER 


BATCHELLER ELEMENTARY SCHOOL 


PK-05 


1960 


1989 




Yes 


All program areas 


WINDHAM 


NATCHAUG SCHOOL 


K-04 


1914 


1974 




Yes 


All program areas 


WINDHAM 


NORTH WINDHAM SCHOOL 


K-04 


1959 


1988 




Yes 


All program areas 


WINDHAM 


WINDHAM CENTER SCHOOL 


K-04 


1953 


1968 




Yes 


All program areas 


WINDHAM 


W.B. SWEENEY SCHOOL 


K-04 


1959 


1963 




Yes 


All program areas 


WINDSOR 


CLOVER STREET SCHOOL 


01-05 


1957 


N/R 




No 


General areas 


WINDSOR 


POQUONOCK ELEMENTARY SCHOOL 


01-05 


1947 


1979 




No 


All program areas 


WINDSOR 


JOHN F. KENNEDY SCHOOL 


01-05 


1965 


N/R 




No 


All program areas 


WINDSOR 


OLIVER ELLSWORTH SCHOOL 


01-05 


1971 


N/R 




No 


All program areas 


WINDSOR 


ROGER WOLCOTT EARLY CHILD CTR. 


PK-K 


1967 


N/R 




Yes 


All school areas 


WINDSOR LOCKS 


NORTH STREET SCHOOL 


PK-02 


1958 


1998 




Yes 


All school areas 


WINDSOR LOCKS 


SOUTH ELEMENTARY SCHOOL 


03-05 


1964 


1998 




Yes 


All school areas 


WOLCOTT 


FRISBIE SCHOOL 


K-05 


1950 


1953 


* 


No 


All program areas 


WOLCOTT 


WAKELEE SCHOOL 


K-05 


1960 


1991 




Yes 


All program areas 


WOLCOTT 


TYRRELL SCHOOL 


PK-05 


1967 


1996 




No 


All program areas 


WOODBRIDGE 


BEECHER ROAD SCHOOL 


PK-06 


1960 


1997 




Yes 


All school areas 


WOODSTOCK 


WOODSTOCK ELEMENTARY SCHOOL 


PK-04 


1950 


1987 


* 


No 


All program areas 


DISTRICT NO. 6 


GOSHEN CENTER SCHOOL 


K-06 


1967 


1989 


ir 


No 


General areas 


DISTRICT NO. 6 


JAMES MORRIS SCHOOL 


K-06 


1928 


1972 


* 


No 


General areas 


DISTRICT NO. 6 


WARREN ELEMENTARY SCHOOL 


K-06 


1960 


1972 


* 


No 


All program areas 


DISTRICT NO. 10 


LAKE GARDA ELEMENTARY SCHOOL 


PK-05 


1964 


1995 




Yes 


All program areas 


DISTRICT NO. 10 


HARWINTON CONSOLIDATED SCHOOL 


K-05 


1948 


1995 




Yes 


All program areas 


DISTRICT NO. 12 


THE BURNHAM SCHOOL 


K-05 


1920 


1956 




Yes 


All program areas 


DISTRICT NO. 12 


BOOTH FREE SCHOOL 


K-05 


1903 


1961 




Yes 


All program areas 


DISTRICT NO. 12 


WASHINGTON PRIMARY SCHOOL 


K-05 


1941 


1961 




Yes 


All program areas 


DISTRICT NO. 13 


FREDERICK BREWSTER SCHOOL 


PK-02 


1955 


1990 


ir 


Yes 


All program areas 


DISTRICT NO. 13 


FRANCIS E. KORN SCHOOL 


03-04 


1963 


N/R 


ir 


No 


All program areas 


DISTRICT NO. 13 


MIDDLEFIELD MEMORIAL SCHOOL 


05-06 


1954 


1997 




Yes 


All school areas 


DISTRICT NO. 13 


JOHN LYMAN SCHOOL 


K-04 


1966 


1996 


ir 


Yes 


All school areas 


DISTRICT NO. 14 


BETHLEHEM ELEMENTARY SCHOOL 


K-05 


1958 


1993 




Yes 


All program areas 


DISTRICT NO. 14 


MITCHELL ELEMENTARY SCHOOL 


K-05 


1969 


N/R 




Yes 


All program areas 


DISTRICT NO. 15 


GAINFIELD ELEMENTARY SCHOOL 


K-05 


1941 


1982 




No 


General areas 


DISTRICT NO. 15 


POMPERAUG SCHOOL 


K-05 


1967 


1992 




Yes 


All program areas 


DISTRICT NO. 15 


MIDDLEBURY ELEMENTARY SCHOOL 


PK-05 


1982 


N/R 


ir 


No 


All program areas 


DISTRICT NO. 15 


LONG MEADOW ELEMENTARY 


PK-05 


1997 


N/R 




No 


All school areas 


DISTRICT NO. 16 


LAUREL LEDGE SCHOOL 


PK-05 


1953 


1993 




Yes 


All program areas 


DISTRICT NO. 16 


COMMUNITY SCHOOL 


04-05 


1936 


1998 




Yes 


All program areas 


DISTRICT NO. 16 


ALGONQUIN SCHOOL 


PK-03 


1955 


1963 


ir 


No 


General areas 


DISTRICT NO. 17 


HADDAM ELEMENTARY SCHOOL 


K-05 


1948 


1989 




Yes 


All program areas 


DISTRICT NO. 17 


BURR DISTRICT ELEMENTARY 


PK-06 


1969 


N/R 




No 


All school areas 


DISTRICT NO. 17 


KILLINGWORTH ELEMENTARY SCHOOL 


K-05 


1948 


1989 




Yes 


All program areas 


DISTRICT NO. 18 


LYME CONSOLIDATED SCHOOL 


PK-05 


1934 


1967 


ir 


No 


All program areas 


DISTRICT NO. 18 


MILE CREEK SCHOOL 


PK-02 


1963 


1970 


ir 


No 


General areas 


DISTRICT NO. 18 


CENTER SCHOOL 


03-05 


1934 


N/R 




No 


General areas 


CREC 


E HARTFORD/GLASTONBURY MAGNET 


K-06 


1957 


1992 




No 


General areas 


CES 


SIX-SIX MAGNET SCHOOL 


PK-06 


1968 


1994 




Yes 


All school areas 


ACES 


MAGNET WINTERGREEN INTERDISTRI 


K-04 


1965 


1998 




Yes 


General areas 


LEARN 


MULTICULTURAL MAGNET SCHOOL 


K-05 


1873 


1983 


ir 


No 


All program areas 


INTEGRATED DAY CHARTER SCHOOL 


K-06 


1927 


1998 




Yes 


All school areas 


NEW HAVEN/VILLAGE ACADEMY 


K-06 


1951 


1997 




Yes 


All school areas 


SIDE BY SIDE COM (CHARTER) 


PK-06 


1962 


1997 




Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
Middie Schools (N = 166) 



District 


School Name 


ANSONIA 

AVON 

BERLIN 

BETHEL 

BLOOMFIELD 


ANSONIA MIDDLE SCHOOL 
AVON MIDDLE SCHOOL 
CATHERINE M. MCGEE MIDDLE 
BETHEL MIDDLE SCHOOL 
CARMEN ARACE MIDDLE SCHOOL 


BRANFORD 

BRISTOL 

BRISTOL 

BRISTOL 

BROOKFIELD 


FRANCIS WALSH INTERMEDIATE 
CHIPPENS HILL MIDDLE SCHOOL 
NORTHEAST MIDDLE SCHOOL 
MEMORIAL BLVD MIDDLE SCHOOL 
WHISCONIER MIDDLE SCHOOL 


BROOKLYN 

CANTERBURY 

CHESHIRE 

CLINTON 

COLCHESTER 


BROOKLYN MIDDLE SCHOOL 
DR. HELEN BALDWIN MIDDLE SCH 
DODD MIDDLE SCHOOL 
JARED ELIOT SCHOOL 
WM. J. JOHNSTON SCHOOL 


COVENTRY 

CROMWELL 

DANBURY 

DANBURY 

DARIEN 


CAPT. NATHAN HALE SCHOOL 
CROMWELL MIDDLE SCHOOL 
BROADVIEW MIDDLE SCHOOL 
ROGERS PARK MIDDLE SCHOOL 
MIDDLESEX MIDDLE SCHOOL 


EAST GRANBY 
EAST HADDAM 
EAST HAMPTON 
EAST HARTFORD 
EAST HAVEN 


EAST GRANBY MIDDLE SCHOOL 
NATHAN HALE-RAY MIDDLE SCHOOL 
EAST HAMPTON MIDDLE SCHOOL 
EAST HARTFORD MIDDLE SCHOOL 
JOSEPH MELILLO MIDDLE SCHOOL 


EAST LYME 
EASTON 
EAST WINDSOR 
ELLINGTON 
ENFIELD 


EAST LYME MIDDLE SCHOOL 
HELEN KELLER MIDDLE SCHOOL 
EAST WINDSOR JUNIOR HIGH 
ELLINGTON MIDDLE SCHOOL 
JOHN F. KENNEDY MIDDLE SCHOOL 


FAIRFIELD 

FAIRFIELD 

FAIRFIELD 

FARMINGTON 

GLASTONBURY 


TOMLINSON MIDDLE SCHOOL 
FAIRFIELD WOODS MIDDLE 
ROGER LUDLOWE MIDDLE SCHOOL 
IRVING A. ROBBINS MIDDLE SCH 
GIDEON WELLES SCHOOL 


GRANBY 

GREENWICH 

GREENWICH 

GREENWICH 

GRISWOLD 


GRANBY MEMORIAL MIDDLE SCHOOL 
CENTRAL MIDDLE SCHOOL 
EASTERN MIDDLE SCHOOL 
WESTERN MIDDLE SCHOOL 
GRISWOLD MIDDLE SCHOOL 


GROTON 

GROTON 

GROTON 

GUILFORD 

GUILFORD 


FITCH MIDDLE SCHOOL 
WEST SIDE MIDDLE SCHOOL 
CARL C. CUTLER MIDDLE SCHOOL 
A. BALDWIN MIDDLE SCHOOL 
E.C. ADAMS MIDDLE SCHOOL 


HAMDEN 

HARTFORD 

HARTFORD 

HARTFORD 

KILLINGLY 


HAMDEN MIDDLE SCHOOL 
SOUTH MIDDLE SCHOOL 
FOX MIDDLE SCHOOL 
QUIRK MIDDLE SCHOOL 
KILLINGLY INTERMEDIATE SCHOOL 


LEBANON 

LEDYARD 

MADISON 

MANCHESTER 

MANCHESTER 


LEBANON MIDDLE SCHOOL 
LEDYARD MIDDLE SCHOOL 
DR. ROBERT H. BROWN SCHOOL 
BENNET MIDDLE SCHOOL 
ILLING MIDDLE SCHOOL 


MANSFIELD 

MERIDEN 

MERIDEN 

MIDDLETOWN 

MILFORD 


MANSFIELD MIDDLE SCHOOL 
LINCOLN MIDDLE SCHOOL 
WASHINGTON MIDDLE SCHOOL 
WOODROW WILSON MIDDLE SCHOOL 
EAST SHORE MIDDLE 


MILFORD 

MILFORD 

MONROE 

MONROE 

MONTVILLE 


HARBORSIDE MIDDLE 
WEST SHORE MIDDLE 
CHALK HILL MIDDLE SCHOOL 
JOCKEY HOLLOW SCHOOL 
LEONARD J. TYL MIDDLE SCHOOL 



Table 2C 



Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988? 


Handicapped 

Accessibility 


06-08 


1960 


1998 


Yes 


All school areas 


06-08 


1970 


1992 


Yes 


All school areas 


06-08 


1969 


1995 


Yes 


All program areas 


06-08 


1991 


N/R 


Yes 


All school areas 


05-08 


1971 


N/R 


Yes 


All program areas 


05-08 


1971 


N/R 


No 


All program areas 


06-08 


1993 


N/R 


Yes 


All program areas 


06-08 


1961 


1983 


No 


General areas 


06-08 


1922 


1978 


No 


General areas 


05-08 


1970 


1993 


Yes 


All program areas 


05-08 


1969 


1995 


Yes 


All school areas 


05-08 


1947 


1992 


Yes 


All program areas 


07-08 


1958 


1994 


Yes 


All school areas 


06-08 


1960 


1992 


Yes 


All program areas 


06-08 


1954 


1989 


Yes 


All program areas 


05-08 


1968 


N/R 


Yes 


All program areas 


05-08 


1955 


1979 


No 


All program areas 


06-08 


1967 


1992 


Yes 


All program areas 


06-08 


1971 


1992 


Yes 


All program areas 


06-08 


1937 


1976 * 


No 


All program areas 


06-08 


1961 


1997 


Yes 


All school areas 


06-08 


1923 


1992 


Yes 


All program areas 


06-08 


1971 


1993 


Yes 


All school areas 


07-08 


1954 


1981 


No 


General areas 


06-08 


1957 


1966 


No 


General areas 


06-08 


1957 


1972 


No 


All program areas 


06-08 


1966 


1989 


Yes 


All program areas 


07-08 


1988 


N/R 


No 


All school areas 


07-08 


1953 


1977 * 


No 


General areas 


07-08 


1969 


N/R 


Yes 


All program areas 


06-08 


1917 


1978 


No 


None 


06-08 


1954 


1996 


Yes 


All school areas 


06-07 


1950 


1998 


Yes 


All program areas 


06-08 


1959 


1995 


Yes 


All program areas 


07-08 


1967 


N/R 


No 


All program areas 


06-08 


1992 


N/R 


No 


All program areas 


06-08 


1958 


1982 


No 


All school areas 


06-08 


1954 


1982 


No 


All school areas 


06-08 


1963 


1984 


No 


None 


07-08 


1992 


N/R 


Yes 


All program areas 


06-08 


1929 


1978 


No 


All program areas 


06-08 


1956 


1994 


Yes 


All school areas 


06-08 


1960 


1967 


No 


All program areas 


05-06 


1970 


1991 


Yes 


All program areas 


07-08 


1936 


1993 


Yes 


All program areas 


07-08 


1957 


1989 


Yes 


All program areas 


06-08 


1961 


1996 


Yes 


All school areas 


07-11 


1971 


N/R 


No 


General areas 


07-08 


1972 


N/R 


No 


General areas 


05-08 


1989 


N/R 


Yes 


All program areas 


05-08 


1958 


1983 


No 


All program areas 


07-08 


1972 


N/R 


No 


All program areas 


06-08 


1970 


1971 * 


No 


All school areas 


06-08 


1920 


1975 


No 


General areas 


06-08 


1960 


1975 


No 


General areas 


05-08 


1969 


1988 


Yes 


All program areas 


06-08 


1960 


N/R * 


No 


General areas 


06-08 


1984 


N/R 


No 


All school areas 


07-08 


1973 


1975 


Yes 


All program areas 


06-08 


1952 


1994 


Yes 


All school areas 


06-08 


1969 


1998 


Yes 


All program areas 


06-08 


1950 


1994 * 


Yes 


All school areas 


05-06 


1968 


1988 


Yes 


General areas 


07-08 


1998 


N/R 


No 


All school areas 


06-08 


1992 


N/R 


Yes 


All program areas 



Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 



General Building Conditions (10/1999): Table 2C 

Middle Schools (N = 166) 



District 


School Name 


Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988 ? 


Handicapped 

Accessibility 


NAUGATUCK 


CITY HILL MIDDLE SCHOOL 


06-08 


1972 


1990 


Yes 


All program areas 


NAUGATUCK 


HILLSIDE MIDDLE SCHOOL 


06-08 


1905 


1965 


Yes 


None 


NEW BRITAIN 


ROOSEVELT MIDDLE SCHOOL 


06-08 


1993 


N/R 


Yes 


All program areas 


NEW BRITAIN 


SLADE MIDDLE SCHOOL 


06-08 


1960 


1992 


Yes 


All program areas 


NEW BRITAIN 


PULASKI MIDDLE SCHOOL 


06-08 


1961 


1992 


Yes 


All program areas 


NEW CANAAN 


SAXE MIDDLE SCHOOL 


05-07 


1957 


1958 


No 


General areas 


NEW FAIRFIELD 


NEW FAIRFIELD MIDDLE SCHOOL 


06-08 


1994 


N/R 


No 


General areas 


NEW HAVEN 


URBAN YOUTH SCHOOL 


06-08 


1937 


1991 


Yes 


None 


NEW HAVEN 


FAIR HAVEN MIDDLE SCHOOL 


05-08 


1929 


N/R 


No 


None 


NEW HAVEN 


SHERIDAN MIDDLE SCHOOL 


05-08 


1924 


N/R 


No 


None 


NEW HAVEN 


TROUP MIDDLE SCHOOL 


05-08 


1925 


N/R 


No 


None 


NEW HAVEN 


BETSY ROSS ARTS MAGNET SCHOOL 


05-08 


1954 


1988 


No 


All program areas 


NEW HAVEN 


J. ROBINSON MIDDLE SCHOOL 


05-08 


1977 


N/R 


No 


All program areas 


NEW HAVEN 


CLEMENTE MIDDLE SCHOOL 


05-08 


1977 


N/R 


No 


All program areas 


NEW HAVEN 


WEST HILLS MIDDLE MAGNET 


05-08 


1988 


N/R 


Yes 


All program areas 


NEWINGTON 


MARTIN KELLOGG MIDDLE SCHOOL 


05-08 


1958 


1973 


No 


All program areas 


NEWINGTON 


JOHN WALLACE MIDDLE SCHOOL 


05-08 


1971 


N/R 


No 


All school areas 


NEW LONDON 


BENNIE DOVER JACKSON MIDDLE 


06-08 


1895 


1993 


Yes 


All school areas 


NEW MILFORD 


SCHAGHTICOKE MIDDLE SCHOOL 


06-08 


1973 


1993 


Yes 


General areas 


NEWTOWN 


NEWTOWN MIDDLE SCHOOL 


06-08 


1951 


1988 


Yes 


General areas 


NORTH BRANFORD 


NORTH BRANFORD INTERMEDIATE 


06-08 


1957 


1962 


Yes 


All program areas 


NORTH HAVEN 


NORTH HAVEN MIDDLE SCHOOL 


06-08 


1960 


1991 


Yes 


All program areas 


NORTH STONINGTON 


WHEELER MIDDLE SCHOOL 


06-08 


1952 


1997 


Yes 


All school areas 


NORWALK 


NATHAN HALE MIDDLE SCHOOL 


06-08 


1952 


1988 


Yes 


General areas 


NORWALK 


PONUS RIDGE MIDDLE SCHOOL 


06-08 


1957 


1976 


No 


General areas 


NORWALK 


WEST ROCKS MIDDLE SCHOOL 


06-08 


1955 


1968 


No 


General areas 


NORWALK 


ROTON MIDDLE SCHOOL 


06-08 


1966 


N/R 


No 


General areas 


NORWICH 


KELLY MIDDLE SCHOOL 


07-08 


1962 


N/R 


No 


General areas 


NORWICH 


TEACHERS' MEMORIAL MIDDLE 


07-08 


1975 


N/R 


No 


General areas 


OLD SAYBROOK 


OLD SAYBROOK MIDDLE SCHOOL 


04-08 


1989 


N/R 


Yes 


All program areas 


OXFORD 


GREAT OAK SCHOOL 


06-08 


1969 


1978 


No 


All program areas 


PLAINFIELD 


PLAINFIELD CENTRAL SCHOOL 


06-08 


1980 


1992 


Yes 


All program areas 


PLAINVILLE 


MIDDLE SCHOOL OF PLAINVILLE 


06-09 


1992 


N/R 


Yes 


All program areas 


PLYMOUTH 


HARRY S. FISHER SCHOOL 


06-08 


1961 


1969 


No 


All program areas 


PORTLAND 


PORTLAND MIDDLE SCHOOL 


06-08 


1931 


1992 


Yes 


All program areas 


PRESTON 


PRESTON PLAINS SCHOOL 


06-08 


1968 


N/R 


No 


General areas 


PUTNAM 


PUTNAM MIDDLE SCHOOL 


06-08 


1992 


N/R 


Yes 


All program areas 


REDDING 


JOHN READ MIDDLE SCHOOL 


06-08 


1966 


1968 


Yes 


All program areas 


RIDGEFIELD 


EAST RIDGE MIDDLE SCHOOL 


06-08 


1966 


1970 


No 


All program areas 


ROCKY HILL 


ALBERT D. GRISWOLD JUNIOR HIGH 


06-08 


1962 


1996 


Yes 


All school areas 


SEYMOUR 


SEYMOUR MIDDLE SCHOOL 


07-08 


1921 


1981 


No 


All program areas 


SHELTON 


INTERMEDIATE SCHOOL 


07-08 


1953 


1962 


No 


General areas 


SIMSBURY 


HENRY JAMES MEMORIAL SCHOOL 


07-08 


1957 


1993 


Yes 


All program areas 


SOMERS 


MABELLE B. AVERY MIDDLE SCHOOL 


06-08 


1966 


1979 


Yes 


All program areas 


SOUTHINGTON 


JOSEPH A. DEPAOLO MIDDLE SCHL 


06-08 


1967 


N/R 


Yes 


All program areas 


SOUTHINGTON 


JOHN F. KENNEDY MIDDLE SCHOOL 


06-08 


1963 


N/R 


Yes 


All program areas 


SOUTH WINDSOR 


TIMOTHY EDWARDS SCHOOL 


06-08 


1968 


N/R 


No 


All program areas 


STAFFORD 


STAFFORD MIDDLE SCHOOL 


06-08 


1991 


N/R 


Yes 


All program areas 


STAMFORD 


DOLAN SCHOOL 


06-08 


1949 


1997 


Yes 


None 


STAMFORD 


TURN OF RIVER SCHOOL 


06-08 


1963 


1997 


No 


General areas 


STAMFORD 


CLOONAN SCHOOL 


06-08 


1967 


N/R 


No 


All program areas 


STAMFORD 


RIPPOWAM MAGNET MIDDLE SCHOOL 


06-08 


1959 


N/R 


Yes 


General areas 


STONINGTON 


PAWCATUCK MIDDLE SCHOOL 


05-08 


1938 


1991 


Yes 


All program areas 


STONINGTON 


MYSTIC MIDDLE SCHOOL 


05-08 


1962 


1998 


Yes 


All program areas 


STRATFORD 


DAVID WOOSTER MIDDLE SCHOOL 


07-08 


1953 


1995 


Yes 


None 


STRATFORD 


HARRY B. FLOOD MIDDLE SCHOOL 


07-08 


1972 


N/R 


Yes 


All program areas 


SUFFIELD 


MCALISTER MIDDLE SCHOOL 


05-08 


1939 


1993 


Yes 


General areas 


THOMPSON 


THOMPSON MIDDLE SCHOOL 


05-08 


1960 


1967 


Yes 


All school areas 


TOLLAND 


TOLLAND MIDDLE SCHOOL 


04-08 


1971 


1974 


No 


All program areas 


TORRINGTON 


TORRINGTON MIDDLE SCHOOL 


06-08 


1994 


N/R 


Yes 


All program areas 


TRUMBULL 


MADISON MIDDLE SCHOOL 


06-08 


1960 


1997 


Yes 


General areas 


TRUMBULL 


HILLCREST MIDDLE SCHOOL 


06-08 


1967 


1997 


No 


All school areas 


VERNON 


VERNON CENTER MIDDLE SCHOOL 


06-08 


1966 


N/R 


Yes 


All program areas 


WALLINGFORD 


DAG HAMMARSKJOLD SCHOOL 


06-08 


1962 


1996 


Yes 


All program areas 


WALLINGFORD 


JAMES H. MORAN MIDDLE SCHOOL 


06-08 


1961 


1996 


Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
Middfe Schoofs (N = 166) 

District School Name 


Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988 ? 


Table 2C 

Handicapped 

Accessibility 


WATERBURY 


MICHAEL F. WALLACE MIDDLE SCH 


06-08 


1974 


N/R 


No 


All program areas 


WATERBURY 


WEST SIDE MIDDLE SCHOOL 


06-08 


1976 


N/R 


No 


All program areas 


WATERBURY 


NORTH END MIDDLE SCHOOL 


06-08 


1978 


N/R 


No 


All program areas 


WATERFORD 


CLARK LANE MIDDLE SCHOOL 


06-08 


1952 


1986 


No 


All program areas 


WATERTOWN 


SWIFT JUNIOR HIGH SCHOOL 


07-08 


1953 


1972 


Yes 


All school areas 


WESTBROOK 


WESTBROOK MIDDLE SCHOOL 


06-08 


1958 


1995 


Yes 


All school areas 


WEST HARTFORD 


KING PHILIP MIDDLE SCHOOL 


06-08 


1955 


N/R 


No 


All program areas 


WEST HARTFORD 


SEDGWICK MIDDLE SCHOOL 


06-08 


1931 


1990 


Yes 


All program areas 


WEST HAVEN 


HARRY M. BAILEY MIDDLE SCHOOL 


06-08 


1956 


1997 


Yes 


General areas 


WEST HAVEN 


MAY V. CARRIGAN MIDDLE SCHOOL 


06-08 


1968 


N/R 


Yes 


All program areas 


WESTON 


WESTON MIDDLE SCHOOL 


04-08 


1960 


1996 


Yes 


All program areas 


WESTPORT 


BEDFORD MIDDLE SCHOOL 


05-08 


1937 


1969 


Yes 


General areas 


WESTPORT 


COLEYTOWN MIDDLE SCHOOL 


05-08 


1965 


1999 


No 


All school areas 


WETHERSFIELD 


SILAS DEANE MIDDLE SCHOOL 


07-08 


1968 


N/R 


Yes 


All program areas 


WILLINGTON 


HALL MEMORIAL SCHOOL 


04-08 


1922 


1979 


No 


General areas 


WILTON 


MIDDLEBROOK SCHOOL 


06-08 


1960 


1998 


Yes 


All program areas 


WINCHESTER 


PEARSON MIDDLE SCHOOL 


06-08 


1925 


1977 


No 


All program areas 


WINDHAM 


WINDHAM MIDDLE SCHOOL 


05-08 


1997 


N/R 


No 


General areas 


WINDSOR 


SAGE PARK MIDDLE SCHOOL 


06-08 


1968 


1993 


Yes 


All school areas 


WINDSOR LOCKS 


WINDSOR LOCKS MIDDLE SCHOOL 


06-08 


1954 


1998 


Yes 


All school areas 


WOLCOTT 


ALCOTT MIDDLE SCHOOL 


06-08 


1947 


1968 


No 


General areas 


WOODSTOCK 


WOODSTOCK MIDDLE SCHOOL 


05-08 


1995 


N/R 


Yes 


All program areas 


DISTRICT NO. 4 


JOHN WINTHROP JUNIOR HIGH SCH 


07-08 


1971 


N/R 


Yes 


All program areas 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


07-09 


1963 


1992 


Yes 


All program areas 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


07-09 


1959 


1992 


Yes 


All program areas 


DISTRICT NO. 8 


RHAM MIDDLE SCHOOL 


07-08 


1981 


N/R 


No 


General areas 


DISTRICT NO. 10 


HAR-BUR MIDDLE SCHOOL 


06-08 


1973 


1993 


Yes 


All program areas 


DISTRICT NO. 12 


SHEPAUG VALLEY MIDDLE SCHOOL 


06-08 


1972 


1994 


Yes 


General areas 


DISTRICT NO. 13 


FRANK WARD STRONG SCHOOL 


07-08 


1923 


1977 


Yes 


All school areas 


DISTRICT NO. 14 


WOODBURY MIDDLE SCHOOL 


06-08 


1982 


N/R 


No 


All program areas 


DISTRICT NO. 15 


ROCHAMBEAU MIDDLE SCHOOL 


06-08 


1955 


1981 


No 


All program areas 


DISTRICT NO. 15 


MEMORIAL MIDDLE SCHOOL 


06-08 


1953 


1982 


No 


General areas 


DISTRICT NO. 16 


LONG RIVER MIDDLE SCHOOL 


06-08 


1971 


1997 


Yes 


All school areas 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH MIDDLE 


07-08 


1958 


1974 


No 


General areas 


DISTRICT NO. 18 


LYME-OLD LYME MIDDLE SCHOOL 


06-08 


1957 


1968 


No 


General areas 


NEW LONDON/INTER DIST ARTS/COM 


06-07 


1992 


N/R 


No 


All school areas 



Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 



General Building Conditions (10/1999): 
High Schools (N = 157) 



Table 2D 









Year of 


Year of 


Major Code 








Grade 


Original 


Last Major 


Update Since 


Handicapped 


District 


School Name 


Range 


Construction 


Renovation 


1988? 


Accessibility 



ANSONIA 


ANSONIA HIGH SCHOOL 


09-12 


1936 


1986 




No 


General areas 


AVON 


AVON HIGH SCHOOL 


09-12 


1958 


1999 




Yes 


All program areas 


BERLIN 


BERLIN HIGH SCHOOL 


09-12 


1953 


1975 




No 


All program areas 


BETHEL 


BETHEL HIGH SCHOOL 


09-12 


1970 


1976 




Yes 


All program areas 


BLOOMFIELD 


BLOOMFIELD HIGH SCHOOL 


09-12 


1955 


1993 




Yes 


All program areas 


BOLTON 


BOLTON HIGH SCHOOL 


09-12 


1964 


1993 




Yes 


All school areas 


BRANFORD 


BRANFORD HIGH SCHOOL 


09-12 


1958 


1997 




Yes 


All program areas 


BRIDGEPORT 


BASSICK HIGH SCHOOL 


09-12 


1929 


1968 




No 


None 


BRIDGEPORT 


CENTRAL HIGH SCHOOL 


09-12 


1964 


1997 




Yes 


All school areas 


BRIDGEPORT 


HARDING HIGH SCHOOL 


09-12 


1925 


1982 




No 


None 


BRISTOL 


BRISTOL CENTRAL HIGH SCHOOL 


09-12 


1967 


N/R 


* 


No 


General areas 


BRISTOL 


BRISTOL EASTERN HIGH SCHOOL 


09-12 


1959 


1992 


* 


No 


General areas 


BROOKFIELD 


BROOKFIELD HIGH SCHOOL 


09-12 


1959 


1974 




No 


All program areas 


CANTON 


CANTON JR SR HIGH SCHOOL 


07-12 


1970 


N/R 




No 


All program areas 


CHESHIRE 


CHESHIRE HIGH SCHOOL 


09-12 


1953 


1971 


* 


Yes 


All program areas 


CLINTON 


THE MORGAN SCHOOL 


09-12 


1950 


1989 




Yes 


All program areas 


COLCHESTER 


BACON ACADEMY 


09-12 


1993 


N/R 




Yes 


All school areas 


COVENTRY 


COVENTRY HIGH SCHOOL 


09-12 


1961 


N/R 




No 


All program areas 


CROMWELL 


CROMWELL HIGH SCHOOL 


09-12 


1980 


N/R 


* 


No 


All program areas 


DANBURY 


DANBURY HIGH SCHOOL 


09-12 


1964 


1992 


* 


Yes 


All program areas 


DARIEN 


DARIEN HIGH SCHOOL 


09-12 


1960 


1992 




No 


All program areas 


DERBY 


DERBY HIGH SCHOOL 


07-12 


1966 


N/R 


* 


Yes 


All program areas 


EAST GRANBY 


EAST GRANBY HIGH SCHOOL 


09-12 


1961 


1972 




Yes 


All program areas 


EAST HADDAM 


NATHAN HALE-RAY HIGH SCHOOL 


09-12 


1992 


N/R 




No 


All program areas 


EAST HAMPTON 


EAST HAMPTON HIGH SCHOOL 


09-12 


1961 


1991 




Yes 


All school areas 


EAST HARTFORD 


EAST HARTFORD HIGH SCHOOL 


09-12 


1962 


1972 




Yes 


All school areas 


EAST HAVEN 


EAST HAVEN HIGH SCHOOL 


09-12 


1997 


N/R 




Yes 


All program areas 


EAST LYME 


EAST LYME HIGH SCHOOL 


09-12 


1967 


1999 




Yes 


All program areas 


EAST WINDSOR 


EAST WINDSOR SENIOR HIGH 


09-12 


1953 


1997 




Yes 


All school areas 


ELLINGTON 


ELLINGTON HIGH SCHOOL 


09-12 


1960 


1977 




Yes 


General areas 


ENFIELD 


ENFIELD HIGH SCHOOL 


09-12 


1962 


N/R 




Yes 


All program areas 


ENFIELD 


ENRICO FERMI HIGH SCHOOL 


09-12 


1970 


N/R 




Yes 


All program areas 


FAIRFIELD 


FAIRFIELD HIGH SCHOOL 


09-12 


1956 


1990 




Yes 


All program areas 


FARMINGTON 


FARMINGTON HIGH SCHOOL 


09-12 


1928 


1998 




Yes 


All school areas 


GLASTONBURY 


GLASTONBURY HIGH SCHOOL 


09-12 


1953 


1993 


* 


Yes 


All program areas 


GRANBY 


GRANBY MEMORIAL HIGH SCHOOL 


09-12 


1960 


1986 


* 


No 


All program areas 


GREENWICH 


GREENWICH HIGH SCHOOL 


09-12 


1970 


1993 


* 


No 


All school areas 


GRISWOLD 


GRISWOLD SENIOR HIGH SCHOOL 


09-12 


1992 


N/R 




Yes 


All program areas 


GROTON 


FITCH SENIOR HIGH SCHOOL 


09-12 


1955 


1989 




No 


All program areas 


GUILFORD 


GUILFORD HIGH SCHOOL 


09-12 


1958 


1993 




Yes 


All program areas 


HAMDEN 


HAMDEN HIGH SCHOOL 


09-12 


1934 


1997 




Yes 


All program areas 


HARTFORD 


BULKELEY HIGH SCHOOL 


09-12 


1974 


N/R 




No 


General areas 


HARTFORD 


HARTFORD PUBLIC HIGH SCHOOL 


09-12 


1963 


N/R 


* 


No 


General areas 


HARTFORD 


WEAVER HIGH SCHOOL 


09-12 


1974 


N/R 




No 


General areas 


KILLINGLY 


KILLINGLY HIGH SCHOOL 


09-12 


1965 


1985 


* 


No 


All program areas 


LEBANON 


LYMAN MEMORIAL HIGH SCHOOL 


09-12 


1992 


N/R 




Yes 


All program areas 


LEDYARD 


LEDYARD HIGH SCHOOL 


09-12 


1962 


1991 


* 


Yes 


All program areas 


LITCHFIELD 


LITCHFIELD HIGH SCHOOL 


07-12 


1955 


1977 




No 


All program areas 


MADISON 


DANIEL HAND HIGH SCHOOL 


09-12 


1960 


1988 


* 


No 


General areas 


MANCHESTER 


MANCHESTER HIGH SCHOOL 


09-12 


1956 


1992 




Yes 


All program areas 


MERIDEN 


FRANCIS T. MALONEY HIGH SCHOOL 


09-12 


1958 


1971 




No 


General areas 


MERIDEN 


ORVILLE H. PLATT HIGH SCHOOL 


09-12 


1958 


1971 




No 


General areas 


MIDDLETOWN 


MIDDLETOWN HIGH SCHOOL 


09-12 


1956 


1993 




Yes 


All school areas 


MILFORD 


JONATHAN LAW HIGH SCHOOL 


09-12 


1962 


1992 




Yes 


All program areas 


MILFORD 


JOSEPH A. FORAN HIGH SCHOOL 


09-12 


1973 


1992 




Yes 


All school areas 


MONROE 


MASUK HIGH SCHOOL 


09-12 


1958 


1977 




Yes 


General areas 


MONTVILLE 


MONTVILLE HIGH SCHOOL 


09-12 


1963 


1969 




Yes 


All program areas 


NAUGATUCK 


NAUGATUCK HIGH SCHOOL 


09-12 


1959 


1975 




Yes 


All program areas 


NEW BRITAIN 


NEW BRITAIN HIGH SCHOOL 


09-12 


1972 


1998 




Yes 


All program areas 


NEW CANAAN 


NEW CANAAN HIGH SCHOOL 


08-12 


1971 


N/R 




Yes 


General areas 


NEW FAIRFIELD 


NEW FAIRFIELD HIGH SCHOOL 


09-12 


1974 


1994 




Yes 


All program areas 


NEW HAVEN 


WILBUR CROSS HIGH SCHOOL 


09-12 


1958 


1988 


* 


No 


General areas 


NEW HAVEN 


JAMES HILLHOUSE HIGH SCHOOL 


09-12 


1958 


1988 


* 


No 


All program areas 


NEW HAVEN 


HILL REGIONAL CAREER HIGH 


09-12 


1998 


N/R 




No 


All school areas 


NEW HAVEN 


COOPERATIVE HIGH SCHOOL 


09-12 


1948 


N/R 


* 


Yes 


General areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
High Schoots (N = 157) 



District 


School Name 


Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 


Major Code 
Update Since 
1988 ? 


Handicapped 

Accessibility 


NEW HAVEN 


HIGH SCHOOL IN THE COMMUNITY 


09-12 


1995 


N/R * 


Yes 


None 


NEW HAVEN 


SOUND SCHOOL 


09-12 


1988 


1993 


Yes 


All school areas 


NEWINGTON 


NEWINGTON HIGH SCHOOL 


09-12 


1970 


N/R 


No 


All program areas 


NEW LONDON 


NEW LONDON HIGH SCHOOL 


09-12 


1970 


N/R 


Yes 


All program areas 


NEW MILFORD 


NEW MILFORD HIGH SCHOOL 


09-12 


1962 


1985 


No 


General areas 


NEWTOWN 


NEWTOWN HIGH SCHOOL 


09-12 


1970 


1997 


Yes 


All program areas 


NORTH BRANFORD 


NORTH BRANFORD HIGH SCHOOL 


09-12 


1964 


1972 


No 


General areas 


NORTH HAVEN 


NORTH HAVEN HIGH SCHOOL 


09-12 


1951 


1991 


Yes 


General areas 


NORTH STONINGTON 


WHEELER HIGH SCHOOL 


09-12 


1956 


1997 


Yes 


All school areas 


NORWALK 


NORWALK HIGH SCHOOL 


09-12 


1971 


N/R 


No 


General areas 


NORWALK 


BRIEN MCMAHON HIGH SCHOOL 


09-12 


1960 


1980 


No 


General areas 


OLD SAYBROOK 


OLD SAYBROOK SENIOR HIGH SCH 


09-12 


1967 


1990 


Yes 


All program areas 


PLAINFIELD 


PLAINFIELD HIGH SCHOOL 


09-12 


1960 


1970 


Yes 


All program areas 


PLAINVILLE 


PLAINVILLE HIGH SCHOOL 


09-12 


1956 


1971 


No 


General areas 


PLYMOLiTH 


TERRYVILLE HIGH SCHOOL 


09-12 


1952 


1982 


No 


All program areas 


PORTLAND 


PORTLAND HIGH SCHOOL 


09-12 


1960 


1992 


Yes 


All program areas 


PLTTNAM 


PUTNAM HIGH SCHOOL 


09-12 


1951 


1990 


Yes 


All program areas 


RIDGEFIELD 


RIDGEFIELD HIGH SCHOOL 


09-12 


1972 


1977 


No 


All program areas 


ROCKY HILL 


ROCKY HILL HIGH SCHOOL 


09-12 


1981 


N/R 


No 


All program areas 


SEYMOUR 


SEYMOUR HIGH SCHOOL 


09-12 


1961 


N/R 


No 


All program areas 


SHELTON 


SHELTON HIGH SCHOOL 


09-12 


1974 


N/R 


Yes 


All school areas 


SIMSBURY 


SIMSBURY HIGH SCHOOL 


09-12 


1967 


1984 


Yes 


All program areas 


SOMERS 


SOMERS HIGH SCHOOL 


09-12 


1993 


N/R 


Yes 


All program areas 


SOUTHINGTON 


SOUTHINGTON HIGH SCHOOL 


08-12 


1974 


1994 


Yes 


All program areas 


SOUTH WINDSOR 


SOUTH WINDSOR HIGH SCHOOL 


09-12 


1962 


1992 


Yes 


All program areas 


STAFFORD 


STAFFORD HIGH SCHOOL 


09-12 


1968 


N/R 


Yes 


None 


STAMFORD 


STAMFORD HIGH SCHOOL 


09-12 


1928 


1967 


Yes 


All program areas 


STAMFORD 


WESTHILL HIGH SCHOOL 


09-12 


1971 


1980 


No 


All program areas 


STONINGTON 


STONINGTON HIGH SCHOOL 


09-12 


1957 


1983 


No 


All program areas 


STRATFORD 


STRATFORD HIGH SCHOOL 


09-12 


1925 


1988 


Yes 


All program areas 


STRATFORD 


BUNNELL HIGH SCHOOL 


09-12 


1961 


1991 


Yes 


All program areas 


SUFFIELD 


SUFFIELD HIGH SCHOOL 


09-12 


1965 


1972 


No 


General areas 


THOMASTON 


THOMASTON HIGH SCHOOL 


07-12 


1979 


N/R 


No 


All school areas 


THOMPSON 


TOURTELLOTTE MEMORIAL HIGH SCH 


09-12 


1906 


1987 


No 


General areas 


TOLLAND 


TOLLAND HIGH SCHOOL 


09-12 


1966 


1983 


Yes 


All program areas 


TORRINGTON 


TORRINGTON HIGH SCHOOL 


09-12 


1962 


N/R 


No 


General areas 


TRUMBULL 


TRUMBULL HIGH SCHOOL 


09-12 


1971 


1995 


Yes 


All school areas 


VERNON 


ROCKVILLE HIGH SCHOOL 


09-12 


1976 


1992 


Yes 


All program areas 


WALLINGFORD 


LYMAN HALL HIGH SCHOOL 


09-12 


1957 


1990 


No 


All program areas 


WALLINGFORD 


MARK T. SHEEHAN HIGH SCHOOL 


09-12 


1971 


N/R * 


No 


All program areas 


WATERBURY 


CROSBY HIGH SCHOOL 


09-12 


1974 


N/R 


No 


All program areas 


WATERBURY 


WILBY HIGH SCHOOL 


09-12 


1978 


1983 


No 


All program areas 


WATERBURY 


JOHN F. KENNEDY HIGH SCHOOL 


09-12 


1964 


N/R 


No 


All program areas 


WATERFORD 


WATERFORD HIGH SCHOOL 


09-12 


1956 


1979 


No 


All program areas 


WATERTOWN 


WATERTOWN HIGH SCHOOL 


09-12 


1963 


1971 


Yes 


All school areas 


WESTBROOK 


WESTBROOK HIGH SCHOOL 


09-12 


1956 


1995 


Yes 


All school areas 


WEST HARTFORD 


CONARD HIGH SCHOOL 


09-12 


1957 


1978 


No 


All program areas 


WEST HARTFORD 


HALL HIGH SCHOOL 


09-12 


1970 


1976 


No 


All program areas 


WEST HAVEN 


WEST HAVEN HIGH SCHOOL 


09-12 


1963 


N/R 


Yes 


All program areas 


WESTON 


WESTON HIGH SCHOOL 


09-12 


1968 


N/R 


Yes 


All program areas 


WESTPORT 


STAPLES HIGH SCHOOL 


09-12 


1959 


1984 


No 


All program areas 


WETHERSFIELD 


WETHERSFIELD HIGH SCHOOL 


09-12 


1952 


1993 


Yes 


All program areas 


WILTON 


WILTON HIGH SCHOOL 


09-12 


1970 


1982 


Yes 


All program areas 


WINDHAM 


WINDHAM HIGH SCHOOL 


09-12 


1970 


N/R 


No 


All program areas 


WINDSOR 


WINDSOR HIGH SCHOOL 


09-12 


1952 


1975 


No 


All program areas 


WINDSOR LOCKS 


WINDSOR LOCKS HIGH SCHOOL 


09-12 


1963 


1998 


Yes 


All program areas 


WOLCOTT 


WOLCOTT HIGH SCHOOL 


09-12 


1958 


1976 


No 


All program areas 


DISTRICT NO. 1 


HOUSATONIC VALLEY REG. H.S. 


09-12 


1939 


1969 


Yes 


All program areas 


DISTRICT NO. 4 


VALLEY REGIONAL HIGH SCHOOL 


09-12 


1952 


1996 


Yes 


All school areas 


DISTRICT NO. 5 


AMITY REGIONAL SENIOR HIGH SCH 


10-12 


1954 


1995 


Yes 


All program areas 


DISTRICT NO. 6 


WAMOGO REGIONAL HIGH SCHOOL 


07-12 


1955 


1983 


No 


General areas 


DISTRICT NO. 7 


NORTHWESTERN REGIONAL 


07-12 


1957 


1972 * 


No 


All program areas 


DISTRICT NO. 8 


RHAM HIGH SCHOOL 


09-12 


1957 


1983 


Yes 


All program areas 


DISTRICT NO. 9 


JOEL BARLOW HIGH SCHOOL 


09-12 


1959 


1983 


Yes 


All program areas 


DISTRICT NO. 10 


LEWIS S. MILLS HIGH SCHOOL 


09-12 


1961 


1996 


Yes 


All program areas 



* Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 
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General Building Conditions (10/1999): 
High Schoois (N = 157) 

District School Name 


Grade 

Range 


Year of 
Original 
Construction 


Year of 
Last Major 
Renovation 




Major Code 
Update Since 
1988 ? 


Handicapped 

Accessibility 


DISTRICT NO. 11 


PARISH HILL HIGH SCHOOL 


07-12 


1967 


1987 




Yes 


All program areas 


DISTRICT NO. 12 


SHEPAUG VALLEY HIGH SCHOOL 


09-12 


1972 


1994 




Yes 


General areas 


DISTRICT NO. 13 


COGINCHAUG REGIONAL HIGH SCH 


09-12 


1969 


1977 


* 


No 


All program areas 


DISTRICT NO. 14 


NONNEWAUG HIGH SCHOOL 


09-12 


1970 


1980 


* 


No 


All program areas 


DISTRICT NO. 15 


POMPERAUG REGIONAL HIGH SCHOOL 


09-12 


1979 


1996 




No 


All program areas 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH HIGH 


09-12 


1976 


N/R 




No 


All program areas 


DISTRICT NO. 18 


LYME-OLD LYME HIGH SCHOOL 


09-12 


1980 


N/R 


* 


No 


General areas 


DISTRICT NO. 19 


E. 0. SMITH HIGH SCHOOL 


09-12 


1956 


1987 


•k 


No 


All program areas 


V-T SCHOOL SYSTEM 


BULLARD-HAVENS V-T SCHOOL 


09-12 


1952 


1998 




No 


General areas 


V-T SCHOOL SYSTEM 


HENRY ABBOTT V-T SCHOOL 


09-12 


1953 


1994 




No 


General areas 


V-T SCHOOL SYSTEM 


H.H. ELLIS V-T SCHOOL 


09-12 


1959 


1988 




No 


General areas 


V-T SCHOOL SYSTEM 


ELI WHITNEY V-T SCHOOL 


09-12 


1956 


1980 




No 


General areas 


V-T SCHOOL SYSTEM 


A.I. PRINCE V-T SCHOOL 


09-12 


1961 


1989 




No 


General areas 


V-T SCHOOL SYSTEM 


HOWELL CHENEY V-T SCHOOL 


09-12 


1962 


1982 




No 


General areas 


V-T SCHOOL SYSTEM 


H.C. WILCOX V-T SCHOOL 


09-12 


1961 


1979 


k 


No 


General areas 


V-T SCHOOL SYSTEM 


VINAL V-T SCHOOL 


09-12 


1962 


1991 




No 


All program areas 


V-T SCHOOL SYSTEM 


E.C. GOODWIN V-T SCHOOL 


09-12 


1962 


1980 




No 


General areas 


V-T SCHOOL SYSTEM 


NORWICH V-T SCHOOL 


09-12 


1957 


1970 




No 


General areas 


V-T SCHOOL SYSTEM 


J.M. WRIGHT V-T SCHOOL 


09-12 


1961 


1982 




No 


General areas 


V-T SCHOOL SYSTEM 


OLIVER WOLCOTT V-T SCHOOL 


09-12 


1957 


1997 




No 


General areas 


V-T SCHOOL SYSTEM 


W.F. KAYNOR V-T SCHOOL 


09-12 


1953 


1981 




No 


General areas 


V-T SCHOOL SYSTEM 


WINDHAM V-T SCHOOL 


09-12 


1956 


1990 




No 


General areas 


V-T SCHOOL SYSTEM 


EMMETT OBRIEN V-T SCHOOL 


09-12 


1968 


1979 




No 


General areas 


V-T SCHOOL SYSTEM 


PLATT V-T SCHOOL 


09-12 


1974 


1982 




No 


General areas 


V-T SCHOOL SYSTEM 


ELLA T. GRASSO SOUTHEASTERN 


09-12 


1977 


N/R 




No 


General areas 


GILBERT SCHOOL 




09-12 


1959 


1992 


k 


No 


General areas 


WOODSTOCK ACADEMY 


09-12 


1826 


1991 




Yes 


All school areas 



Major renovation underway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 



General Building Conditions (10/1999): 
AlternativelOther Schools(N = 33) 




Year of 


Year of 


Major Code 


Table 2E 




Grade 


Original 


Last Major 


Update Since 


Handicapped 


District School Name 


Range 


Construction 


Renovation 


1988? 


Accessibility 



CHESHIRE 


HUMISTON SCHOOL 


03-11 


1912 


1919 




No 


None 


DANBURY 


ALT. CENTER FOR EDUCATION 


09-11 


1896 


1993 




Yes 


All program areas 


EAST HARTFORD 


WOODLAND: SYNERGY 


09-12 


1929 


1949 




No 


General areas 


EAST HARTFORD 


SUNSET RIDGE:TEP 


01-11 


1949 


1951 




No 


General areas 


HARTFORD 


HTFD TRANSITIONAL LEARN ACDMY 


K-11 


1928 


N/R 




No 


General areas 


MONTVILLE 


MONTVILLE ALTERNATE EDUCATION 


09-11 


1917 


N/R 




No 


General areas 


NEW HAVEN 


CELENTANO SCHOOL 


PK-11 


1882 


N/R 




No 


General areas 


NORWALK 


BRIGGS HIGH SCHOOL 


09-11 


1938 


1989 




Yes 


General areas 


NORWICH 


NORWICH HIGH SCHOOL 


09-11 


1962 


N/R 




No 


None 


NORWICH 


HICKORY STREET SCHOOL 


07-12 


1890 


1999 




Yes 


General areas 


SHELTON 


RIPTON SCHOOL 


PK-12 


1964 


1975 




No 


All program areas 


TORRINGTON 


SOUTHEAST SCHOOL 


09-11 


1940 


1995 




No 


General areas 


VERNON 


TALCOTTVILLE ADOLESCENT CENTER 


06-12 


1973 


N/R 




No 


All program areas 


WATERBURY 


STATE STREET SCHOOL 


02-11 


1927 


1997 




No 


None 


CREC 


POLARIS CENTER 


07-12 


1950 


1976 




No 


General areas 


CREC 


GRTR HTFD ACAD 4 PRFRMING ARTS 


09-12 


1930 


1985 




Yes 


General areas 


CREC 


RIVER STREET SCHOOL 


PK-12 


1990 


N/R 




Yes 


All program areas 


CREC 


SOUNDBRIDGE 


PK-06 


1996 


N/R 




Yes 


All program areas 


EDUC CONNECTION 


EDUCATION CONNECTION 


07-12 


1870 


1970 




No 


All school areas 


CES 


ADMIN/LRNG-REG.SPEC.ED.CENTER 


PK-11 


1978 


1995 




Yes 


All school areas 


ACES 


ARISE 


07-12 


1971 


1991 




Yes 


All school areas 


ACES 


LITTLE THEATER 


09-12 


1925 


1987 




No 


All school areas 


ACES 


VILLAGE SCHOOL 


PK-06 


1952 


1997 




Yes 


All program areas 


ACES 


MILL ROAD SCHOOL 


K-08 


1963 


N/R 




No 


All program areas 


ACES 


ECA 


09-12 


1897 


1971 




No 


General areas 


ACES 


BUILDING 3 


07-12 


1959 


1994 




Yes 


All school areas 


ACES 


BUILDINGS 1 & 2 


07-12 


1957 


1999 




Yes 


All school areas 


EASTCONN 


EASTCONN ELEMENTARY 


PK-03 


1988 


N/R 




Yes 


All school areas 


EASTCONN 


EASTCONN SECONDARY 




1975 


1991 




Yes 


All school areas 


COMMON GROUND HIGH 


09-12 


1998 


N/R 




Yes 


All program areas 


BRIDGE ACADEMY 




09-11 


1950 


1990 




Yes 


All school areas 


ANCESTORS COMMUNITY CHARTER HS 


09-11 


1900 


1998 




Yes 


General areas 


EXPLORATIONS CHARTER SCHOOL 


09-11 


1997 


1998 




Yes 


All program areas 



Notes: 

These facilities are excluded from various reports and tables in this section because they: 1) could not be assigned elementary, 
secondary or middle school status; 2) could not be assigned to an ERG; and/or 3) their inclusion (alternative high schools virtually 
always operate in an older mothballed building with few comprehensive features) would tend to distort the results. 



Major renovation undenway, authorized, or pending legislative approval for this facility. 



N/R = None Reported. 



Section 3 

Appearance and Upkeep 



In this section of the survey, school districts have again rated eight areas of each facility relative 
to appearance and upkeep. These included building facade, grounds/landscaping, classrooms, 
lavatories/fountains, entrance/hallways, llghting/fixtures, cafeteria, and code compliance. In 
addition to the item-by-item listing of responses for all schools reporting (Table 3E), we have 
summarized the data from this section in three tables. Table 3A summarizes the responses for 
all eight areas. As noted earlier, we have elected to summarize the data by ERG. (Note: 
Vocational-Technical schools have been reported as a separate group since they are not 
assigned to an ERG.) A handful of other facilities that could not be assigned to ERGs were 
omitted from Tables 3B and 3C. Finally, there are separate pages (Table 3D (1-8)) that show 
each survey question in detail. Data in Sections 4 and 5 of the report for other major groupings 
of facility characteristics are presented in a similar series of tables. 

Taken as a group, the appearance and upkeep items again tended to rate higher than the items 
pertaining to building service systems and building specialty areas. Two out of five schools 
statewide reported all eight areas to be reasonably adequate or well above adequate, and four 
of five schools rated a majority of the items at that level. Eighty percent of schools reported no 
appearance and upkeep items that are less than adequate. 

While the statewide results are fairly positive, the results for ERG I continue to be much less so. 
We noted that only 60.4 percent (Table 3B) of the schools in this group reported a majority of 
appearance and upkeep items to be reasonably adequate or better, well below the state 
average of 80.2 percent. And of the 66 schools which reported two or more inadequate 
conditions (Table 3C), 27 were located in ERG I. 

There was considerable consistency in the responses from item to item. Reasonably adequate 
was by far the most common response (55 percent) followed by well above adequate (23 
percent), minimally adequate (17 percent), less than adequate (4 percent), and not included (1 
percent). Building code compliance was the item cited most often as being less than adequate 
(one of nine responses). No other item was cited in more than 5 percent of buildings. 

The item-by-item tables on pages 27-34 include charts that allow comparisons of elementary, 
middle and high schools. For each item, the charts show very similar patterns for all school 
levels, an indication that appearance and upkeep conditions are unrelated to the grade range of 
the facility. 
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10/1999 


Condition of Facilities: Appearance and Upkeep 
Summary of Responses by Survey Item 
Total Schools (N = 1001) 


Table 3A 


Number and Percentage of Schools Reporting a Building Feature to Be: 


Well Above 
Adequate 


Reasonably 

Adequate 


Minimally 

Adequate 


Less Than 
Adequate 


Not Included 
in Facility 


Survey Item Description: 


# 


% 


# 


% 


# 


% 


# 


% 


# 


% 


Building Facade 


271 


27.1% 


564 


56.3% 


127 


12.7% 


39 


3.9% 


0 


0.0% 


Grounds/Landscaping 


202 


20.2% 


589 


58.8% 


170 


17.0% 


40 


4.0% 


0 


0.0% 


Classrooms 


174 


17.4% 


593 


59.2% 


201 


20.1% 


33 


3.3% 


0 


0.0% 


Lavatories/Fountains 


168 


16.8% 


547 


54.6% 


237 


23.7% 


49 


4.9% 


0 


0.0% 


Entrance/Hallways 


263 


26.3% 


568 


56.7% 


151 


15.1% 


19 


1.9% 


0 


0.0% 


Lighting/Fixtures 


240 


24.0% 


577 


57.6% 


153 


15.3% 


31 


3.1% 


0 


0.0% 


Cafeteria 


250 


25.0% 


521 


52.0% 


116 


11.6% 


32 


3.2% 


82 


8.2% 


Code Compliance 


259 


25.9% 


442 


44.2% 


183 


18.3% 


114 


11.4% 


3 


0.3% 


Total Responses 


1827 


22.8% 


4401 


55.0% 


1338 


16.7% 


357 


4.5% 


85 


1.1% 



10/1999 



Condition of Facilities: Appearance and Upkeep 
Summary of Items Rated Reasonably Adequate 
Or Better by Education Reference Group(ERG) 



Table 3B 



Education 

Reference 

Group 

(ERG) 


Total 

Schools 


Count of Schools Based on Number of Items Rated Reasonably Adequate or Better 


At least 5 features rated 
reasonably 
adequate/better 


8 of 
8 Items 


7 of 
8 Items 


6 of 
8 Items 


5 of 
8 Items 


4 of 
8 Items 


3 of 
8 Items 


2 of 
8 Items 


1 of 
8 Items 


Oof 
8 Items 


Schools 


% 


A 


50 


27 


13 


4 


1 


2 


0 


1 


1 


1 


45 


90.0% 


B 


132 


76 


33 


8 


2 


5 


3 


3 


0 


2 


119 


90.2% 


C 


104 


43 


21 


16 


8 


1 


3 


2 


3 


7 


88 


84.6% 


D 


120 


43 


25 


12 


10 


9 


2 


10 


6 


3 


90 


75.0% 


E 


45 


27 


3 


4 


6 


1 


1 


1 


1 


1 


40 


88.9% 


F 


143 


72 


23 


10 


12 


8 


6 


4 


6 


2 


117 


81.8% 


G 


54 


22 


11 


9 


2 


4 


4 


1 


0 


1 


44 


81.5% 


H 


152 


50 


49 


18 


13 


5 


2 


6 


6 


3 


130 


85.5% 


1 


169 


47 


24 


17 


14 


14 


15 


18 


11 


9 


102 


60.4% 


VTSch. 


17 


1 


9 


6 


0 


1 


0 


0 


0 


0 


16 


94.1% 


Total 

Schools 


986 


408 


211 


104 


68 


50 


36 


46 


34 


29 


791 


80.2% 


Percent of 
Total 
Schools 


100% 


41% 


21% 


11% 


7% 


5% 


4% 


5% 


3% 


3% 




Cumulative 

Percent 




41% 


63% 


73% 


80% 


85% 


89% 


94% 


97% 


100% 



10/1999. 



Condition of Facilities: Appearance and Upkeep 
Summary of Items Rated Less Than Adequate 
Or Missing by Education Reference Group(ERG) 



Table 3C 







At least 5 
features rated 
less than 
adequate 


At least 2 
features rated 
less than 
adequate 


Education 

Reference 

Group 

(ERG) 


Total 

Schools 


Count of Schools Based on Number of Items Rated Less Than Adequate or Missing 


8 of 
8 Items 


7 of 
8 Items 


6 of 
8 Items 


5 of 
8 Items 


4 of 
8 Items 


3 of 
8 Items 


2 of 
8 Items 


1 of 
8 Items 


Oof 
8 Items 


Schools 


% 


Schools 


% 


A 


50 


0 


0 


0 


0 


0 


0 


0 


2 


48 


0 


0.0% 


0 


0.0% 


B 


132 


0 


0 


0 


0 


0 


1 


3 


6 


122 


0 


0.0% 


4 


3.0% 


C 


104 


1 


0 


0 


1 


1 


1 


3 


13 


84 


2 


1.9% 


7 


6.7% 


D 


120 


0 


1 


0 


1 


2 


1 


6 


18 


91 


2 


1.7% 


11 


9.2% 


E 


45 


0 


1 


0 


0 


0 


0 


2 


1 


41 


1 


2.2% 


3 


6.7% 


F 


143 


0 


1 


0 


1 


1 


1 


2 


18 


119 


2 


1.4% 


6 


4.2% 


G 


54 


0 


0 


0 


1 


0 


0 


1 


5 


47 


1 


1.9% 


2 


3.7% 


H 


152 


0 


0 


0 


0 


0 


1 


5 


30 


116 


0 


0.0% 


6 


3.9% 


1 


169 


1 


1 


2 


2 


7 


5 


9 


40 


102 


6 


3.6% 


27 


16.0% 


VTSch. 


17 


0 


0 


0 


0 


0 


0 


0 


0 


17 


0 


0.0% 


0 


0.0% 


Total 

Schools 


986 


2 


4 


2 


6 


11 


10 


31 


133 


787 


14 


1.4% 


66 


6.7% 


Percent of 
Total 
Schools 


100% 


0.2% 


0.4% 


0.2% 


0.6% 


1.1% 


1.0% 


3.1% 


13.5% 


79.8% 




Cumulative 

Percent 




0.2% 


0.6% 


1% 


1% 


3% 


4% 


7% 


20% 


100% 
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Table 3D (1) 



Building-Facade; 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The facility is In sound condition, and there are no broken windows. The exterior is clean, bright, neat in appearance 
and free of graffiti, damage and vandalism. Instances of graffiti, damage and vandalism are promptly corrected. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


24 


7 


7 


38 


2 Minimally adequate 


84 


22 


16 


122 


3 Reasonably adequate 


i 371 


84 


107 


562 


4 Well above adequate 


169 


53 


46 


268 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 


Building Facade 


3.7% 


4.2% 


4.0% 


3.8% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Building Facade 


83.3% 


82.5% 


86.9% 


83.8% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



Elementary Schools! 




1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 648 



I High Schools | 




1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 176 



I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 166 



I All Schools I 



1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 990 
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Table 3D (2) 



Grounds/Landscaping: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Areas are routinely kept free of litter and debris, lawns and shrubs are regularly trimmed, and all lawns/grass areas 
are fully covered. There should be some provision for green space and plantings that are appropriate to the site. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


30 


7 


2 


39 


2 Minimally adequate 


112 


26 


29 


167 


3 Reasonably adequate 


379 


92 


113 


584 


4 Well above adequate 


127 


41 


32 


200 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Grounds/Landscaping 


4.6% 


4.2% 


1.1% 


3.9% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Grounds/Landscaping 


78.1% 


80.1% 


82.4% 


79.2% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



I Elementary SchooITI 




Score Distribution with Number of Scho ols 
Number of Schools = 648 



I High Schools | 




Score Distribution with Number of Schools 



Number of Schools = 176 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 166 



I All Schools I 




Score Distribution with Number of Schools 
Number of Schools = 990 
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Classrooms: 



Table 3D (3) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey Instructions 
included the following description of a facility that can be considered for a rating of 4. 

The classrooms are adequate in number and size for the programs offered. All casework, ceilings, walls and floor coverings 
are clean, neat and without damage. All windows are operable, and the rooms are regularly cleaned. There should be ample closet/ 
shelf space for storage of instructional materials, and bulletin boards, chalkboards, etc. sufficient to display student work and 
other materials for instructional use. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


19 


11 


2 


32 


2 Minimally adequate 


135 


28 


37 


200 


3 Reasonably adequate 


381 


90 


115 


586 


4 Well above adequate 


113 


37 


22 


172 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Classrooms 


2.9% 


6.6% 


1.1% 


3.2% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Classrooms 


76.2% 


76.5% 


77.8% 


76.6% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



I Elementary Schools | 




Score Distribution with Number of Schools 



Number of Schools = 648 



I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 166 



I High Schools [ 




Score Distribution with Number of Schools 



Number of Schools = 176 



I AH Schools 




Score Distribution with Number of Schools 



Number of Schools = 990 



O 
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Table 3D (4) 



Lavatories/Fountains: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is an adequate supply of safe drinking water, and ail fountains are operational. All lavatories are clean, 
partitions, doors and fixtures are intact and functional to provide privacy. Adequate supplies are provided. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


25 


10 


13 


48 


2 Minimally adequate 


144 


38 


53 


235 


3 Reasonably adequate 


363 


88 


91 


542 


4 Well above adequate 


116 


30 


19 


165 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Lavatories/Fountains 


3.9% 


6.0% 


7.4% 


4.8% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Lavatories/Fountains 


73.9% 


71.1% 


62.5% 


71.4% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 




I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 166 



I All Schools 




1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 990 
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Table 3D (5) 



Entrance/Hallways: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Main entrance is highly visible to visitors. Entry way is attractive, clean, neat and welcomes people to the school. The area is 
free of graffiti, damage and vandalism. Lockers are uniform and functioning. All surface coverings (walls, ceilings and floors) 
are clean, neat and uniform. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


13 


4 


2 


19 


2 Minimally adequate 


102 


24 


21 


147 


3 Reasonably adequate 


360 


85 


119 


564 


4 Well above adequate 


173 


53 


34 


260 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 
Entrance/Hallways 


2.0% 


2.4% 


1.1% 


1.9% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Entrance/Hallways 


82.3% 


83.1% 


86.9% 


83.2% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



} Elementary Schools [ 



90 % 

80 % 

70 % 

60 % 

50% 

40 % 

30 % 

20% 

10% 

0% 




0 12 3 4 

Score Distribution with Number of Schools 

Number of Schools = 648 




I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 166 
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Table 3D (61 



Lighting/Fixtures: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Fixtures, including emergency lighting, are working and, when necessary, are repaired without undo delay. The fixtures are 
energy efficient and are controlled by an energy management control system. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


20 


5 


5 


30 


2 Minimally adequate 


104 


23 


24 


151 


3 Reasonably adequate 


383 


83 


106 


572 


4 Well above adequate 


141 


55 


41 


237 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Lighting/Fixtures 


3.1% 


3.0% 


2.8% 


3.0% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Lighting/Fixtures 


80.9% 


83.1% 


83.5% 


81.7% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



I Elementary SchoolT] 




Score Distribution with Number of Scho ols 
Number of Schools = 648 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 176 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 166 



I AIISchooiT"! 




Score Distribution with Number of Schools 
Number of Schools » 990 
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Cafeteria: 



Table 3D (7) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The cafeteria is clean, neat, bright and free from graffiti, damage and vandalism. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


64 


1 


13 


78 


1 Less than adequate 


21 


6 


4 


31 


2 Minimally adequate 


78 


21 


15 


114 


3 Reasonably adequate 


335 


82 


102 


519 


4 Well above adequate 


150 


56 


42 


248 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 


Cafeteria 


13.1% 


4.2% 


9.7% 


11.0% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Cafeteria 


74.8% 


83.1% 


81.8% 


77.5% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 



I Elementary Schools | 



I Middle Schools | 





1 2 3 

Score Distribution with Number of Schoois 



Number of Schools = 648 



1 2 3 

Score Distribution with Number of Schoois 



Number of Schools = 166 




1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 176 



I All Schools 



90 % 

80 % 

70 % 

60 % 

50 % 

40 % 

30 % 

20% 

10% 

0 % 



78 












0 12 3 4 

Score Distribution with Number of Schools 



Number of Schools = 990 
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Table 3D (8) 



Code Compliance: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

All programs, including outdoor athletic facilities and play areas, are fully accessible to persons with disabilities. The entire 

facility is in full compliance with State building, fire, OSH A and health codes. There are automatic fire sprinklers throughout the facility. 

(Although not mandated by code, sprinklers and detection devices would be a significant component of a 4 rating on this item.) 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


1 


0 


1 


2 


1 Less than adequate 


86 


10 


17 


113 


2 Minimally adequate 


116 


30 


36 


182 


3 Reasonably adequate 


301 


60 


76 


437 


4 Well above adequate 


144 


66 


46 


256 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Code Compliance 


13.4% 


6.0% 


10.2% 


11.6% 


All appearance/upkeep items 


5.8% 


4.6% 


4.7% 


5.4% 


Percent of responses rated 3 or 4: 


Code Compliance 


68.7% 


75.9% 


69.3% 


70.0% 


All appearance/upkeep items 


77.3% 


79.4% 


78.9% 


77.9% 




I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 166 




ERIC 
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Appearance and Upkeep (10/1999): 
Ail Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


ANDOVER 


ANDOVER ELEMENTARY SCHOOL 


3 


3 


2 


2 


3 


2 


2 


2 


ANSONIA 


LINCOLN-HAYES SCHOOL 


1 


1 


2 


2 


2 


2 


0 


3 


ANSONIA 


MEAD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


ANSONIA 


PECK SCHOOL 


3 


1 


2 


2 


2 


2 


0 


3 


ANSONIA 


WILLIS SCHOOL 


3 


3 


3 


3 


2 


3 


0 


1 


ANSONIA 


ANSONIA MIDDLE SCHOOL 


3 


2 


3 


3 


3 


. 3 


3 


4 


ANSONIA 


ANSONIA HIGH SCHOOL 


3 


3 


4 


3 


4 


4 


4 


4 


ASHFORD 


ASHFORD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


AVON 


ROARING BROOK SCHOOL 


4 


3 


4 


3 


3 


4 


4 


4 


AVON 


PINE GROVE SCHOOL 


4 


3 


4 


3 


3 


4 


4 


4 


AVON 


AVON MIDDLE SCHOOL 


3 


3 


4 


3 


3 


3 


3 


4 


AVON 


AVON HIGH SCHOOL 


4 


4 


3 


3 


4 


4 


4 


4 


BARKHAMSTED 


BARKHAMSTED ELEMENTARY 


3 


4 


3 


3 


3 


3 


3 


3 


BERLIN 


RICHARD D. HUBBARD SCHOOL 


4 


3 


3 


3 


3 


3 


4 


3 


BERLIN 


EMMA HART WILLARD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BERLIN 


MARY E. GRISWOLD SCHOOL 


4 


3 


3 


3 


3 


3 


4 


3 


BERLIN 


CATHERINE M. MCGEE MIDDLE 


4 


3 


3 


3 


3 


3 


3 


4 


BERLIN 


BERLIN HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


2 


2 


BETHANY 


BETHANY COMMUNITY SCHOOL 


2 


2 


3 


4 


4 


4 


3 


4 


BETHEL 


FRANK A. BERRY SCHOOL 


3 


3 


2 


2 


2 


2 


3 


1 


BETHEL 


ANNA H. ROCKWELL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BETHEL 


RALPH M.T. JOHNSON SCHOOL 


4 


4 


3 


4 


4 


4 


4 


3 


BETHEL 


BETHEL MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


BETHEL 


BETHEL HIGH SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


BLOOMFIELD 


J.P. VINCENT SCHOOL 


3 


3 


3 


3 


4 


4 


4 


4 


BLOOMFIELD 


METACOMET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BLOOMFIELD 


LAUREL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BLOOMFIELD 


CARMEN ARACE MIDDLE SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


BLOOMFIELD 


BLOOMFIELD HIGH SCHOOL 


2 


2 


2 


2 


2 


2 


2 


3 


BOLTON 


BOLTON CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BOLTON 


BOLTON HIGH SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


BOZRAH 


FIELDS MEMORIAL SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


BRANFORD 


MARY T. MURPHY SCHOOL 


4 


4 


3 


4 


4 


3 


4 


3 


BRANFORD 


MARY R. TISKO SCHOOL 


4 


4 


3 


4 


4 


3 


4 


3 


BRANFORD 


JOHN 8. SLINEY SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


BRANFORD 


FRANCIS WALSH INTERMEDIATE 


2 


3 


1 


3 


3 


3 


4 


4 


BRANFORD 


BRANFORD HIGH SCHOOL 


3 


3 


3 


2 


3 


4 


4 


4 


BRIDGEPORT 


BARNUM SCHOOL 


3 


3 


3 


2 


2 


3 


2 


1 


BRIDGEPORT 


BEARDSLEY SCHOOL 


3 


3 


3 


2 


2 


3 


3 


2 


BRIDGEPORT 


BLACK ROCK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


BRIDGEPORT 


BRYANT SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


BRIDGEPORT 


COLUMBUS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BRIDGEPORT 


EDISON SCHOOL 


3 


3 


3 


2 


2 


2 


2 


1 


BRIDGEPORT 


GARFIELD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


BRIDGEPORT 


LUIS MUNOZ MARIN SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


BRIDGEPORT 


HALL SCHOOL 


2 


3 


3 


2 


2 


2 


3 


1 


BRIDGEPORT 


HALLEN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BRIDGEPORT 


HOOKER SCHOOL 


3 


4 


2 


2 


2 


2 


2 


1 


BRIDGEPORT 


HOWE SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


BRIDGEPORT 


PARK CITY MAGNET SCHOOL 


3 


4 


3 


3 


4 


3 


3 


1 


BRIDGEPORT 


LONGFELLOW SCHOOL 


4 


4 


4 


3 


4 


4 


4 


4 


BRIDGEPORT 


MADISON SCHOOL 


3 


3 


3 


2 


2 


2 


2 


1 


BRIDGEPORT 


MAPLEWOOD SCHOOL 


3 


2 


3 


3 


4 


3 


3 


4 


BRIDGEPORT 


MCKINLEY SCHOOL 


3 


3 


3 


3 


2 


3 


3 


2 


BRIDGEPORT 


NEWFIELD SCHOOL 


3 


2 


2 


2 


2 


2 


3 


1 


BRIDGEPORT 


READ SCHOOL 


3 


3 


3 


3 


2 


3 


0 


2 


BRIDGEPORT 


ROOSEVELT SCHOOL 


3 


3 


3 


3 


4 


3 


3 


3 


BRIDGEPORT 


WALTERSVILLE SCHOOL 


2 


2 


3 


3 


2 


3 


2 


2 


BRIDGEPORT 


WEBSTER SCHOOL 


3 


2 


3 


2 


2 


3 


3 


1 


BRIDGEPORT 


WINTHROP SCHOOL 


3 


4 


3 


3 


3 


3 


3 


1 


BRIDGEPORT 


CROSS SCHOOL 


3 


4 


3 


3 


3 


3 


3 


1 


BRIDGEPORT 


BLACKHAM SCHOOL 


2 


4 


3 


3 


3 


3 


3 


3 


BRIDGEPORT 


DUNBAR SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BRIDGEPORT 


CURIALE SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


BRIDGEPORT 


SKANE CENTER 


3 


4 


3 


3 


3 


3 


3 


3 
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Appearance and Upkeep (10/1999): 
All Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


BRIDGEPORT 


HIGH HORIZONS MAGNET SCHOOL 


3 


4 


3 


3 


3 


3 


3 


1 


BRIDGEPORT 


MULTICULTURAL MAGNET SCHOOL 


3 


4 


3 


3 


3 


3 


3 


1 


BRIDGEPORT 


BASSICK HIGH SCHOOL 


3 


3 


3 


3 


2 


3 


3 


1 


BRIDGEPORT 


CENTRAL HIGH SCHOOL 


3 


4 


3 


3 


3 


4 


4 


4 


BRIDGEPORT 


HARDING HIGH SCHOOL 


3 


3 


3 


3 


2 


3 


4 


1 


BRISTOL 


CLARENCE A. BINGHAM SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


BRISTOL 


EDGEWOOD SCHOOL 


3 


3 


3 


3 


3 


3 


0 


2 


BRISTOL 


GREENE-HILLS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


BRISTOL 


JOHN J. JENNINGS SCHOOL 


2 


3 


3 


3 


3 


3 


3 


1 


BRISTOL 


CLARA T. O’CONNELL SCHOOL 


3 


3 


3 


3 


2 


2 


0 


1 


BRISTOL 


SOUTH SIDE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


BRISTOL 


STAFFORD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


BRISTOL 


ELLEN P. HUBBELL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BRISTOL 


MOUNTAIN VIEW SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


BRISTOL 


IVY DRIVE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


BRISTOL 


CHIPPENS HILL MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


BRISTOL 


NORTHEAST MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


BRISTOL 


MEMORIAL BLVD MIDDLE SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


BRISTOL 


BRISTOL CENTRAL HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


3 


1 


BRISTOL 


BRISTOL EASTERN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


BROOKFIELD 


CENTER ELEMENTARY SCHOOL 


2 


3 


3 


2 


3 


3 


4 


4 


BROOKFIELD 


HUCKLEBERRY HILL ELEMENTARY SC 


3 


3 


3 


2 


3 


3 


3 


3 


BROOKFIELD 


WHISCONIER MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BROOKFIELD 


BROOKFIELD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BROOKLYN 


BROOKLYN ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


BROOKLYN 


BROOKLYN MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


3 


4 


CANAAN 


LEE H KELLOGG SCHOOL 


2 


2 


2 


2 


2 


2 


0 


3 


CANTERBURY 


CANTERBURY ELEMENTARY SCHOOL 


2 


1 


3 


3 


3 


1 


3 


3 


CANTERBURY 


DR. HELEN BALDWIN MIDDLE SCH 


1 


1 


1 


1 


1 


1 


1 


2 


CANTON 


CHERRY BROOK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


CANTON 


CANTON INTERMEDIATE SCHOOL 


3 


3 


2 


3 


3 


2 


3 


2 


CANTON 


CANTON JR SR HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


CHAPLIN 


CHAPLIN ELEMENTARY SCHOOL 


3 


4 


4 


4 


4 


4 


0 


3 


CHESHIRE 


CHAPMAN SCHOOL 


2 


3 


3 


3 


4 


4 


4 


3 


CHESHIRE 


DARCEY SCHOOL 


3 


4 


3 


3 


3 


3 


0 


4 


CHESHIRE 


HIGHLAND SCHOOL 


4 


4 


3 


3 


4 


3 


4 


3 


CHESHIRE 


NORTON SCHOOL 


2 


3 


3 


3 


3 


4 


3 


4 


CHESHIRE 


DOOLITTLE SCHOOL 


3 


3 


4 


3 


3 


4 


3 


4 


CHESHIRE 


DODD MIDDLE SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


CHESHIRE 


CHESHIRE HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


4 


CHESHIRE 


HUMISTON SCHOOL 


2 


3 


3 


2 


2 


3 


2 


1 


CHESTER 


CHESTER ELEMENTARY SCHOOL 


3 


3 


3 


3 


4 


4 


4 


4 


CLINTON 


ABRAHAM PIERSON SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


CLINTON 


LEWIN G. JOEL JR. SCHOOL 


3 


3 


3 


4 


3 


3 


4 


4 


CLINTON 


JARED ELIOT SCHOOL 


3 


3 


3 


3 


3 


4 


3 


3 


CLINTON 


THE MORGAN SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


COLCHESTER 


JACK JACKTER ELEMENTARY 


2 


2 


2 


2 


3 


2 


3 


1 


COLCHESTER 


COLCHESTER INTERMEDIATE SCHOOL 


2 


2 


2 


2 


3 


2 


2 


2 


COLCHESTER 


WM. J. JOHNSTON SCHOOL 


3 


2 


3 


3 


3 


3 


1 


2 


COLCHESTER 


BACON ACADEMY 


4 


4 


4 


4 


4 


4 


4 


4 


COLEBROOK 


COLEBROOK CONSOLIDATED SCHOOL 


2 


2 


3 


2 


3 


3 


3 


4 


COLUMBIA 


HORACE W. PORTER SCHOOL 


3 


3 


4 


4 


4 


4 


4 


4 


CORNWALL 


CORNWALL CONSOLIDATED SCHOOL 


3 


3 


3 


3 


3 


3 


0 


4 


COVENTRY 


COVENTRY GRAMMAR SCHOOL 


3 


3 


1 


1 


2 


3 


3 


4 


COVENTRY 


GEORGE HERSEY ROBERTSON SCHOOL 


3 


3 


4 


3 


3 


4 


3 


4 


COVENTRY 


CAPT. NATHAN HALE SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


COVENTRY 


COVENTRY HIGH SCHOOL 


3 


3 


2 


3 


3 


2 


3 


3 


CROMWELL 


EDNAC. STEVENS SCHOOL 


3 


2 


3 


2 


3 


3 


3 


3 


CROMWELL 


CROMWELL MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


CROMWELL 


CROMWELL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DANBURY 


HAYESTOWN AVENUE SCHOOL 


4 


4 


2 


4 


2 


4 


4 


2 


DANBURY 


MILL RIDGE PRIMARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


MORRIS STREET SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


PARK AVENUE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


2 


DANBURY 


SOUTH STREET SCHOOL 


4 


4 


4 


4 


4 


4 


4 


2 
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Alt Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 

1 



Well Above Adequate; 3 

Less than Adequate; 0 



Reasonably Adequate; 2 = Minimally Adequate; 
Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


DANBURY 


GREAT PLAIN SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


SHELTER ROCK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


KING STREET PRIMARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


ROBERTS AVENUE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


PEMBROKE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


STADLEY ROUGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


2 


DANBURY 


KING STREET INTERMEDIATE 


4 


4 


4 


4 


4 


4 


4 


2 


DANBURY 


MILL RIDGE INTERMEDIATE 


4 


4 


4 


4 


4 


4 


4 


4 


DANBURY 


BROADVIEW MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


ROGERS PARK MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DANBURY 


DANBURY HIGH SCHOOL 


4 


3 


4 


4 


4 


4 


4 


3 


DANBURY 


ALT. CENTER FOR EDUCATION 


4 


4 


4 


4 


4 


4 


4 


3 


DARIEN 


HINDLEY ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DARIEN 


ROYLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DARIEN 


TOKENEKE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DARIEN 


HOLMES ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


4 


3 


DARIEN 


OX RIDGE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DARIEN 


MIDDLESEX MIDDLE SCHOOL 


2 


3 


2 


2 


2 


3 


2 


2 


DARIEN 


DARIEN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DEEP RIVER 


DEEP RIVER ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


DERBY 


IRVING SCHOOL 


4 


3 


3 


3 


3 


3 


4 


3 


DERBY 


BRADLEY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


DERBY 


DERBY HIGH SCHOOL 


4 


3 


3 


3 


3 


3 


3 


3 


EASTFORD 


EASTFORD ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST GRANBY 


ALLGROVE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST GRANBY 


R. DUDLEY SEYMOUR SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST GRANBY 


EAST GRANBY MIDDLE SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


EAST GRANBY 


EAST GRANBY HIGH SCHOOL 


3 


3 


2 


3 


3 


4 


0 


4 


EAST HADDAM 


EAST HADDAM ELEMENTARY 


3 


2 


3 


2 


3 


2 


2 


3 


EAST HADDAM 


NATHAN HALE-RAY MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST HADDAM 


NATHAN HALE-RAY HIGH SCHOOL 


4 


3 


3 


3 


3 


3 


3 


4 


EAST HAMPTON 


MEMORIAL SCHOOL 


‘ 4 


4 


4 


4 


4 


4 


4 


4 


EAST HAMPTON 


CENTER SCHOOL 


3 


4 


4 


4 


4 


4 


4 


4 


EAST HAMPTON 


EAST HAMPTON MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


EAST HAMPTON 


EAST HAMPTON HIGH SCHOOL 


3 


4 


4 


4 


4 


3 


4 


3 


EAST HARTFORD 


JOSEPH 0. GOODWIN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


HOCKANUM SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


DR. FRANKLIN H. MAYBERRY ■ 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


ANNA E. NORRIS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


DR. THOMAS S. O’CONNELL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


SILVER LANE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


ROBERT J. O’BRIEN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


GOVERNOR WM. PITKIN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


DR. JOHN A. LANGFORD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


EAST HARTFORD MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


EAST HARTFORD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


EAST HARTFORD 


WOODLAND: SYNERGY 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


WILLOWBROOK EARLY CHILDHOOD 


3 


3 


3 


3 


3 


3 


3 


1 


EAST HARTFORD 


SUNSET RIDGE:TEP 


2 


3 


3 


3 


3 


3 


3 


3 


EAST HAVEN 


DEER RUN SCHOOL 


2 


2 


2 


3 


3 


3 


2 


2 


EAST HAVEN 


MOMAUGUIN SCHOOL 


3 


3 


3 


3 


4 


4 


3 


4 


EAST HAVEN 


GROVE J. TUTTLE SCHOOL 


4 


2 


3 


3 


3 


3 


3 


3 


EAST HAVEN 


DOMINICK H. FERRARA SCHOOL 


3 


2 


3 


4 


3 


3 


2 


3 


EAST HAVEN 


D.C. MOORE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST HAVEN 


ROBERT W. CARBONE SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


EAST HAVEN 


ACADAMY SCHOOL 


3 


2 


3 


3 


3 


3 


3 


2 


EAST HAVEN 


JOSEPH MELILLO MIDDLE SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


EAST HAVEN 


EAST HAVEN HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


EAST LYME 


FLANDERS SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


EAST LYME 


NIANTIC CENTER SCHOOL 


3 


3 


3 


3 


2 


3 


3 


1 


EAST LYME 


LILLIE B. HAYNES SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST LYME 


EAST LYME MIDDLE SCHOOL 


2 


3 


2 


2 


2 


3 


2 


2 


EAST LYME 


EAST LYME HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


4 


4 


EASTON 


SAMUEL STAPLES ELEMENTARY 


3 


4 


2 


3 


4 


4 


3 


3 


EASTON 


HELEN KELLER MIDDLE SCHOOL 


3 


3 


3 


3 


2 


3 


3 


3 
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District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 
Code ' 
Compliance 


EAST WINDSOR 


BROAD BROOK ELEMENTARY SCHOOL 


3 


2 


3 


2 


3 


3 


3 


3 


EAST WINDSOR 


EAST WINDSOR INTERMEDIATE SCH 


4 


4 


3 


3 


3 


3 


3 


3 


EAST WINDSOR 


EAST WINDSOR JUNIOR HIGH 


3 


3 


3 


3 


3 


3 


3 


4 


EAST WINDSOR 


EAST WINDSOR SENIOR HIGH 


3 


3 


3 


3 


3 


3 


3 


4 


ELLINGTON 


CENTER SCHOOL 


3 


3 


2 


2 


3 


2 


1 


2 


ELLINGTON 


CRYSTAL LAKE SCHOOL 


4 


3 


2 


4 


4 


3 


4 


3 


ELLINGTON 


WINDERMERE SCHOOL 


3 


3 


4 


4 


4 


4 


4 


4 


ELLINGTON 


ELLINGTON MIDDLE SCHOOL 


1 


2 


2 


2 


2 


1 


2 


2 


ELLINGTON 


ELLINGTON HIGH SCHOOL 


1 


3 


3 


2 


3 


2 


3 


3 


ENFIELD 


ENFIELD STREET SCHOOL 


3 


3 


3 


3 


4 


3 


0 


3 


ENFIELD 


HAZARDVILLE MEMORIAL SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


ENFIELD 


NATHAN HALE SCHOOL 


3 


3- 


3 


3 


3 


3 


3 


3 


ENFIELD 


HARRIET BEECHER STOWE SCHOOL 


3 


1 


3 


3 


2 


3 


2 


2 


ENFIELD 


EDGAR H. PARKMAN SCHOOL 


4 


3 


3 


3 


4 


3 


4 


3 


ENFIELD 


PRUDENCE CRANDALL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


ENFIELD 


ELI WHITNEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


ENFIELD 


THOMAS G. ALCORN SCHOOL 


4 


3 


3 


3 


4 


4 


3 


4 


ENFIELD 


HENRY BARNARD SCHOOL 


4 


3 


3 


3 


3 


3 


0 


3 


ENFIELD 


JOHN F. KENNEDY MIDDLE SCHOOL 


3 


2 


2 


3 


3 


3 


3 


2 


ENFIELD 


ENFIELD HIGH SCHOOL 


3 


2 


2 


1 


3 


2 


4 


3 


ENFIELD 


ENRICO FERMI HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


ESSEX 


ESSEX ELEMENTARY SCHOOL 


4 


3 


3 


4 


3 


3 


4 


3 


FAIRFIELD 


DWIGHT ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


FAIRFIELD 


HOLLAND HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FAIRFIELD 


MCKINLEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FAIRFIELD 


MILL HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


FAIRFIELD 


RIVERFIELD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FAIRFIELD 


SHERMAN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FAIRFIELD 


STRATFIELD SCHOOL 


2 


3 


3 


3 


3 


3 


2 


2 


FAIRFIELD 


NORTH STRATFIELD SCHOOL 


3 


3 


4 


3 


3 


4 


3 


4 


FAIRFIELD 


JENNINGS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


FAIRFIELD 


OSBORN HILL SCHOOL 


3 


3 


4 


3 


4 


3 


3 


4 


FAIRFIELD 


TOMLINSON MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FAIRFIELD 


FAIRFIELD WOODS MIDDLE 


3 


3 


3 


3 


3 


3 


3 


4 


FAIRFIELD 


ROGER LUDLOWE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


FAIRFIELD 


FAIRFIELD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


FARMINGTON 


UNION SCHOOL 


3 


3 


4 


3 


4 


3 


3 


3 


FARMINGTON 


NOAH WALLACE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


FARMINGTON 


WEST DISTRICT SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


FARMINGTON 


EAST FARMS SCHOOL 


4 


3 


3 


3 


4 


3 


3 


3 


FARMINGTON 


IRVING A. ROBBINS MIDDLE SCH 


4 


3 


4 


3 


4 


4 


3 


4 


FARMINGTON 


FARMINGTON HIGH SCHOOL 


3 


3 


3 


3 


4 


3 


4 


4 


FRANKLIN 


FRANKLIN ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GLASTONBURY 


BUTTONBALL LANE SCHOOL 


4 


3 


3 


4 


4 


4 


3 


4 


GLASTONBURY 


EASTBURY SCHOOL 


4 


3 


3 


4 


4 


4 


3 


4 


GLASTONBURY 


HEBRON AVENUE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GLASTONBURY 


HOPEWELL SCHOOL 


4 


4 


4 


4 


4 


4 


2 


3 


GLASTONBURY 


NAUBUC SCHOOL 


1 


3 


3 


3 


1 


4 


4 


3 


GLASTONBURY 


ACADEMY SCHOOL 


2 


2 


2 


1 


3 


3 


3 


3 


GLASTONBURY 


GIDEON WELLES SCHOOL 


3 


1 


3 


3 


3 


2 


1 


1 


GLASTONBURY 


GLASTONBURY HIGH SCHOOL 


3 


1 


3 


1 


3 


3 


3 


3 


GRANBY 


FRANK M. KEARNS PRIMARY SCHOOL 


4 


4 


3 


4 


4 


3 


0 


3 


GRANBY 


WELLS ROAD INTERMEDIATE SCHOOL 


3 


4 


3 


2 


3 


4 


0 


3 


GRANBY 


KELLY LANE INTERMEDIATE SCHOOL 


3 


4 


3 


3 


3 


3 


0 


3 


GRANBY 


GRANBY MEMORIAL MIDDLE SCHOOL 


4 


3 


3 


3 


4 


3 


4 


4 


GRANBY 


GRANBY MEMORIAL HIGH SCHOOL 


2 


2 


2 


2 


2 


2 


0 


1 


GREENWICH 


COS COB SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GREENWICH 


JULIAN CURTISS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


GREENWICH 


GLENVILLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


GREENWICH 


HAMILTON AVENUE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


GREENWICH 


NEW LEBANON SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


GREENWICH 


NORTH MIANUS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


GREENWICH 


NORTH STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GREENWICH 


OLD GREENWICH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GREENWICH 


RIVERSIDE SCHOOL , 


3 


3 


3 


3 


3 


3 


3 


3 
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Appearance and Upkeep (10/1999): 
All Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


GREENWICH 


PARKWAY SCHOOL 


3 


4 


4 


4 


4 


2 


4 


3 


GREENWICH 


CENTRAL MIDDLE SCHOOL 


3 


3 


3 


3 


3 


2 


3 


3 


GREENWICH 


EASTERN MIDDLE SCHOOL 


3 


3 


4 


3 


3 


4 


4 


3 


GREENWICH 


WESTERN MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GREENWICH 


GREENWICH HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GREENWICH 


DUNDEE SCHOOL 


3 


3 


4 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD ELEMENTARY SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


GRISWOLD 


GRISWOLD INTERMEDIATE SCHOOL 


2 


4 


3 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD SENIOR HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GROTON 


S.B. BUTLER SCHOOL 


3 


3 


2 


3 


1 


3 


3 


1 


GROTON 


CLAUDE CHESTER SCHOOL 


2 


3 


2 


3 


2 


2 


3 


1 


GROTON 


COLONEL LEDYARD SCHOOL 


3 


3 


3 


3 


3 


2 


3 


1 


GROTON 


EASTERN POINT SCHOOL 


1 


1 


1 


1 


1 


1 


3 


1 


GROTON 


GROTON HEIGHTS SCHOOL 


3 


3 


2 


1 


1 


2 


3 


1 


GROTON 


NOANK SCHOOL 


3 


3 


2 


2 


2 


3 


3 


1 


GROTON 


PLEASANT VALLEY SCHOOL 


3 


2 


3 


3 


2 


3 


3 


1 


GROTON 


WILLIAM SEELY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


GROTON 


MARY MORRISSON SCHOOL 


3 


3 


2 


3 


3 


3 


3 


1 


GROTON 


CHARLES BARNUM SCHOOL 


3 


2 


3 


3 


3 


3 


3 


1 


GROTON 


FITCH MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GROTON 


WEST SIDE MIDDLE SCHOOL 


3 


4 


3 


4 


3 


3 


3 


4 


GROTON 


CARLO, CUTLER MIDDLE SCHOOL 


3 


3 


2 


2 


3 


2 


2 


3 


GROTON 


FITCH SENIOR HIGH SCHOOL 


3 


3 


2 


2 


3 


3 


3 


2 


GUILFORD 


GUILFORD LAKES SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GUILFORD 


MELISSA JONES SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GUILFORD 


CALVIN LEETE SCHOOL 


4 


4 


4 


4 


4 


3 


4 


3 


GUILFORD 


A.W. COX SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GUILFORD 


A. BALDWIN MIDDLE SCHOOL 


4 


4 


4 


3 


4 


4 


4 


4 


GUILFORD 


E.C. ADAMS MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GUILFORD 


GUILFORD HIGH SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


HAMDEN 


SHEPHERD GLEN SCHOOL 


1 


1 


3 


3 


3 


4 


4 


1 


HAMDEN 


CHURCH STREET SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


HAMDEN 


DUNBAR HILL SCHOOL 


3 


3 


3 


2 


4 


3 


4 


3 


HAMDEN 


HELEN STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


HAMDEN 


ALICE PECK SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


HAMDEN 


SPRING GLEN SCHOOL 


1 


2 


3 


3 


2 


3 


4 


2 


HAMDEN 


RIDGE HILL SCHOOL 


2 


2 


3 


3 


3 


2 


3 


3 


HAMDEN 


BEAR PATH SCHOOL 


2 


2 


2 


2 


2 


2 


3 


2 


HAMDEN 


WEST WOODS SCHOOL 


3 


2 


3 


2 


3 


3 


3 


2 


HAMDEN 


HAMDEN MIDDLE SCHOOL 


3 


2 


2 


2 


3 


3 


2 


3 


HAMDEN 


HAMDEN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


4 


4 


HAMPTON 


HAMPTON ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


3 


4 


3 


HARTFORD 


SAND EVERYWHERE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


HARTFORD 


BARBOUR SCHOOL 


2 


3 


2 


2 


4 


1 


1 


1 


HARTFORD 


BARNARD-BROWN SCHOOL 


3 


3 


3 


3 


3 


2 


3 


1 


HARTFORD 


BATCHELDER SCHOOL 


3 


3 


3 


2 


4 


3 


4 


4 


HARTFORD 


BURNS SCHOOL 


2 


3 


3 


3 


3 


2 


3 


4 


HARTFORD 


DWIGHT SCHOOL 


3 


1 


2 


3 


1 


1 


1 


1 


HARTFORD 


M. D. FOX ELEMENTARY SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


HARTFORD 


HOOKER SCHOOL 


2 


1 


2 


2 


3 


1 


0 


1 


HARTFORD 


KENNELLY SCHOOL 


3 


3 


3 


3 


3 


3 


4 


4 


HARTFORD 


KINSELLA SCHOOL 


2 


2 


3 


2 


3 


3 


3 


2 


HARTFORD 


NAYLOR SCHOOL 


3 


4 


3 


3 


3 


2 


0 


1 


HARTFORD 


PARKVILLE COMMUNITY 


3 


2 


3 


3 


3 


3 


2 


3 


HARTFORD 


M. L. KING SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


HARTFORD 


RAWSON SCHOOL 


2 


2 


3 


3 


2 


1 


1 


1 


HARTFORD 


TWAIN SCHOOL 


3 


1 


2 


3 


2 


2 


2 


1 


HARTFORD 


MILNER SCHOOL 


4 


3 


3 


3 


4 


3 


4 


4 


HARTFORD 


WEBSTER SCHOOL 


3 


2 


3 


3 


1 


1 


1 


1 


HARTFORD 


WEST MIDDLE SCHOOL 


3 


2 


3 


3 


2 


1 


1 


1 


HARTFORD 


WISH SCHOOL 


2 


1 


3 


3 


3 


2 


2 


4 


HARTFORD 


BURR SCHOOL 


2 


2 


2 


1 


1 


2 


1 


1 


HARTFORD 


CLARK SCHOOL 


2 


2 


2 


2 


3 


2 


3 


2 


HARTFORD 


FISHER SCHOOL 


3 


2 


2 


1 


2 


2 


2 


2 
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District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


HARTFORD 


SIMPSON-WAVERLY SCHOOL 


3 


3 


3 


3 


4 


3 


4 


3 


HARTFORD 


DR. RAMON E. BETANCES SCHOOL 


2 


3 


2 


2 


2 


1 


3 


2 


HARTFORD 


SOUTH MIDDLE SCHOOL 


3 


2 


4 


3 


4 


4 


4 


4 


HARTFORD 


SANCHEZ SCHOOL 


4 


3 


2 


3 


3 


3 


4 


4 


HARTFORD 


MONTESSORI/MT LAURAL 


1 


1 


2 


1 


1 


1 


1 


0 


HARTFORD 


MOYLAN ELEMENTARY 


4 


4 


4 


4 


4 


4 


4 


4 


HARTFORD 


FOX MIDDLE SCHOOL 


2 


3 


2 


1 


3 


3 


2 


1 


HARTFORD 


QUIRK MIDDLE SCHOOL 


3 


4 


3 


1 


2 


3 


4 


3 


HARTFORD 


BULKELEY HIGH SCHOOL 


1 


3 


3 


1 


3 


3 


3 


1 


HARTFORD 


HARTFORD PUBLIC HIGH SCHOOL 


2 


2 


2 


4 


2 


3 


3 


1 


HARTFORD 


WEAVER HIGH SCHOOL 


1 


2 


3 


1 


3 


3 


2 


3 


HARTFORD 


HTFD TRANSITIONAL LEARN ACDMY 


1 


1 


3 


3 


2 


1 


1 


0 


HARTLAND 


HARTLAND ELEMENTARY SCHOOL 


4 


2 


2 


3 


3 


3 


0 


3 


HEBRON 


HEBRON ELEMENTARY SCHOOL 


3 


3 


2 


3 


3 


3 


2 


3 


HEBRON 


GILEAD HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


KENT 


KENT CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


KILLINGLY 


KILLINGLY CENTRAL SCHOOL 


4 


3 


2 


3 


4 


3 


3 


3 


KILLINGLY 


KILLINGLY MEMORIAL SCHOOL 


1 


3 


2 


2 


3 


2 


3 


3 


KILLINGLY 


KILLINGLY INTERMEDIATE SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


KILLINGLY 


KILLINGLY HIGH SCHOOL 


3 


3 


2 


2 


3 


3 


3 


2 


KILLINGLY 


GOODYEAR EARLY CHILDHOOD CTR 


4 


2 


4 


4 


4 


2 


0 


4 


LEBANON 


LEBANON ELEMENTARY SCHOOL 


4 


3 


3 


4 


4 


4 


4 


3 


LEBANON 


LEBANON MIDDLE SCHOOL 


2 


3 


3 


2 


4 


3 


2 


3 


LEBANON 


LYMAN MEMORIAL HIGH SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


LEDYARD 


LEDYARD CENTER SCHOOL 


2 


1 


2 


2 


2 


2 


0 


2 


LEDYARD 


GALES FERRY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


2 


LEDYARD 


JULIET W. long school 


3 


3 


3 


3 


3 


3 


0 


3 


LEDYARD 


GALLUP HILL SCHOOL 


3 


3 


2 


3 . 


3 


3 


0 


3 


LEDYARD 


LEDYARD MIDDLE SCHOOL 


4 


3 


3 


3 


3 


4 


0 


3 


LEDYARD 


LEDYARD HIGH SCHOOL 


3 


3 


3 


1 


3 


3 


3 


3 


LISBON 


LISBON CENTRAL SCHOOL 


4 


3 


3 


3 


3 


2 


4 


4 


LITCHFIELD 


CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


LITCHFIELD 


LITCHFIELD INTERMEDIATE SCHOOL 


3 


3 


3 


2 


3 


2 


2 


3 


LITCHFIELD 


LITCHFIELD HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


MADISON 


J. MILTON JEFFREY ELEMENTARY 


3 


3 


3 


3 


3 


4 


3 


4 


MADISON 


ISLAND AVENUE ELEMENTARY 


3 


3 


3 


3 


3 


3 


2 


4 


MADISON 


KATHLEEN H. RYERSON ELEMENTARY 


3 


3 


3 


3 


3 


2 


3 


4 


MADISON 


ACADEMY ELEMENTARY SCHOOL 


2 


3 


2 


2 


3 


3 


2 


2 


MADISON 


DR. ROBERT H. BROWN SCHOOL 


1 


2 


2 


2 


2 


3 


2 


4 


MADISON 


DANIEL HAND HIGH SCHOOL 


3 


3 


2 


2 


3 


3 


2 


4 


MANCHESTER 


BOWERS SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


MANCHESTER 


BUCKLEY SCHOOL 


2 


2 


2 


3 


2 


2 


3 


2 


MANCHESTER 


HIGHLAND PARK SCHOOL 


3 


2 


3 


3 


3 


3 


2 


1 


MANCHESTER 


KEENEY SCHOOL 


3 


3 


3 


3 


3 


1 


3 


3 


MANCHESTER 


NATHAN HALE SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


MANCHESTER 


ROBERTSON SCHOOL 


3 


2 


2 


3 


3 


3 


3 


2 


MANCHESTER 


VERPLANCK SCHOOL 


3 


3 


3 


3 


4 


3 


3 


3 


MANCHESTER 


WADDELL SCHOOL 


4 


4 


4 


4 


4 


3 


4 


3 


MANCHESTER 


WASHINGTON SCHOOL 


3 


3 


3 


2 


2 


2 


3 


3 


MANCHESTER 


MARTIN SCHOOL 


3 


3 


3 


3 


4 


3 


3 


3 


MANCHESTER 


BENNET MIDDLE SCHOOL 


3 


3 


2 


2 


2 


2 


3 


1 


MANCHESTER 


ILLING MIDDLE SCHOOL 


2 


3 


3 


2 


2 


2 


3 


2 


MANCHESTER 


MANCHESTER HIGH SCHOOL 


3 


2 


3 


3 


3 


2 


3 


2 


MANSFIELD 


DOROTHY C. GOODWIN 


3 


3 


3 


3 


3 


3 


0 


3 


MANSFIELD 


ANNIE E. VINTON SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


MANSFIELD 


SOUTHEAST ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


MANSFIELD 


MANSFIELD MIDDLE SCHOOL 


4 


4 


3 


2 


3 


3 


3 


4 


MARLBOROUGH 


MARLBOROUGH ELEMENTARY 


2 


2 


2 


2 


2 


2 


0 


2 


MERIDEN 


BENJAMIN FRANKLIN SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


MERIDEN 


HANOVER SCHOOL 


4 


2 


4 


4 


4 


4 


4 


4 


MERIDEN 


ISRAEL PUTNAM SCHOOL 


4 


3 


3 


2 


3 


3 


4 


4 


MERIDEN 


JOHN BARRY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


MERIDEN 


NATHAN HALE SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


MERIDEN 


ROGER SHERMAN SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


MERIDEN 


THOMAS HOOKER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 
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District 


School Name 


Building 

Facade 
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and Land- 
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Rooms 


Lavatories 
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Entrance 
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Lighting 

and 
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Cafeteria 


General 
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Compliance 


MERIDEN 


CASIMIR PULASKI SCHOOL 


3 


3 


3 


2 


2 


3 


3 


3 


MERIDEN 


LINCOLN MIDDLE SCHOOL 


3 


3 


1 


2 


3 


3 


3 


2 


MERIDEN 


WASHINGTON MIDDLE SCHOOL 


3 


2 


3 


3 


3 


3 


3 


4 


MERIDEN 


FRANCIS T. MALONEY HIGH SCHOOL 


4 


3 


2 


1 


3 


3 


3 


2 


MERIDEN 


ORVILLE H. PLATT HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


MIDDLETOWN 


SPENCER SCHOOL 


4 


3 


3 


3 


4 


3 


3 


3 


MIDDLETOWN 


BIELEFIELD SCHOOL 


2 


3 


2 


2 


2 


2 


1 


1 


MIDDLETOWN 


FARM HILL SCHOOL 


4 


3 


3 


4 


3 


3 


3 


2 


MIDDLETOWN 


MACDONOUGH SCHOOL 


4 


3 


3 


3 


3 


3 


3 


3 


MIDDLETOWN 


SNOW SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


MIDDLETOWN 


MOODY SCHOOL 


3 


4 


3 


3 


4 


3 


4 


4 


MIDDLETOWN 


LAWRENCE SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


MIDDLETOWN 


WESLEY SCHOOL 


2 


2 


1 


2 


1 


2 


2 


2 


MIDDLETOWN 


KEIGWIN SCHOOL 


3 


3 


2 


2 


2 


3 


2 


2 


MIDDLETOWN 


WOODROW WILSON MIDDLE SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


MIDDLETOWN 


MIDDLETOWN HIGH SCHOOL 


3 


2 


3 


2 


3 


3 


3 


3 


MILFORD 


CALF PEN MEADOW SCHOOL 


4 


3 


3 


3 


3 


4 


3 


3 


MILFORD 


MEADOWSIDE SCHOOL 


3 


4 


3 


3 


3 


4 


3 


3 


MILFORD 


ORANGE AVENUE SCHOOL 


3 


3 


3 


3 


3 


4 


3 


4 


MILFORD 


PUMPKIN DELIGHT SCHOOL 


4 


3 


3 


3 


3 


4 


3 


3 


MILFORD 


SIMON LAKE SCHOOL 


3 


3 


3 


3 


3 


4 


3 


3 


MILFORD 


LIVE OAKS SCHOOL 


3 


4 


3 


3 


3 


4 


3 


4 


MILFORD 


MATHEWSON SCHOOL 


3 


3 


3 


3 


3 


4 


3 


3 


MILFORD 


ORCHARD HILLS SCHOOL 


3 


3 


3 


3 


3 


4 


3 


4 


MILFORD 


J.F. KENNEDY SCHOOL 


4 


4 


3 


3 


3 


4 


3 


4 


MILFORD 


EAST SHORE MIDDLE 


3 


3 


3 


3 


3 


4 


4 


4 


MILFORD 


HARBORSIDE MIDDLE 


3 


4 


3 


3 


3 


4 


3 


3 


MILFORD 


WEST SHORE MIDDLE 


3 


3 


3 


3 


2 


4 


3 


4 


MILFORD 


JONATHAN LAW HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


3 


3 


MILFORD 


JOSEPH A. FORAN HIGH SCHOOL 


4 


4 


3 


3 


3 


4 


3 


4 


MONROE 


MONROE ELEMENTARY SCHOOL 


3 


3 


2 


4 


3 


3 


3 


4 


MONROE 


STEPNEY ELEMENTARY SCHOOL 


4 


3 


2 


4 


3 


2 


3 


4 


MONROE 


FAWN HOLLOW ELEMENTARY SCHOOL 


3 


3 


2 


4 


4 


3 


3 


4 


MONROE 


CHALK HILL MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


MONROE 


JOCKEY HOLLOW SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


MONROE 


MASUKHIGH SCHOOL 


3 


4 


4 


2 


3 


3 


3 


3 


MONTVILLE 


MOHEGAN SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


MONTVILLE 


OAKDALE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


MONTVILLE 


DR. CHARLES E. MURPHY SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


MONTVILLE 


LEONARD J. TYL MIDDLE SCHOOL 


4 


3 


4 


3 


4 


4 


4 


4 


MONTVILLE 


MONTVILLE HIGH SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


MONTVILLE 


MONTVILLE ALTERNATE EDUCATION 


2 


2 


2 


2 


3 


2 


0 


0 


NAUGATUCK 


CENTRAL AVENUE SCHOOL 


3 


2 


2 


2 


2 


2 


2 


3 


NAUGATUCK 


CROSS STREET SCHOOL 


2 


2 


2 


3 


3 


3 


3 


3 


NAUGATUCK 


MAPLE HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NAUGATUCK 


HOP BROOK SCHOOL 


4 


2 


3 


3 


3 


3 


3 


3 


NAUGATUCK 


PROSPECT STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NAUGATUCK 


SALEM SCHOOL 


3 


2 


2 


2 


2 


1 


1 


2 


NAUGATUCK 


WESTERN SCHOOL 


2 


2 


2 


2 


2 


2 


1 


3 


NAUGATUCK 


ANDREW AVENUE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NAUGATUCK 


CITY HILL MIDDLE SCHOOL 


4 


4 


3 


3 


4 


4 


4 


4 


NAUGATUCK 


HILLSIDE MIDDLE SCHOOL 


4 


2 


2 


2 


2 


2 


2 


3 


NAUGATUCK 


NAUGATUCK HIGH SCHOOL 


3 


2 


2 


2 


2 


4 


3 


3 


NEW BRITAIN 


CHAMBERLAIN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


GAFFNEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


HOLMES SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NEW BRITAIN 


JEFFERSON SCHOOL 


4 


4 


3 


3 


4 


3 


4 


4 


NEW BRITAIN 


LINCOLN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


NORTHEND SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


Dl LORETO MAGNET 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


SMALLEY ACADEMY 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


SMITH SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


NEW BRITAIN 


VANCE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


ROOSEVELT MIDDLE SCHOOL 


4 


3 


3 


3 


3 


3 


3 


4 


NEW BRITAIN 


SLADE MIDDLE SCHOOL 


4 


3 


3 


3 


4 


3 


4 


4 




-42- 



BEST COPY 



46 



Appearance and Upkeep (10/1999): 
All Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


NEW BRITAIN 


PULASKI MIDDLE SCHOOL 


4 


3 


3 


1 


3 


3 


3 


4 


NEW BRITAIN 


NEW BRITAIN HIGH SCHOOL 


4 


4 


3 


4 


4 


4 


3 


4 


NEW CANAAN 


SOUTH SCHOOL 


4 


3 


4 


3 


4 


4 


4 


3 


NEW CANAAN 


WEST SCHOOL 


4 


3 


4 


3 


4 


4 


4 


3 


NEW CANAAN 


EAST SCHOOL 


4 


3 


4 


3 


4 


4 


4 


3 


NEW CANAAN 


SAXE MIDDLE SCHOOL 


2 


2 


2 


1 


2 


2 


2 


2 


NEW CANAAN 


NEW CANAAN HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


2 


3 


NEW FAIRFIELD 


CONSOLIDATED SCHOOL 


2 


3 


3 


2 


3 


2 


2 


3 


NEW FAIRFIELD 


MEETING HOUSE HILL SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


NEW FAIRFIELD 


NEW FAIRFIELD MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW FAIRFIELD 


NEW FAIRFIELD HIGH SCHOOL 


2 


3 


3 


3 


3 


3 


4 


3 


NEW HARTFORD 


BAKERVILLE CONSOLIDATED SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW HARTFORD 


NEW HARTFORD ELEMENTARY SCHOOL 


4 


3 


3 


3 


4 


3 


3 


3 


NEW HARTFORD 


ANN ANTOLINI SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW HAVEN 


BARNARD SCHOOL 


3 


3 


3 


2 


3 


3 


1 


1 


NEW HAVEN 


BEECHER SCHOOL 


3 


2 


2 


2 


2 


3 


2 


1 


NEW HAVEN 


KATHERINE BRENNAN SCHOOL 


1 


2 


2 


2 


2 


2 


2 


2 


NEW HAVEN 


CLINTON AVENUE SCHOOL 


3 


2 


3 


2 


3 


3 


2 


2 


NEW HAVEN 


HILL CENTRAL SCHOOL 


3 


2 


2 


2 


3 


3 


3 


3 


NEW HAVEN 


DAVIS STREET MAGNET 


1 


3 


3 


2 


3 


2 


0 


3 


NEW HAVEN 


TIMOTHY DWIGHT SCHOOL 


3 


2 


3 


2 


3 


2 


2 


3 


NEW HAVEN 


EDGEWOOD SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NEW HAVEN 


NATHAN HALE SCHOOL 


3 


3 


3 


3 


3 


3 


2 


2 


NEW HAVEN 


BENJAMIN JEPSON MAGNET SCHOOL 


3 


3 


4 


3 


3 


3 


3 


3 


NEW HAVEN 


LINCOLN-BASSETT SCHOOL 


3 


2 


2 


2 


3 


1 


2 


1 


NEW HAVEN 


PRINCE SCHOOL 


2 


1 


2 


2 


3 


2 


2 


2 


NEW HAVEN 


VINCENT E. MAURO SCHOOL 


3 


3 


2 


2 


2 


2 


0 


2 


NEW HAVEN 


STRONG TRANSITIONAL MAGNET ACA 


3 


3 


2 


2 


2 


3 


2 


2 


NEW HAVEN 


TRUMAN SCHOOL 


2 


2 


2 


2 


3 


3 


3 


3 


NEW HAVEN 


WEST HILL ELEMENTARY MAGNET 


2 


2 


2 


2 


2 


2 


3 


3 


NEW HAVEN 


ISADORE WEXLER SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


NEW HAVEN 


WOODWARD SCHOOL 


3 


2 


3 


2 


3 


3 


0 


3 


NEW HAVEN 


QUINNIPIAC SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW HAVEN 


HELENE GRANT SCHOOL 


1 


2 


2 


2 


4 


2 


0 


2 


NEW HAVEN 


WORTHINGTON HOOKER SCHOOL 


3 


3 


3 


3 


4 


3 


3 


3 


NEW HAVEN 


WELCH ANNEX SCHOOL 


2 


1 


2 


2 


2 


2 


2 


2 


NEW HAVEN 


MARTIN LUTHER KING SCHOOL 


2 


2 


2 


2 


3 


3 


2 


2 


NEW HAVEN 


CHRISTOPHER COLUMBUS SCHOOL 


2 


3 


2 


2 


3 


3 


2 


2 


NEW HAVEN 


BISHOP WOODS SCHOOL 


1 


1 


3 


2 


3 


2 


3 


2 


NEW HAVEN 


EAST ROCK COMMUNITY SCHOOL 


2 


2 


2 


1 


2 


2 


2 


2 


NEW HAVEN 


CELENTANO SCHOOL 


2 


2 


2 


1 


2 


2 


0 


3 


NEW HAVEN 


URBAN YOUTH SCHOOL 


2 


2 


2 


2 


2 


2 


2 


2 


NEW HAVEN 


FAIR HAVEN MIDDLE SCHOOL 


3 


3 


3 


3 


3 


4 


3 


3 


NEW HAVEN 


SHERIDAN MIDDLE SCHOOL 


2 


4 


3 


2 


3 


2 


2 


2 


NEW HAVEN 


TROUP MIDDLE SCHOOL 


2 


2 


2 


2 


3 


4 


3 


3 


NEW HAVEN 


BETSY ROSS ARTS MAGNET SCHOOL 


3 


1 


3 


1 


3 


3 


2 


3 


NEW HAVEN 


J. ROBINSON MIDDLE SCHOOL 


2 


3 


2 


2 


3 


3 


3 


2 


NEW HAVEN 


CLEMENTE MIDDLE SCHOOL 


3 


3 


3 


3 


4 


4 


4 


3 


NEW HAVEN 


WEST HILLS MIDDLE MAGNET 


4 


4 


4 


3 


3 


2 


3 


4 


NEW HAVEN 


WILBUR CROSS HIGH SCHOOL 


1 


2 


2 


1 


2 


1 


1 


2 


NEW HAVEN 


JAMES HILLHOUSE HIGH SCHOOL 


3 


3 


2 


1 


3 


2 


2 


3 


NEW HAVEN 


HILL REGIONAL CAREER HIGH 


4 


4 


4 


4 


4 


4 


4 


3 


NEW HAVEN 


COOPERATIVE HIGH SCHOOL 


3 


3 


1 


2 


2 


2 


4 


2 


NEW HAVEN 


HIGH SCHOOL IN THE COMMUNITY 


2 


2 


3 


3 


3 


3 


3 


3 


NEW HAVEN 


SOUND SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEWINGTON 


ELIZABETH GREEN SCHOOL 


3 


2 


1 


2 


3 


3 


3 


2 


NEWINGTON 


ANNA REYNOLDS SCHOOL 


2 


2 


1 


2 


2 


3 


3 


2 


NEWINGTON 


RUTH CHAFFEE SCHOOL 


2 


2 


1 


2 


2 


2 


3 


2 


NEWINGTON 


JOHN PATERSON SCHOOL 


3 


2 


1 


2 


3 


3 


3 


2 


NEWINGTON 


MARTIN KELLOGG MIDDLE SCHOOL 


1 


2 


2 


2 


1 


3 


3 


2 


NEWINGTON 


JOHN WALLACE MIDDLE SCHOOL 


3 


3 


1 


3 


3 


3 


3 


2 


NEWINGTON 


NEWINGTON HIGH SCHOOL 


3 


2 


2 


2 


3 


3 


3 


1 


NEW LONDON 


EDGERTON SCHOOL 


1 


1 


1 


1 


1 


1 


1 


1 


NEW LONDON 


HARBOR SCHOOL 


3 


2 


2 


2 


3 


4 


3 


2 


NEW LONDON 


JENNINGS SCHOOL 


3 


1 


1 


1 


1 


3 


2 


4 
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Table 3E 



Appearance and Upkeep (10/1999): 
AN Schools (N = 1001) 



(Rating Scale: 4 

1 



Well Above Adequate; 3 

Less than Adequate: 0 



= Reasonably Adequate: 2 

= Not Included in Facility.) 



Minimally Adequate: 



District 


School Name 


Building 

Facade 


Grounds 
and Land* 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


new LONDON 


LITTLE RED SCHOOLHOUSE 


3 


3 


3 


3 


3 


3 


0 


2 


NEW LONDON 


WINTHROP SCHOOL 


2 


2 


3 


3 


3 


2 


0 


3 


NEW LONDON 


NATHAN HALE SCHOOL 


3 


2 


2 


2 


3 


3 


3 


4 


new LONDON 


BENNIE DOVER JACKSON MIDDLE 


2 


1 


3 


3 


3 


3 


4 


2 


NEW LONDON 


NEW LONDON HIGH SCHOOL 


3 


3 


4 


3 


4 


4 


4 


2 


NEW MILFORD 


HILL and plain SCHOOL 


3 


3 


2 


2 


2 


3 


3 


3 


NEW MILFORD 


JOHN PETTIBONE SCHOOL 


3 


3 


2 


2 


3 


2 


3 


3 


NEW MILFORD 


NORTHVILLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW MILFORD 


SCHAGHTICOKE MIDDLE SCHOOL 


3 


3 


3 


3 


2 


3 


3 


3 


NEW MILFORD 


NEW MILFORD HIGH SCHOOL 


1 


2 


2 


1 


2 


1 


1 


1 


NEWTOWN 


HAWLEY ELEMENTARY SCHOOL 


4 


4 


2 


3 


4 


3 


0 


4 


NEWTOWN 


SANDY HOOK ELEMENTARY SCHOOL 


4 


3 


2 


4 


4 


4 


4 


4 


NEWTOWN 


MIDDLE GATE ELEMENTARY SCHOOL 


4 


3 


3 


3 


4 


3 


4 


3 


NEWTOWN 


HEAD O'MEADOW ELEMENTARY 


3 


3 


3 


3 


4 


3 


4 


3 


NEWTOWN 


NEWTOWN MIDDLE SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


NEWTOWN 


NEWTOWN HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NORFOLK 


BOTELLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORTH BRANFORD 


STANLEY T. WILLIAMS SCHOOL 


3 


2 


2 


2 


3 


4 


3 


2 


NORTH BRANFORD 


TOTOKET VALLEY ELEMENTARY 


4 


3 


3 


3 


3 


2 


3 


3 


NORTH BRANFORD 


NORTH BRANFORD INTERMEDIATE 


2 


3 


2 


3 


3 


3 


3 


3 


NORTH BRANFORD 


NORTH BRANFORD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORTH CANAAN 


NORTH CANAAN ELEMENTARY SCHOOL 


3 


2 


3 


2 


3 


2 


3 


3 


NORTH HAVEN 


MONTOWESE ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


NORTH HAVEN 


RIDGE ROAD ELEMENTARY SCHOOL 


4 


4 


4 


3 


4 


4 


4 


2 


NORTH HAVEN 


GREEN ACRES ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NORTH HAVEN 


CLINTONVILLE ELEMENTARY SCHOOL 


3 


3 


4 


3 


4 


4 


4 


4 


NORTH HAVEN 


NORTH HAVEN MIDDLE SCHOOL 


4 


4 


3 


3 


4 


3 


4 


3 


NORTH HAVEN 


NORTH HAVEN HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NORTH STONINGTON 


NORTH STONINGTON ELEMENTARY 


3 


3 


3 


3 


4 


3 


3 


4 


NORTH STONINGTON 


WHEELER MIDDLE SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


NORTH STONINGTON 


WHEELER HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


NORWALK 


BROOKSIDE ELEMENTARY SCHOOL 


3 


2 


2 


2 


2 


2 


0 


2 


NORWALK 


COLUMBUS ELEMENTARY SCHOOL 


3 


3 


2 


2 


2 


2 


0 


2 


NORWALK 


CRANBURY ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


NORWALK 


JEFFERSON ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


2 


NORWALK 


KENDALL ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


2 


3 


2 


NORWALK 


ROWAYTON SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


NORWALK 


TRACEY SCHOOL 


3 


3 


3 


2 


3 


2 


3 


2 


NORWALK 


FOX RUN ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


NORWALK 


NARAMAKE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


NORWALK 


MARVIN ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWALK 


SILVERMINE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWALK 


WOLFPIT SCHOOL 


3 


3 


3 


3 


3 


3 


0 


2 


NORWALK 


NATHAN HALE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWALK 


PONUS RIDGE MIDDLE SCHOOL 


3 


2 


2 


2 


3 


2 


3 


2 


NORWALK 


WEST ROCKS MIDDLE SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


NORWALK 


ROTON MIDDLE SCHOOL 


3 


3 


3 


3 


3 


2 


3 


2 


NORWALK 


NORWALK HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


NORWALK 


BRIEN MCMAHON HIGH SCHOOL 


3 


2 


3 


2 


3 


3 


3 


2 


NORWALK 


BRIGGS HIGH SCHOOL 


3 


2 


3 


3 


3 


3 


0 


3 


NORWICH 


BISHOP SCHOOL 


3 . 


3 


3 


2 


3 


3 


1 


3 


NORWICH 


WILLIAM A. BUCKINGHAM SCHOOL 


4 


3 


3 


3 


3 


3 


4 


3 


NORWICH 


GREENEVILLE SCHOOL 


2 


2 


3 


3 


2 


3 


2 


3 


NORWICH 


SAMUEL HUNTINGTON SCHOOL 


3 


3 


2 


1 


3 


2 


0 


3 


NORWICH 


JOHN B. STANTON SCHOOL 


2 


2 


3 


3 


3 


3 


2 


3 


NORWICH 


WEQUONNOC SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWICH 


THOMAS W. MAHAN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWICH 


VETERANS' MEMORIAL SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


NORWICH 


UNCAS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWICH 


JOHN M. MORIARTY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWICH 


KELLY MIDDLE SCHOOL 


3 


4 


3 


3 


3 


4 


4 


3 


NORWICH 


TEACHERS' MEMORIAL MIDDLE 


3 


3 


3 


2 


3 


3 


3 


3 


NORWICH 


NORWICH HIGH SCHOOL 


2 


2 


2 


1 


2 


2 


0 


2 


NORWICH 


HICKORY STREET SCHOOL 


3 


3 


4 


3 


4 


3 


0 


4 


OLD SAYBROOK 


KATHLEEN E. GOODWIN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 
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Appearance and Upkeep (10/1999): 
Ail Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


OLD SAYBROOK 


OLD SAYBROOK MIDDLE SCHOOL 


4 


3 


4 


3 


4 


4 


4 


4 


OLD SAYBROOK 


OLD SAYBROOK SENIOR HIGH SCH 


4 


3 


2 


2 


4 


4 


4 


4 


ORANGE 


MARY L. TRACY SCHOOL 


4 


3 


4 


4 


4 


4 


4 


3 


ORANGE 


RACE BROOK SCHOOL 


3 


3 


4 


3 


3 


3 


4 


3 


ORANGE 


TURKEY HILL SCHOOL 


3 


3 


4 


3 


4 


3 


4 


3 


ORANGE 


PECK PACE SCHOOL 


3 


3 


4 


3 


4 


3 


0 


3 


OXFORD 


OXFORD CENTER SCHOOL 


2 


3 


2 


2 


2 


2 


2 


1 


OXFORD 


QUAKER FARMS SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


OXFORD 


GREAT OAK SCHOOL 


4 


3 


4 


3 


4 


3 


4 


3 


PLAINFIELD 


MOOSUP ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


PAINFIELD 


PLAINFIELD MEMORIAL SCHOOL 


4 


3 


3 


3 


3 


4 


3 


3 


PAINFIELD 


SHEPARD HILL ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


4 


3 


4 


PAINFIELD 


PAINFIELD CENTRAL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


PAINFIELD 


PAINFIELD HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


PAINVILLE 


LINDEN STREET SCHOOL 


3 


2 


2 


2 


2 


3 


2 


1 


PAINVILLE 


FRANK T. WHEELER SCHOOL 


4 


3 


3 


3 


3 


4 


3 


4 


PAINVILLE 


LOUIS TOFFOLON SCHOOL 


2 


2 


3 


3 


2 


3 


2 


2 


PAINVILLE 


MIDDLE SCHOOL OF PAINVILLE 


4 


4 


4 


4 


4 


4 


4 


4 


PAINVILLE 


PAINVILLE HIGH SCHOOL 


2 


2 


3 


3 


2 


3 


3 


2 


PLYMOUTH 


EAST MAIN STREET SCHOOL 


4 


3 


2 


4 


2 


4 


2 


2 


PLYMOUTH 


PLYMOUTH CENTER SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


PLYMOUTH 


PROSPECT STREET SCHOOL 


1 


2 


2 


1 


2 


1 


1 


1 


PLYMOUTH 


HARRY S. FISHER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


PLYMOUTH 


TERRYVILLE HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


POMFRET 


POMFRET COMMUNITY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


PORTAND 


VALLEY VIEW SCHOOL 


4 


4 


4 


3 


4 


4 


4 


4 


PORTAND 


GILDERSLEEVE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


PORTAND 


PORTAND MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


PORTLAND 


PORTAND HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


PRESTON 


POQUETANUCK SCHOOL 


4 


3 


4 


4 


4 


3 


0 


1 


PRESTON 


PRESTON CITY SCHOOL 


4 


4 


3 


4 


3 


3 


0 


1 


PRESTON 


PRESTON PAINS SCHOOL 


4 


4 


3 


4 


4 


4 


4 


1 


PUTNAM 


PUTNAM ELEMENTARY SCHOOL 


3 


2 


3 


2 


3 


3 


3 


3 


PUTNAM 


PUTNAM MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


PUTNAM 


PUTNAM HIGH SCHOOL 


3 


3 


3 


2 


2 


3 


3 


3 


REDDING 


REDDING ELEMENTARY SCHOOL 


4 


4 


3 


2 


4 


3 


3 


2 


REDDING 


JOHN READ MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


RIDGEFIELD 


VETERANS PARK ELEMENTARY 


3 


3 


3 


3 


3 


3 


3 


2 


RIDGEFIELD 


RIDGEBURY ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


RIDGEFIELD 


FARMINGVILLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


RIDGEFIELD 


SCOTLAND ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


RIDGEFIELD 


BRANCHVILLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


RIDGEFIELD 


EAST RIDGE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


RIDGEFIELD 


RIDGEFIELD HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


ROCKY HILL 


DR. ORAN A. MOSER SCHOOL 


3 


3 


3 


3 


2 


3 


3 


3 


ROCKY HILL 


MYRTLE H. STEVENS SCHOOL 


2 


2 


2 


2 


2 


3 


2 


2 


ROCKY HILL 


WEST HILL SCHOOL 


4 


2 


3 


3 


3 


3 


4 


4 


ROCKY HILL 


ALBERT D. GRISWOLD JUNIOR HIGH 


3 


2 


4 


4 


4 


4 


4 


4 


ROCKY HILL 


ROCKY HILL HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


4 


3 


SALEM 


SALEM ELEMENTARY SCHOOL 


2 


3 


3 


3 


3 


3 


4 


4 


' SALISBURY 


SALISBURY CENTRAL SCHOOL 


2 


3 


4 


3 


3 


3 


3 


4 


SCOTAND 


SCOTAND ELEMENTARY SCHOOL 


4 


4 


3 


3 


4 


3 


0 


3 


SEYMOUR 


BUNGAY SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


SEYMOUR 


ANNA L. LOPRESTI SCHOOL 


3 


2 


1 


3 


3 


2 


4 


2 


SEYMOUR 


PAUL CHATFIELD SCHOOL 


3 


3 


1 


4 


3 


2 


2 


2 


SEYMOUR 


SEYMOUR MIDDLE SCHOOL 


2 


3 


2 


2 


3 


3 


3 


1 


SEYMOUR 


SEYMOUR HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


3 


3 


SHARON 


SHARON CENTER SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


SHELTON 


AFAYETTE SCHOOL 


3 


1 


2 


2 


2 


2 


3 


2 


SHELTON 


ELIZABETH SHELTON SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


SHELTON 


SUNNYSIDE SCHOOL 


3 


3 


3 


2 


3 


3 


4 


3 


SHELTON 


LONG HILL SCHOOL 


3 


3 


3 


2 


4 


3 


3 


4 


SHELTON 


MOHEGAN SCHOOL 


2 


3 


3 


4 


3 


3 


3 


3 


SHELTON 


BOOTH HILL SCHOOL 


3 


2 


3 


3 


3 


3 


3 


2 


SHELTON 


INTERMEDIATE SCHOOL 


1 


1 


1 


1 


1 


1 


2 


1 




-45- 

49 



Appearance and Upkeep (10/1999): Table 3E 

Alf Schools (N = 1001) 



(Rating Scale: 
District 


4 

1 


= Well Above Adequate; 3 = Reasonably Adequate; 
= Less than Adequate; 0 = Not Included in Facility 

Building 

School Name Facade 


2 = 

.) 

Grounds 
and Land- 
scaping 


Minimally Adequate; 

Lavatories 
Class- and 

Rooms Fountains 


Entrance 

and 

Hafiways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Comi^iance 


SHELTON 




SHELTON HIGH SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


SHELTON 




RIPTON SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


SHERMAN 




SHERMAN SCHOOL 


3 


3 


2 


3 


3 


3 


1 


3 


SIMSBURY 




CENTRAL SCHOOL 


4 


4 


3 


3 


4 


4 


3 


3 


SIMSBURY 




TARIFFVILLE SCHOOL 


3 


3 


2 


3 


3 


3 


3 


2 


SIMSBURY 




TOOTIN’ HILLS SCHOOL 


3 


3 


2 


2 


3 


3 


4 


3 


SIMSBURY 




LATIMER LANE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SIMSBURY 




SQUADRON LINE SCHOOL. 


3 


3 


3 


3 


3 


3 


3 


3 


SIMSBURY 




HENRY JAMES MEMORIAL SCHOOL 


4 


3 


3 


2 


3 


3 


3 


3 


SIMSBURY 




SIMSBURY HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SOMERS 




SOMERS ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


SOMERS 




MABELLE B. AVERY MIDDLE SCHOOL 


3 


3 


2 


3 


2 


3 


3 


2 


SOMERS 




SOMERS HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


SOUTHINGTON 




HATTON SCHOOL 


4 


3 


2 


4 


3 


2 


4 


1 


SOUTHINGTON 




PLANTSVILLE SCHOOL 


4 


4 


3 


3 


3 


2 


3 


1 


SOUTHINGTON 




SOUTH END SCHOOL 


2 


3 


3 


4 


4 


3 


4 


3 


SOUTHINGTON 




STRONG SCHOOL 


3 


3 


2 


2 


2 


2 


3 


2 


SOUTHINGTON 




THALBERG SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SOUTHINGTON 




NORTH CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


1 


SOUTHINGTON 




FLANDERS SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


SOUTHINGTON 




URBIN T. KELLEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SOUTHINGTON 




DERYNOSKI ELEMENTARY SCHOOL 


3 


3 


3 


2 


3 


1 


3 


3 


SOUTHINGTON 




JOSEPH A. DEPAOLO MIDDLE SCHL 


4 


4 


4 


4 


4 


4 


4 


4 


SOUTHINGTON 




JOHN F. KENNEDY MIDDLE SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


SOUTHINGTON 




SOUTHINGTON HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


3 


4 


SOUTH WINDSOR 




PHILIP R. SMITH SCHOOL 


2 


3 


1 


1 


3 


2 


2 


2 


SOUTH WINDSOR 




PLEASANT VALLEY SCHOOL 


3 


3 


2 


3 


3 


3 


3 


2 


SOUTH WINDSOR 




WAPPING ELEMENTARY SCHOOL 


4 


3 


3 


4 


4 


3 


4 


4 


SOUTH WINDSOR 




ORCHARD HILL SCHOOL 


4 


3 


4 


3 


4 


3 


4 


2 


SOUTH WINDSOR 




ELI TERRY SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


SOUTH WINDSOR 




TIMOTHY EDWARDS SCHOOL 


3 


3 


3 


3 


3 


2 


2 


3 


SOUTH WINDSOR 




SOUTH WINDSOR HIGH SCHOOL 


4 


3 


3 


3 


3 


3 


3 


4 


SPRAGUE 




SAYLES ELEMENTARY SCHOOL 


1 


1 


3 


3 


2 


3 


3 


3 


STAFFORD 




BOROUGH ELEMENTARY SCHOOL 


2 


2 


2 


3 


2 


3 


3 


3 


STAFFORD 




STAFFORDVILLE SCHOOL 


3 


3 


2 


2 


3 


3 


3 


4 


STAFFORD 




WEST STAFFORD SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


STAFFORD 




EARL M. WITT INTERMEDIATE 


3 


3 


2 


2 


3 


3 


3 


3 


STAFFORD 




STAFFORD MIDDLE SCHOOL 


4 


4 


3 


2 


3 


4 


4 


4 


STAFFORD 




STAFFORD HIGH SCHOOL 


2 


4 


3 


3 


3 


3 


3 


3 


STAMFORD 




K.T. MURPHY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STAMFORD 




NEWFIELD SCHOOL 


4 


3 


4 


4 


4 


4 


3 


3 


STAMFORD 




ROGERS SCHOOL 


2 


3 


4 


4 


4 


3 


4 


4 


STAMFORD 




ROXBURY SCHOOL 


2 


3 


3 


3 


3 


3 


2 


4 


STAMFORD 




SPRINGDALE SCHOOL 


3 


2 


2 


2 


2 


2 


2 


2 


STAMFORD 




JULIA A. STARK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


STAMFORD 




WESTOVER SCHOOL 


4 


3 


4 


4 


3 


1 


1 


1 


STAMFORD 




NORTHEAST SCHOOL 


2 


2 


2 


2 


2 


2 


2 


3 


STAMFORD 




BANK STREET PROGRAM AT TOQUAM 


3 


2 


3 


2 


4 


3 


3 


3 


STAMFORD 




DAVENPORT RIDGE SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


STAMFORD 




STILLMEADOW SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


STAMFORD 




DOLAN SCHOOL 


2 


1 


1 


2 


2 


3 


3 


2 


STAMFORD 




TURN OF RIVER SCHOOL 


2 


3 


2 


1 


3 


3 


3 


3 


STAMFORD 




CLOONAN SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


STAMFORD 




RIPPOWAM MAGNET MIDDLE SCHOOL 


2 


2 


2 


2 


2 


2 


2 


2 


STAMFORD 




STAMFORD HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


4 


3 


STAMFORD 




WESTHILL HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


STAMFORD 




HART MAGNET (AIMS EDUC CENTER) 


4 


4 


4 


4 


4 


4 


0 


4 


STERLING 




STERLING MEMORIAL SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


STONINGTON 




WEST BROAD STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STONINGTON 




DEANS MILL SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


STONINGTON 




WEST VINE STREET SCHOOL 


4 


4 


3 


3 


3 


4 


4 


3 


STONINGTON 




PAWCATUCK MIDDLE SCHOOL 


4 


3 


3 


3 


4 


4 


3 


4 


STONINGTON 




MYSTIC MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


STONINGTON 




STONINGTON HIGH SCHOOL 


4 


3 


2 


3 


3 


3 


4 


4 


STRATFORD 




CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 
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Appearance and Upkeep (10/1999): 
All Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


STRATFORD 


CHAPEL SCHOOL 


2 


2 


2 


2 


2 


2 


0 


3 


STRATFORD 


FRANKLIN SCHOOL 


2 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


LORDSHIP SCHOOL 


3 


2 


3 


3 


3 


3 


0 


3 


STRATFORD 


NICHOLS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


SECOND HILL LANE SCHOOL 


2 


3 


2 


2 


2 


2 


0 


3 


STRATFORD 


WHITNEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


WILCOXSON SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


STRATFORD ACDMY-JOHNSN/HONYSPT 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


DAVID WOOSTER MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


HARRY B. FLOOD MIDDLE SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


STRATFORD 


STRATFORD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


STRATFORD 


BUNNELL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SUFFIELD 


BRIDGE STREET SCHOOL 


2 


3 


3 


3 


3 


3 


3 


3 


SUFFIELD 


A. WARD SPAULDING SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


SUFFIELD 


MCALISTER MIDDLE SCHOOL 


1 


1 


1 


1 


1 


1 


1 


1 


SUFFIELD 


SUFFIELD HIGH SCHOOL 


2 


2 


2 


2 


1 


1 


1 


2 


THOMASTON 


BLACK ROCK SCHOOL 


4 


4 


3 


2 


4 


4 


4 


1 


THOMASTON 


THOMASTON MIDDLE SCHOOL 


4 


3 


2 


2 


2 


1 


2 


3 


THOMASTON 


THOMASTON HIGH SCHOOL 


4 


3 


2 


3 


3 


3 


3 


4 


THOMPSON 


MARY R. FISHER ELEMENTARY SCH 


4 


2 


3 


3 


4 


4 


0 


4 


THOMPSON 


THOMPSON MIDDLE SCHOOL 


3 


3 


3 


2 


4 


4 


2 


4 


THOMPSON 


TOURTELLOTTE MEMORIAL HIGH SCH 


3 


3 


3 


3 


4 


4 


3 


4 


TOLLAND 


PARKER MEMORIAL SCHOOL 


1 


3 


3 


3 


3 


3 


3 


3 


TOLLAND 


TOLLAND MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


TOLLAND 


TOLLAND HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


TORRINGTON 


EAST SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


TORRINGTON 


FORBES SCHOOL 


3 


2 


3 


2 


2 


3 


3 


4 


TORRINGTON 


SOUTHWEST SCHOOL 


3 


3 


2 


2 


2 


3 


2 


2 


TORRINGTON 


TORRINGFORD SCHOOL 


2 


2 


1 


1 


2 


1 


2 


1 


TORRINGTON 


VOGEL-WETMORE 


4 


4 


4 


4 


4 


4 


4 


4 


TORRINGTON 


TORRINGTON MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


TORRINGTON 


TORRINGTON HIGH SCHOOL 


1 


2 


2 


1 


1 


2 


1 


1 


TORRINGTON 


SOUTHEAST SCHOOL 


3 


3 


3 


3 


3 


3 


0 


3 


TRUMBULL 


BOOTH HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


TRUMBULL 


MIDDLEBROOK SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


TRUMBULL 


JANE RYAN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


TRUMBULL 


DANIELS FARM SCHOOL 


3 


3 


3 


3 


3 


3 


2 


4 


TRUMBULL 


TASHUA SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


TRUMBULL 


MADISON MIDDLE SCHOOL 


2 


2 


2 


2 


3 


3 


3 


4 


TRUMBULL 


HILLCREST MIDDLE SCHOOL 


2 


3 


3 


3 


3 


3 


3 


4 


TRUMBULL 


TRUMBULL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


UNION 


UNION ELEMENTARY SCHOOL 


3 


2 


2 


2 


2 


2 


0 


3 


VERNON 


LAKE STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VERNON 


MAPLE STREET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VERNON 


NORTHEAST SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VERNON 


TALCOTTVILLE ADOLESCENT CENTER 


3 


3 


3 


3 


3 


3 


0 


3 


VERNON 


SKINNER ROAD SCHOOL 


3 


3 


3 


3 


2 


3 


3 


3 


VERNON 


CENTER ROAD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VERNON 


VERNON CENTER MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VERNON 


ROCKVILLE HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


VOLUNTOWN 


VOLUNTOWN ELEMENTARY SCHOOL 


3 


2 


2 


3 


3 


3 


3 


4 


WALLINGFORD 


MOSES Y. BEACH SCHOOL 


3 


4 


4 


3 


3 


3 


4 


4 


WALLINGFORD 


HIGHLAND SCHOOL 


3 


3 


3 


3 


2 


3 


3 


2 


WALLINGFORD 


PARKER FARMS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WALLINGFORD 


ROCK HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WALLINGFORD 


YALESVILLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WALLINGFORD 


EVARTS C. STEVENS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WALLINGFORD 


COOK HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WALLINGFORD 


POND HILL SCHOOL 


4 


4 


4 


4 


3 


2 


3 


3 


WALLINGFORD 


DAG HAMMARSKJOLD SCHOOL 


3 


3 


3 


3 


4 


3 


4 


4 


WALLINGFORD 


JAMES H. MORAN MIDDLE SCHOOL 


4 


3 


3 


3 


4 


4 


4 


4 


WALLINGFORD 


LYMAN HALL HIGH SCHOOL 


4 


4 


2 


2 


3 


3 


3 


3 


WALLINGFORD 


MARK T. SHEEHAN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WATERBURY 


BARNARD SCHOOL 


1 


1 


2 


1 


2 


3 


2 


1 


WATERBURY 


BUCKS HILL SCHOOL 


2 


2 


2 


2 


2 


2 


2 


2 
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Table 3E 



Appearance and Upkeep (10/1999): 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate: 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land- 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


WATERBURY 


BUNKER HILL SCHOOL 


4 


4 


4 


4 


4 


4 


4 


1 


WATERBURY 


H.S. CHASE SCHOOL 


2 


2 


2 


2 


2 


3 


2 


3 


WATERBURY 


WENDELL L. CROSS SCHOOL 


1 


1 


1 


1 


1 


3 


1 


1 


WATERBURY 


DRIGGS SCHOOL 


2 


1 


2 


2 


3 


3 


2 


2 


WATERBURY 


MARGARET M GENERALI ELEMENTARY 


1 


1 


1 


1 


3 


3 


1 


1 


WATERBURY 


HOPEVILLE SCHOOL 


1 


1 


1 


1 


1 


3 


2 


2 


WATERBURY 


F.J. KINGSBURY SCHOOL 


3 


3 


3 


3 


3 


3 


0 


1 


WATERBURY 


SPRAGUE SCHOOL 


1 


1 


1 


2 


2 


3 


2 


1 


WATERBURY 


B.W. TINKER SCHOOL 


2 


2 


2 


2 


2 


3 


2 


1 


WATERBURY 


WALSH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


WATERBURY 


WASHINGTON SCHOOL 


3 


2 


2 


2 


2 


3 


0 


1 


WATERBURY 


GILMARTIN SCHOOL 


2 


2 


2 


2 


2 


3 


2 


2 


WATERBURY 


CARRINGTON SCHOOL 


3 


4 


3 


3 


3 


3 


4 


2 


WATERBURY 


REGAN SCHOOL 


4 


4 


4 


3 


4 


3 


2 


3 


WATERBURY 


MARY F. ROTELLA SCHOOL 


2 


3 


2 


3 


3 


3 


2 


3 


WATERBURY 


MALONEY INTERDISTRICT MAGNET 


4 


4 


4 


4 


4 


4 


4 


4 


WATERBURY 


WOODROW WILSON SCHOOL 


3 


3 


2 


1 


3 


3 


3 


1 


WATERBURY 


MICHAEL F. WALLACE MIDDLE SCH 


3 


3 


3 


3 


2 


3 


3 


3 


WATERBURY 


WEST SIDE MIDDLE SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


WATERBURY 


NORTH END MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WATERBURY 


CROSBY HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


2 


3 


WATERBURY 


WILBY HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


WATERBURY 


JOHN F. KENNEDY HIGH SCHOOL 


3 


3 


3 


1 


3 


3 


3 


3 


WATERBURY 


STATE STREET SCHOOL 


2 


2 


4 


3 


3 


3 


3 


3 


WATERFORD 


COHANZIE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WATERFORD 


GREAT NECK ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WATERFORD 


QUAKER HILL ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WATERFORD 


SOUTHWEST ELEMENTARY SCHOOL 


3 


3 


3 


3 


4 


3 


3 


4 


WATERFORD 


OSWEGATCHIE ELEMENTARY SCHOOL 


4 


4 


4 


3 


4 


4 


0 


4 


WATERFORD 


CLARK LANE MIDDLE SCHOOL 


4 


4 


4 


3 


3 


4 


4 


4 


WATERFORD 


WATERFORD HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


WATERTOWN 


BALDWIN SCHOOL 


3 


1 


2 


2 


2 


2 


3 


1 


WATERTOWN 


FLETCHER W. JUDSON SCHOOL 


3 


2 


2 


3 


3 


2 


3 


2 


WATERTOWN 


POLK SCHOOL 


3 


2 


3 


3 


4 


4 


4 


3 


WATERTOWN 


GRIFFIN SCHOOL 


3 


1 


2 


2 


2 


2 


3 


1 


WATERTOWN 


HEMINWAY PARK SCHOOL 


3 


2 


2 


1 


2 


2 


1 


3 


WATERTOWN 


SWIFT JUNIOR HIGH SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


WATERTOWN 


WATERTOWN HIGH SCHOOL 


2 


3 


3 


3 


2 


4 


4 


3 


WESTBROOK 


DAISY INGRAHAM SCHOOL 


4 


3 


4 


4 


4 


4 


3 


3 


WESTBROOK 


WESTBROOK MIDDLE SCHOOL 


3 


2 


4 


4 


4 


4 


4 


4 


WESTBROOK 


WESTBROOK HIGH SCHOOL 


4 


3 


3 


4 


4 


4 


4 


4 


WEST HARTFORD 


BRAEBURN SCHOOL 


3 


3 


3 


3 


3 


2 


3 


3 


WEST HARTFORD 


BUGBEE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


CHARTER OAK SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


DUFFY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


MORLEY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


NORFELDT SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


WEBSTER HILL SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


WHITING LANE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WEST HARTFORD 


WOLCOTT SCHOOL 


3 


3 


3 


3 


3 


2 


3 


3 


WEST HARTFORD 


AIKEN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


SMITH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WEST HARTFORD 


KING PHILIP MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


SEDGWICK MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


CONARD HIGH SCHOOL 


4 


3 


4 


3 


4 


4 


4 


4 


WEST HARTFORD 


HALL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WEST HAVEN 


FOREST SCHOOL 


3 


2 


2 


3 


3 


2 


3 


3 


WEST HAVEN 


SETH G. HALEY SCHOOL 


3 


3 


3 


3 


4 


3 


3 


4 


WEST HAVEN 


EDITH E. MACKRILLE SCHOOL 


4 


3 


4 


4 


4 


4 


0 


4 


WEST HAVEN 


ALMA E. PAGELS SCHOOL 


4 


4 


3 


3 


4 


4 


3 


3 


WEST HAVEN 


EDGAR C. STILES SCHOOL 


2 


1 


2 


2 


2 


2 


2 


3 


WEST HAVEN 


LARENCE E. THOMPSON SCHOOL 


1 


1 


3 


2 


3 


3 


3 


3 


WEST HAVEN 


WASHINGTON SCHOOL 


3 


2 


3 


3 


3 


3 


4 


4 


WEST HAVEN 


ANNA V. MOLLOY SCHOOL 


4 


4 


3 


4 


4 


2 


3 


4 


WEST HAVEN 


SAVIN ROCK COMMUNITY SCHOOL 


4 


4 


4 


4 


4 


3 


4 


4 



Appearance and Upkeep (10/1999): 
All Schools (N = 1001) 



Table 3E 



(Rating Scale: 4 

1 



Well Above Adequate; 3 

Less than Adequate: 0 



Reasonably Adequate; 2 = Minimally Adequate; 
Not Included in Facility.) 



District 


School Name 


Building 

Facade 


Grounds 
and Land* 
scaping 


Class- 

Rooms 


Lavatories 

and 

Fountains 


Entrance 

and 

Hallways 


Lighting 

and 

Fixtures 


Cafeteria 


General 

Code 

Compliance 


WEST HAVEN 


HARRY M. BAILEY MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WEST HAVEN 


MAY V. CARRIGAN MIDDLE SCHOOL 


3 


4 


3 


3 


4 


4 


4 


4 


WEST HAVEN 


WEST HAVEN HIGH SCHOOL 


2 


3 


2 


2 


3 


2 


3 


4 


WESTON 


HURLBUTT ELEMENTARY SCHOOL 


3 


3 


3 


3 


2 


3 


3 


4 


WESTON 


WESTON MIDDLE SCHOOL 


3 


3 


2 


3 


4 


3 


4 


4 


WESTON 


WESTON HIGH SCHOOL 


4 


3 


3 


4 


3 


4 


3 


3 


WESTPORT 


COLEYTOWN ELEMENTARY SCHOOL 


3 


3 


3 


2 


2 


3 


2 


3 


WESTPORT 


KINGS HIGHWAY ELEMENTARY 


2 


2 


2 


1 


2 


3 


2 


2 


WESTPORT 


LONG LOTS SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


WESTPORT 


BEDFORD MIDDLE SCHOOL 


3 


3 


3 


4 


3 


3 


4 


3 


WESTPORT 


COLEYTOWN MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WESTPORT 


STAPLES HIGH SCHOOL 


3 


4 


3 


2 


3 


3 


3 


3 


WETHERSFIELD 


EMERSON-WILLIAMS SCHOOL 


4 


3 


3 


2 


4 


4 


3 


3 


WETHERSFIELD 


ALFRED W. HANMER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WETHERSFIELD 


CHARLES WRIGHT SCHOOL 


3 


3 


3 


3 


4 


3 


4 


4 


WETHERSFIELD 


HIGHCREST SCHOOL 


4 


4 


3 


3 


4 


3 


3 


4 


WETHERSFIELD 


WEBB KINDERGARTEN CENTER 


3 


3 


3 


3 


3 


3 


3 


3 


WETHERSFIELD 


SILAS DEANE MIDDLE SCHOOL 


3 


2 


3 


3 


3 


2 


3 


3 


WETHERSFIELD 


WETHERSFIELD HIGH SCHOOL 


4 


4 


3 


3 


4 


4 


4 


4 


WILLINGTON 


CENTER SCHOOL 


2 


2 


2 


2 


2 


2 


2 


2 


WILLINGTON 


HALL MEMORIAL SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


WILTON 


TILFORD W. MILLER SCHOOL 


4 


4 


3 


3 


2 


4 


3 


3 


WILTON 


INA E. DRISCOLL SCHOOL 


4 


4 


3 


3 


3 


4 


3 


3 


WILTON 


CIDER MILL SCHOOL 


2 


3 


2 


2 


3 


3 


2 


3 


WILTON 


MIDDLEBROOK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WILTON 


WILTON HIGH SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


WINCHESTER 


MARY P. HINSDALE SCHOOL 


3 


4 


4 


4 


4 


4 


4 


4 


WINCHESTER 


BATCHELLER ELEMENTARY SCHOOL 


3 


2 


4 


4 


3 


3 


4 


4 


WINCHESTER 


PEARSON MIDDLE SCHOOL 


4 


3 


3 


4 


4 


4 


4 


3 


WINDHAM 


NATCHAUG SCHOOL 


2 


2 


3 


3 


2 


3 


3 


3 


WINDHAM 


NORTH WINDHAM SCHOOL 


3 


3 


3 


3 


4 


3 


4 


3 


WINDHAM 


WINDHAM CENTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WINDHAM 


W.B. SWEENEY SCHOOL 


3 


3 


3 


3 


2 


3 


0 


3 


WINDHAM 


WINDHAM MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WINDHAM 


WINDHAM HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


WINDSOR 


CLOVER STREET SCHOOL 


2 


2 


3 


1 


3 


3 


1 


2 


WINDSOR 


POQUONOCK ELEMENTARY SCHOOL 


1 


2 


2 


1 


2 


1 


3 


1 


WINDSOR 


JOHN F. KENNEDY SCHOOL 


3 


3 


2 


2 


3 


2 


2 


3 


WINDSOR 


OLIVER ELLSWORTH SCHOOL 


1 


1 


2 


2 


3 


2 


3 


2 


WINDSOR 


ROGER WOLCOTT EARLY CHILD CTR. 


3 


2 


2 


2 


3 


2 


3 


4 


WINDSOR 


SAGE PARK MIDDLE SCHOOL 


4 


3 


3 


3 


4 


2 


4 


4 


WINDSOR 


WINDSOR HIGH SCHOOL 


3 


2 


1 


1 


2 


1 


2 


1 


WINDSOR LOCKS 


NORTH STREET SCHOOL 


4 


2 


4 


3 


4 


4 


3 


4 


WINDSOR LOCKS 


SOUTH ELEMENTARY SCHOOL 


4 


2 


4 


3 


4 


4 


3 


4 


WINDSOR LOCKS 


WINDSOR LOCKS MIDDLE SCHOOL 


3 


3 


4 


3 


4 


4 


3 


4 


WINDSOR LOCKS 


WINDSOR LOCKS HIGH SCHOOL 


3 


2 


3 


2 


3 


4 


3 


4 


WOLCOTT 


FRISBIE SCHOOL 


2 


3 


1 


3 


2 


3' 


3 


3 


WOLCOTT 


WAKELEE SCHOOL 


4 


3 


4 


3 


4 


4 


4 


3 


WOLCOTT 


TYRRELL SCHOOL 


2 


3 


3 


3 


3 


3 


2 


2 


WOLCOTT 


ALCOTT MIDDLE SCHOOL 


4 


4 


3 


3 


4 


4 


4 


2 


WOLCOTT 


WOLCOTT HIGH SCHOOL 


3 


3 


2 


3 


2 


1 


2 


2 


WOODBRIDGE 


BEECHER ROAD SCHOOL 


3 


3 


3 


4 


4 


3 


4 


4 


WOODSTOCK 


WOODSTOCK ELEMENTARY SCHOOL 


3 


3 


2 


3 


3 


3 


2 


1 


WOODSTOCK 


WOODSTOCK MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 1 


HOUSATONIC VALLEY REG. H.S. 


4 


4 


4 


3 


4 


4 


4 


2 


DISTRICT NO. 4 


JOHN WINTHROP JUNIOR HIGH SCH 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 4 


VALLEY REGIONAL HIGH SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


2 


2 


3 


2 


3 


2 


3 


3 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 5 


AMITY REGIONAL SENIOR HIGH SCH 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 6 


GOSHEN CENTER SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


DISTRICT NO. 6 


JAMES MORRIS SCHOOL 


3 


3 


2 


3 


3 


3 


3 


2 


DISTRICT NO. 6 


WARREN ELEMENTARY SCHOOL 


4 


4 


4 


3 


4 


4 


4 


3 


DISTRICT NO. 6 


WAMOGO REGIONAL HIGH SCHOOL 


3 


3 


2 


2 


2 


2 


2 


1 


DISTRICT NO. 7 


NORTHWESTERN REGIONAL 


3 


3 


3 


2 


3 


3 


3 


1 





Appearance and Upkeep (10/1999): 
AH Schools (N = 1001) 



Table 3E 



(Rating Scale: 


4 = Well Above Adequate; 3 = Reasonably Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility. 


2 = 

) 


Minimally 


Adequate; 
















Grounds 




Lavatories 


Entrance 


Lighting 




General 






Building i 


and Land- 


Class- 


and 


and 


and 




Code 


District 


School Name 


Facade 


scaping 


Rooms 


Fountains 


Hallways 


Fixtures 


Cafeteria 


Compliance 


DISTRICT NO. 8 


RHAM MIDDLE SCHOOL 


3 


3 


1 


3 


3 


3 


3 


1 


DISTRICT NO. 8 


RHAM HIGH SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


DISTRICT NO. 9 


JOEL BARLOW HIGH SCHOOL 


4 


4 


2 


2 


3 


2 


2 


4 


DISTRICT NO. 10 


LAKE GARDA ELEMENTARY SCHOOL 


4 


4 


3 


3 


4 


3 


4 


3 


DISTRICT NO. 10 


HARWINTON CONSOLIDATED SCHOOL 


4 


4 


4 


3 


4 


3 


4 


3 


DISTRICT NO. 10 


HAR-BUR MIDDLE SCHOOL 


4 


4 


4 


3 


4 


4 


4 


3 


DISTRICT NO. 10 


LEWIS S. MILLS HIGH SCHOOL 


4 


4 


4 


2 


4 


3 


4 


3 


DISTRICT NO. 11 


PARISH HILL HIGH SCHOOL 


3 


3 


2 


3 


2 


2 


3 


3 


DISTRICT NO. 12 


THE BURNHAM SCHOOL 


3 


3 


2 


3 


2 


3 


0 


3 


DISTRICT NO. 12 


BOOTH FREE SCHOOL 


3 


2 


3 


1 


4 


3 


0 


3 


DISTRICT NO. 12 


WASHINGTON PRIMARY SCHOOL 


3 


3 


3 


2 


3 


3 


3 


3 


DISTRICT NO. 12 


SHEPAUG VALLEY MIDDLE SCHOOL 


4 


2 


3 


3 


4 


3 


4 


4 


DISTRICT NO. 12 


SHEPAUG VALLEY HIGH SCHOOL 


4 


2 


3 


3 


4 


3 


4 


4 


DISTRICT NO. 13 


FREDERICK BREWSTER SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 13 


FRANCIS E. KORN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 13 


MIDDLEFIELD MEMORIAL SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 13 


JOHN LYMAN SCHOOL 


4 


4 


4 


3 


4 


4 


4 


4 


DISTRICT NO. 13 


FRANK WARD STRONG SCHOOL 


1 


2 


1 


1 


2 


1 


1 


2 


DISTRICT NO. 13 


COGINCHAUG REGIONAL HIGH SCH 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 14 


BETHLEHEM ELEMENTARY SCHOOL 


4 


4 


3 


4 


3 


2 


4 


4 


DISTRICT NO. 14 


MITCHELL ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 14 


WOODBURY MIDDLE SCHOOL 


2 


2 


1 


2 


2 


2 


1 


3 


DISTRICT NO. 14 


NONNEWAUG HIGH SCHOOL 


3 


2 


3 


2 


3 


3 


3 


3 


DISTRICT NO. 15 


GAINFIELD ELEMENTARY SCHOOL 


4 


4 


3 


3 


3 


3 


3 


2 


DISTRICT NO. 15 


POMPERAUG SCHOOL 


4 


4 


3 


3 


3 


4 


3 


3 


DISTRICT NO. 15 


MIDDLEBURY ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 15 


LONG MEADOW ELEMENTARY 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 15 


ROCHAMBEAU MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 15 


MEMORIAL MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


DISTRICT NO. 15 


POMPERAUG REGIONAL HIGH SCHOOL 


4 


3 


3 


3 


3 


3 


4 


4 


DISTRICT NO. 16 


LAUREL LEDGE SCHOOL 


4 


4 


3 


4 


4 


3 


3 


3 


DISTRICT NO. 16 


COMMUNITY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


4 


DISTRICT NO. 16 


ALGONQUIN SCHOOL 


3 


3 


2 


3 


2 


2 


2 


1 


DISTRICT NO. 16 


LONG RIVER MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 17 


HADDAM ELEMENTARY SCHOOL 


3 


2 


3 


3 


3 


3 


3 


2 


DISTRICT NO, 17 


BURR DISTRICT ELEMENTARY 


3 


3 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 17 


KILLINGWORTH ELEMENTARY SCHOOL 


2 


3 


3 


2 


3 


3 


3 


2 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH MIDDLE 


3 


2 


2 


2 


2 


2 


3 


2 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH HIGH 


4 


3 


2 


2 


3 


3 


4 


2 


DISTRICT NO. 18 


LYME CONSOLIDATED SCHOOL 


3 


3 


2 


2 


3 


2 


3 


1 


DISTRICT NO. 18 


MILE CREEK SCHOOL 


4 


2 


2 


2 


4 


4 


3 


4 


DISTRICT NO. 18 


CENTER SCHOOL 


1 


2 


1 


1 


2 


2 


2 


1 


DISTRICT NO. 18 


LYME-OLD LYME MIDDLE SCHOOL 


2 


3 


2 


2 


2 


2 


2 


2 


DISTRICT NO. 18 


LYME-OLD LYME HIGH SCHOOL 


2 


2 


2 


3 


4 


2 


4 


2 


DISTRICT NO. 19 


E. 0. SMITH HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


2 


3 


CREC 


E HARTFORD/GLASTONBURY MAGNET 


3 


3 


3 


3 


3 


3 


3 


2 


CREC 


POLARIS CENTER 


2 


2 


1 


2 


2 


2 


2 


2 


CREC 


GRTR HTFD ACAD 4 PRFRMING ARTS 


3 


2 


2 


3 


3 


3 


0 


4 


CREC 


RIVER STREET SCHOOL 


4 


3 


3 


4 


4 


4 


4 


4 


CREC 


SOUNDBRIDGE 


4 


4 


3 


4 


4 


4 


0 


4 


ED CONNECTION 


EDUCATION CONNECTION 


3 


3 


3 


2 


2 


3 


3 


3 


CES 


SIX-SIX MAGNET SCHOOL 


4 


3 


3 


3 


4 


3 


4 


4 


CES 


ADMIN/LRNG-REG.SPEC.ED.CENTER 


4 


4 


4 


4 


4 


4 


4 


4 


ACES 


MAGNET WINTERGREEN INTERDISTRI 


2 


2 


2 


2 


2 


2 


2 


2 


ACES 


ARISE 


2 


2 


3 


3 


3 


3 


2 


3 


ACES 


LITTLE THEATER 


3 


3 


3 


3 


3 


3 


0 


3 


ACES 


VILLAGE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


ACES 


MILL ROAD SCHOOL 


3 


3 


3 


2 


3 


2 


3 


2 


ACES 


ECA 


3 


3 


3 


2 


2 


2 


0 


1 


ACES 


BUILDING 3 


3 


3 


3 


3 


3 


3 


3 


3 


ACES 


BUILDINGS 1 & 2 


3 


3 


2 


2 


3 


3 


3 


2 


LEARN 


MULTICULTURAL MAGNET SCHOOL 


3 


3 


2 


3 


3 


3 


0 


3 


EASTCONN 


EASTCONN ELEMENTARY 


4 


4 


4 


4 


4 


4 


0 


4 


EASTCONN 


EASTCONN SECONDARY 


4 


4 


4 


4 


4 


4 


0 


4 


INTEGRATED DAY CHARTER SCHOOL 


2 


3 


3 


3 


3 


3 


3 


3 
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and 
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Lighting 
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Cafeteria 
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Compliance 


NEW LONDON/INTER DIST ARTS/COM 


3 


3 


1 


3 


2 


3 


2 


3 


NEW HAVENA/ILLAGE ACADEMY 


4 


4 


4 


4 


4 


4 


4 


4 


COMMON GROUND HIGH 




4 


3 


4 


4 


4 


4 


0 


4 


BRIDGE ACADEMY 




3 


3 


3 


3 


3 


3 


3 


3 


SIDE BY SIDE COM (CHARTER) 


4 


3 


3 


3 


3 


2 


0 


3 


ANCESTORS COMMUNITY CHARTER HS 


1 


1 


3 


2 


2 


3 


2 


3 


EXPLORATIONS CHARTER SCHOOL 


2 


3 


3 


2 


3 


2 


0 


1 


V-T SCHOOL SYSTEM 


BULLARD-HAVENS V-T SCHOOL 


2 


3 


3 


2 


3 


2 


3 


2 


V-T SCHOOL SYSTEM 


HENRY ABBOTT V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


H.H. ELLIS V-T SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


ELI WHITNEY V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


A.I. PRINCE V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


HOWELL CHENEY V-T SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


H.C. WILCOX V-T SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


VINAL V-T SCHOOL 


4 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


E.C. GOODWIN V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


NORWICH V-T SCHOOL 


3 


3 


3 


3 


3 


.3 


3 


2 


V-T SCHOOL SYSTEM 


J.M. WRIGHT V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


OLIVER WOLCOTT V-T SCHOOL 


4 


4 


4 


3 


4 


4 


4 


3 


V-T SCHOOL SYSTEM 


W.F. KAYNOR V-T SCHOOL 


3 


3 


3 


2 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


WINDHAM V-T SCHOOL 


4 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


EMMETT O'BRIEN V-T SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


PLATT V-T SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


ELLA T. GRASSO SOUTHEASTERN 


3 


3 


3 


3 


3 


3 


3 


2 


GILBERT ACADEMY 




3 


2 


2 


2 


3 


3 


3 


1 


WOODSTOCK ACADEMY 




4 


3 


3 


3 


4 


4 


3 


4 



BEST COPY AVAILABLE 



er|c 
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Section 4 
Service Systems 



This section of the survey requires school districts to evaluate eight building features grouped 
under the general heading of service systems. These included internal communications, 
technology infrastructure, air conditioning, heating, interior lighting, exterior lighting, roadways 
and walks, and plumbing/lavatories. A summary of the responses to these eight items appears 
in Table 4A. 

Service systems did not rate as high as appearance and upkeep items in general, but did show 
more improvement over the prior year. Items rated reasonably adequate or better increased 
from 55 percent to 58 percent of all responses. Although all items showed some improvement, 
technology infrastructure improved significantly. In 1999, 45.2 percent of facilities report 
reasonably adequate or better technology infrastructure, up from 37.3 percent in 1998. In the 
prior report, 370 schools reported this item to be less than adequate; this year 316. The release 
of the 1999 technology grant funds in June and the increase in school renovations should 
produce more improvement in this area over the next year or two. 

Reasonably Adequate was the most common response for building service systems (42.2 
percent) except for air conditioning which is not present in 58.4 percent of schools. Minimal 
adequacy was the second most common rating (23 percent of all responses), with the balance 
of responses fairly evenly split among the other three ratings. 

Tables 4B and 4C summarize district responses for this group of survey items by ERG. While 
nearly three-fifths (58 percent) of all schools reported a majority of service systems to be 
reasonably adequate or better, ERG I (40.8 percent) is again a notable exception. ERG C is 
also low with 49.0 percent of its schools in this category. On the positive side, ERG I schools 
reported fewer schools with a multitude of systems deficiencies that was the case in 1998. 

The individual item tables (Table 4D (1-8)) on pages 53-60 again tend to exhibit a comparable 
pattern regardless of the facility grade range, although secondary schools do show a little 
advantage in the areas of technology infrastructure and air conditioning. School-by-school 
detail is provided in Table 4E. 
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10/1999 


Condition of Facilities: Building Service Systems 
Summary of Responses by Survey Item 
Total Schools (N = 1001) 


Table 4A 


Number and Percentage of Schools Reporting a Building Feature to Be: 


Well Above 
Adequate 


Reasonably 

Adequate 


Minimally 

Adequate 


Less Than 
Adequate 


Not Included 
in Facility 


Survey Item Description: 


# 


% 


# 


% 


# 


% 


# 


% 


# 


% 


Internal Communications 


185 


18.5% 


433 


43.3% 


241 


24.1% 


125 


12.5% 


17 


1.7% 


Technology Infrastructure 


167 


16.7% 


285 


28.5% 


233 


23.3% 


166 


16.6% 


150 


15.0% 


Air Conditioning 


57 


5.7% 


108 


10.8% 


123 


12.3% 


128 


12.8% 


585 


58.4% 


Heating 


132 


13.2% 


513 


51.2% 


287 


28.7% 


68 


6.8% 


1 


0.1% 


Interior Lighting 


266 


26.6% 


543 


54.2% 


160 


16.0% 


32 


3.2% 


0 


0.0% 


Exterior Lighting 


144 


14.4% 


494 


49.4% 


272 


27.2% 


91 


9.1% 


0 


0.0% 


Roadways and Walks 


189 


18.9% 


485 


48.5% 


228 


22.8% 


99 


9.9% 


0 


0.0% 


Plumbing/Lavatories 


125 


12.5% 


522 


52.1% 


276 


27.6% 


78 


7.8% 


0 


0.0% 


Total Responses 


1265 


15.8% 


3383 


42.2% 


1820 


22.7% 


787 


9.8% 


753 


9.4% 



10/1999 



Condition of Faciiities: Building Service Systems 
Summary of Items Rated Reasonably Adequate 
Or Better by Education Reference Group (ERG) 



Table 4B 



Education 



Count of Schools Based on Number of Items Rated Reasonably Adequate or Better 



Group 

(ERG) 


Total 

Schools 


8 of 
8 Items 


7 of 
8 Items 


6 of 
8 Items 


5 of 
8 Items 


4 of 
8 Items 


3 of 
8 Items 


2 of 
8 Items 


1 of 
8 Items 


0 of 
8 Items 


adequate/better 


Schools 


% 


A 


50 


6 


14 


6 


8 


4 


3 


7 


0 


2 


34 


68.0% 


B 


132 


13 


48 


27 


20 


7 


7 


5 


3 


2 


108 


81.8% 


C 


104 


6 


10 


19 


16 


14 


9 


14 


5 


11 


51 


49.0% 


D 


120 


9 


19 


16 


19 


7 


14 


14 


12 


10 


63 


52.5% 


E 


45 


5 


3 


8 


11 


6 


2 


4 


4 


2 


27 


60.0% 


F 


143 


4 


20 


38 


26 


21 


9 


8 


11 


6 


88 


61.5% 


G 


54 


8 


11 


8 


7 


5 


6 


5 


3 


1 


34 


63.0% 


H 


152 


8 


19 


34 


25 


13 


20 


16 


8 


9 


86 


56.6% 


1 


169 


14 


23 


19 


13 


22 


23 


25 


21 


9 


69 


40.8% 


VTSch. 


17 


0 


2 


10 


4 


0 


0 


1 


0 


0 


16 


94.1% 


Total 

Schools 


986 


73 


169 


185 


149 


99 


93 


99 


67 


52 


576 


58.4% 


Percent of 
Total 
Schools 


100% 


7% 


17% 


19% 


15% 


10% 


9% 


10% 


7% 


5% 




Cumulative 

Percent 




7% 


25% 


43% 


58% 


68% 


78% 


88% 


95% 


100% 




10/1999 


Condition of Facilities: Building Service Systems 
Summary of Items Rated Less Than Adequate 
Or Missing by Education Reference Group(ERG) 




Table 4C 



At least 5 features rated 







At least 5 
features rated 
less than 
adequate 


At least 2 
features rated 
less than 
adequate 


Education 

Reference 

Group 

(ERG) 


Total 

Schools 


Count of Schools Based on Number of Items Rated Less Than Adequate or Missing 


8 of 
8 Items 


7 of 
8 Items 


6 of 
8 Items 


5 of 
8 Items 


4 of 
8 Items 


3 of 
8 Items 


2 of 
8 Items 


1 of 
8 Items 


0 of 
8 Items 


Schools 


% 


Schools 


% 


A 


50 


0 


0 


0 


0 


4 


3 


7 


23 


13 


0 


0.0% 


14 


28.0% 


B 


132 


0 


0 


0 


1 


1 


6 


18 


73 


33 


1 


0.8% 


26 


19.7% 


C 


104 


1 


1 


4 


4 


6 


10 


22 


39 


17 


10 


9.6% 


48 


46.2% 


D 


120 


2 


3 


0 


6 


5 


15 


26 


33 


30 


11 


9.2% 


57 


47.5% 


E 


45 


0 


1 


0 


1 


1 


1 


14 


14 


13 


2 


4.4% 


18 


40.0% 


F 


143 


0 


1 


2 


1 


3 


16 


33 


67 


20 


4 


2.8% 


56 


39.2% 


G 


54 


0 


0 


1 


1 


2 


2 


5 


18 


25 


2 


3.7% 


11 


20.4% 


H 


152 


0 


0 


1 


4 


5 


21 


42 


50 


29 


5 


3.3% 


73 


48.0% 


1 


169 


1 


2 


9 


4 


8 


22 


30 


66 


27 


16 


9.5% 


76 


45.0% 


VTSch. 


17 


0 


0 


0 


0 


0 


0 


15 


2 


0 


0 


0.0% 


15 


88.2% 


Total 

Schools 


986 


4 


8 


17 


22 


35 


96 


212 


385 


207 


51 


5.2% 


394 


40.0% 


Percent of 
Total 
Schools 


100% 


0% 


1% 


2% 


2% 


4% 


10% 


22% 


39% 


21% 




Cumulative 

Percent 




0% 


1% 


3% 


5% 


9% 


18% 


40% 


79% 


100% 
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10/1999 

Internal Communications: 



Table 4D (1) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The facility has an intercom system enabling communication with all academic and administrative areas of the school 
Individually and collectively. All classrooms have capacity to communicate with the principal's office and have access to an outside 
telephone line. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


9 


2 


5 


16 


1 Less than adequate 


88 


12 


24 


124 


2 Minimally adequate 


156 


36 


45 


237 


3 Reasonably adequate 


277 


79 


73 


429 


4 Well above adequate 


118 


37 


29 


184 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 
Internal Communications 


15.0% 


8.4% 


16.5% 


14.1% 


AM system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Internal Communications 


61.0% 


69.9% 


58.0% 


61.9% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 



} Elementary Schools | 




Score Distribution with Number of Schools 



Number of Schools = 648 



I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 166 



I High Schools | 




Score Distribution with Number of Schools 



Number of Schools = 176 



[ All Schools 




Score Distribution with Number of Schools 



Number of Schools - 990 
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10/1999 



Table 4D (2> 



Technology Infrastructure: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Basic voice, video and data transmission cabling system and devices connecting all program areas, all classrooms and 
school administration with adequate power available. Integrated system also includes clock, bell, paging and media control/retrieval. 
Can also include wireless systems for portable computing. (Differs from survey item #18, Educational Technology, which is focused 
more on the use of hardware/soflware/electronic communications In the classroom.) 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


102 


14 


32 


148 


1 Less than adequate 


110 


29 


23 


162 


2 Minimally adequate 


148 


42 


42 


232 


3 Reasonably adequate 


193 


42 


47 


282 


4 Well above adequate 


95 


39 


32 


166 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Technology Infrastructure 


32.7% 


25.9% 


31.3% 


31.3% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Technology Infrastructure 


44.4% 


48.8% 


44.9% 


45.3% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 



I Elementary Schools! 




Score Distribution with Number of Schools 
Number of Schools = 648 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 176 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 166 



I All Schools I 




Score Distribution with Number of Schools 
Number of Schools ~ 990 
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10/1999 



Table 4D (3) 

Air Conditioning: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

All instructional and student support service areas are air conditioned, as well as administrative areas. System works to keep 
the building comfortable throughout the cooling season. (If only administrative offices are air conditioned, this category 
should be responded to with a ‘0’.) 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


420 


86 


74 


580 


1 Less than adequate 


80 


19 


28 


127 


2 Minimally adequate 


65 


23 


34 


122 


3 Reasonably adequate 


52 


28 


26 


106 


4 Well above adequate 


31 


10 


14 


55 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Air Conditioning 


77.2% 


63.3% 


58.0% 


71.4% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Air Conditioning 


12.8% 


22.9% 


22.7% 


16.3% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 
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10/1999 



Table 4D (4) 



Heating: 

Districts were asked to rate each Item on a scale of 0 to 4 as described In the summary table below. The survey Instructions 
Included the following description of a facility that can be considered for a rating of 4. 

Fully operational heating system with zoned controls that allow for regulation In each classroom and office area. System 
works to keep the building comfortable throughout the heating season. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


1 


0 


0 


1 


1 Less than adequate 


38 


18 


12 


68 


2 Minimally adequate 


177 


41 


65 


283 


3 Reasonably adequate 


352 


80 


76 


508 


4 Well above adequate 


80 


27 


23 


130 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Heating 


6.0% 


10.8% 


6.8% 


7.0% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Heating 


66.7% 


64.5% 


56.3% 


64.4% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 



I Elementary Schools | 




Score Distribution with Number of Schools 



Number of Schools - 648 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 176 



90% 

80% 

70% 

(A 

O 60% 
o 

JC 

(A 50% 

*s 

c 40% 

<L> 

« 30% 

CL 

20% 

10% 

0 % 

0 12 3 4 

Score Distribution with Number of Scho ols 
Number of Schools = 166 



Middle Schools 




I All Schools I 




Score Distribution with Number of Schools 
Number of Schools - 990 
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Table 4P (5) 



Interior Lighting: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

All instructional areas are well lit with an appropriate combination of natural and artificial light. All hallway, lavatory 
and other common areas have appropriate lighting that is consistently in working order. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


24 


4 


3 


31 


2 Minimally adequate 


100 


31 


27 


158 


3 Reasonably adequate 


361 


76 


101 


538 


4 Well above adequate 


163 


55 


45 


263 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 


Interior Lighting 


3.7% 


2.4% 


1.7% 


3,1% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Interior Lighting 


80.9% 


78.9% 


83.0% 


80.9% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 



I Elementary Schools | 




Number of Schools = 648 



I High Schools | 



Score Distribution with Number of Schools 



Score Distribution with Number of Schools 



Number of Schools = 176 




90% 

80% 

70% 

(A 

O 60% 

O 

.c 

w 50% 
o 

^ 40% 
u 

« 30% 
20 % 
10 % 
0 % 



I Middle Schools | 






1 2 3 
Score Distribution with Number of Schools 



Number of Schools = 166 



I All Schools 




Score Distribution with Number of Schools 



Number of Schools = 990 



ERIC 
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10/1999 



Table 4D (6) 



Exterior Lighting: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Exterior facade, walkways, roadways and parking areas have proper lighting that provides complete coverage of these 
areas for nighttime use. There are no dark or unlit areas around the perimeter of the building. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


71 


12 


7 


90 


2 Minimally adequate 


177 


41 


50 


268 


3 Reasonably adequate 


318 


80 


92 


490 


4 Well above adequate 


82 


33 


27 


142 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1: 


Exterior Lighting 


11.0% 


7.2% 


4.0% 


9.1% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Exterior Lighting 


61 .7% 


68.1% 


67.6% 


63.8% 


All system Items 


57.5% 


61.2% 


57.5% 


58.1% 




I Middle Schools \ 




1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 166 



I All Schools I 




0 12 3 

Score Distribution with Number of Schools 



Number of Schools = 990 



O 

ERIC 
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10/1999 



Table 4D (7> 



Roadways and Walks: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

All walks and paved areas are free of potholes and caved-in areas, are properly marked for traffic control and pedestrian’s 
safety, and are graded for handicapped accessibility. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


72 


16 


9 


97 


2 Minimally adequate 


143 


32 


50 


225 


3 Reasonably adequate 


319 


81 


82 


482 


4 Well above adequate 


114 


37 


35 


186 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 
Roadways and Walks 


11.1% 


9.6% 


5.1% 


9.8% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Roadways and Walks 


66.8% 


71.1% 


66.5% 


67.5% 


All system items 


57.5% 


61.2% 


57.5% 


58.1% 



I Elementary SchoolT] 




Score Distribution with Number of Schools 
Number of Schools = 643 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 176 



I Middle Schools | 



90% 

80% 

70% 

60% 

50% 

40% 

30% 

20 % 

10 % 

0% 

0 12 3 4 

Score Distribution with Number of Scho ols 
Number of Schools = 166 




I AHSchoois~| 




Score Distribution with Number of Schools 



Number of Schools = 990 
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10/1999 



Table 4D (8) 



Plumbing/Lavatories: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Plumbing Is up to modern standards throughout the building with sufficient lavatories for students and staff, shower 

facilities in the locker rooms, sinks as needed in specialty classrooms, kitchen areas, drinking fountains, maintenance areas including 

external water supply fixtures. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


50 


14 


13 


77 


2 Minimally adequate 


174 


43 


56 


273 


3 Reasonably adequate 


351 


81 


86 


518 


4 Well above adequate 


73 


28 


21 


122 


Total responses 


648 


166 


176 


990 


Percent of responses rated 0 or 1 : 


Plumbing/Lavatories 


7.7% 


8.4% 


7.4% 


7.8% 


All system items 


20.5% 


17.0% 


16.3% 


19.2% 


Percent of responses rated 3 or 4: 


Plumbing/Lavatories 


65.4% 


65.7% 


60.8% 


64.6% 


All system items 


57.5% 


61 .2% 


57.5% 


58.1% 



I Elementary Schoolsl 




Score Distribution with Number of Schoois 
Number of Schools = 648 



I nigh Schoois^ 




Score Distribution with Number of Schoois 
Number of Schools =176 



I Middle Schools | 




Number of Schools = 166 



Score Distribution with Number of Schools 



I All Schoois 




Number of Schools = 990 



Score Distribution with Number of Schoois 



o 
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Service.Systems (10/1999): 
All Schools (N = 1001) 










Table4E 


(Rating Scale: 


4 = Well Above Adequate; 
1 = Less than Adequate; 


3 = Reasonably Adequate; 2 
0 = Not Included in Facility.) 


= Minimally Adequate; 








District 


School Name 


Tech- 

Internal nology 

Commu- Infra- 

nicatlons structure 


Air 

Condi- Interior 

tioning Heating Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 



ANDOVER 


ANDOVER ELEMENTARY SCHOOL 


3 


2 


0 


1 


2 


2 


2 


2 


ANSONIA 


LINCOLN-HAYES SCHOOL 


1 


0 


0 


2 


2 


1 


1 


1 


ANSONIA 


MEAD SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


ANSONIA 


PECK SCHOOL 


1 


1 


0 


2 


3 


1 


2 


2 


ANSONIA 


WILLIS SCHOOL 


1 


0 


0 


3 


3 


2 


2 


2 


ANSONIA 


ANSONIA MIDDLE SCHOOL 


3 


4 


4 


3 


4 


2 


2 


2 


ANSONIA 


ANSONIA HIGH SCHOOL 


1 


2 


0 


2 


4 


2 


3 


2 


ASHFORD 


ASHFORD SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


AVON 


ROARING BROOK SCHOOL 


4 


2 


3 


3 


4 


4 


4 


4 


AVON 


PINE GROVE SCHOOL 


3 


2 


3 


3 


4 


4 


4 


4 


AVON 


AVON MIDDLE SCHOOL 


2 


2 


3 


3 


3 


3 


3 


3 


AVON 


AVON HIGH SCHOOL 


3 


3 


4 


4 


4 


4 


4 


4 


BARKHAMSTED 


BARKHAMSTED ELEMENTARY 


2 


3 


0 


3 


3 


3 


3 


3 


BERLIN 


RICHARD D. HUBBARD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BERLIN 


EMMA HART WILLARD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BERLIN 


MARY E. GRISWOLD SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BERLIN 


CATHERINE M. MCGEE MIDDLE 


3 


3 


3 


3 


3 


2 


4 


3 


BERLIN 


BERLIN HIGH SCHOOL 


2 


1 


2 


2 


3 


2 


2 


2 


BETHANY 


BETHANY COMMUNITY SCHOOL 


4 


4 


2 


4 


4 


4 


4 


3 


BETHEL 


FRANK A. BERRY SCHOOL 


2 


1 


0 


2 


2 


2 


2 


1 


BETHEL 


ANNA H. ROCKWELL SCHOOL 


3 


1 


0 


3 


3 


3 


3 


3 


BETHEL 


RALPH M.T. JOHNSON SCHOOL 


2 


3 


0 


3 


4 


3 


4 


3 


BETHEL 


BETHEL MIDDLE SCHOOL 


3 


3 


2 


1 


4 


3 


3 


4 


BETHEL 


BETHEL HIGH SCHOOL 


2 


2 


2 


2 


2 


2 


3 


2 


BLOOMFIELD 


J.P. VINCENT SCHOOL 


2 


2 


3 


3 


4 


4 


2 


3 


BLOOMFIELD 


METACOMET SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BLOOMFIELD 


LAUREL SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BLOOMFIELD 


CARMEN ARACE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


BLOOMFIELD 


BLOOMFIELD HIGH SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


BOLTON 


BOLTON CENTER SCHOOL 


3 


2 


1 


3 


3 


3 


2 


3 


BOLTON 


BOLTON HIGH SCHOOL 


4 


3 


1 


2 


3 


2 


4 


2 


BOZRAH 


FIELDS MEMORIAL SCHOOL 


4 


4 


1 


4 


4 


4 


4 


4 


BRANFORD 


MARY T. MURPHY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRANFORD 


MARY R. TISKO SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


BRANFORD 


JOHN B. SLINEY SCHOOL 


3 


3 


0 


2 


2 


2 


2 


2 


BRANFORD 


FRANCIS WALSH INTERMEDIATE 


3 


3 


1 


1 


1 


2 


2 


2 


BRANFORD 


BRANFORD HIGH SCHOOL 


1 


0 


0 


■ 2 


2 


4 


4 


4 


BRIDGEPORT 


BARNUM SCHOOL 


3 


3 


0 


2 


3 


2 


3 


2 


BRIDGEPORT 


BEARDSLEY SCHOOL 


3 


3 


0 


2 


3 


2 


2 


2 


BRIDGEPORT 


BLACK ROCK SCHOOL 


3 


3 


0 


3 


4 


3 


3 


3 


BRIDGEPORT 


BRYANT SCHOOL 


4 


3 


0 


4 


4 


4 


4 


4 


BRIDGEPORT 


COLUMBUS SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


EDISON SCHOOL 


2 


3 


0 


2 


2 


2 


3 


2 


BRIDGEPORT 


GARFIELD SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


LUIS MUNOZ MARIN SCHOOL 


3 


3 


4 


4 


4 


4 


4 


4 


BRIDGEPORT 


HALL SCHOOL 


2 


3 


0 


2 


2 


2 


3 


2 


BRIDGEPORT 


HALLE N SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


HOOKER SCHOOL 


3 


3 


0 


3 


2 


2 


3 


3 


BRIDGEPORT 


HOWE SCHOOL 


3 


3 


0 


2 


2 


2 


3 


3 


BRIDGEPORT 


PARK CITY MAGNET SCHOOL 


3 


3 


0 


3 


3 


2 


4 


3 


BRIDGEPORT 


LONGFELLOW SCHOOL 


3 


3 


0 


3 


4 


3 


4 


3 


BRIDGEPORT 


MADISON SCHOOL 


3 


3 


0 


2 


2 


2 


3 


2 


BRIDGEPORT 


MAPLEWOOD SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


MCKINLEY SCHOOL 


3 


3 


0 


3 


3 


2 


3 


3 


BRIDGEPORT 


NEWFIELD SCHOOL 


2 


3 


0 


2 


3 


2 


2 


1 


BRIDGEPORT 


READ SCHOOL 


3 


3 


0 


3 


3 


2 


3 


3 


BRIDGEPORT 


ROOSEVELT SCHOOL 


3 


3 


2 


3 


3 


3 


3 


3 


BRIDGEPORT 


WALTERSVILLE SCHOOL 


3 


3 


0 


3 


3 


2 


3 


3 


BRIDGEPORT 


WEBSTER SCHOOL 


3 


3 


0 


2 


3 


2 


3 


2 


BRIDGEPORT 


WINTHROP SCHOOL 


3 


2 


0 


3 


3 


2 


3 


3 


BRIDGEPORT 


CROSS SCHOOL 


3 


3 


0 


3 


3 


2 


2 


3 


BRIDGEPORT 


BLACKHAM SCHOOL ( 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


DUNBAR SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


BRIDGEPORT 


CURIALE SCHOOL 


3 


3 


4 


3 


3 


3 


3 


3 


BRIDGEPORT 


SKANE CENTER 


3 


3 


0 


3 


3 


3 


3 


3 
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Service Systems (-10/1 999)r - - - Table-4E 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate: 2 = Minimally Adequate: 



District 


1 = Less than Adequate: 0 = Not Included in Facility.) 

Tech* 

Internal nology 

Commu- Infra- 

Schooi Name nications structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


BRIDGEPORT 


HIGH HORIZONS MAGNET SCHOOL 


3 


3 


4 


3 


3 


3 


3 


3 


BRIDGEPORT 


MULTICULTURAL MAGNET SCHOOL 


3 


3 


4 


3 


3 


3 


3 


3 


BRIDGEPORT 


BASSICK HIGH SCHOOL 


3 


3 


0 


2 


3 


2 


3 


3 


BRIDGEPORT 


CENTRAL HIGH SCHOOL 


3 


3 


1 


2 


4 


4 


4 


3 


BRIDGEPORT 


HARDING HIGH SCHOOL 


3 


3 


0 


2 


3 


2 


3 


3 


BRISTOL 


CLARENCE A. BINGHAM SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


EDGEWOOD SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


GREENE-HILLS SCHOOL 


1 


0 


1 


2 


3 


3 


3 


2 


BRISTOL 


JOHN J. JENNINGS SCHOOL 


2 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


CLARA T. O’CONNELL SCHOOL 


1 


0 


0 


2 


3 


2 


3 


3 


BRISTOL 


SOUTH SIDE SCHOOL 


3 


0 


3 


3 


3 


3 


3 


3 


BRISTOL 


STAFFORD SCHOOL 


3 


1 


0 


2 


2 


2 


3 


2 


BRISTOL 


ELLEN P. HUBBELL SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


MOUNTAIN VIEW SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


IVY DRIVE SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


CHIPPENS HILL MIDDLE SCHOOL 


4 


2 


0 


4 


4 


4 


4 


4 


BRISTOL 


NORTHEAST MIDDLE SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


BRISTOL 


MEMORIAL BLVD MIDDLE SCHOOL 


3 


0 


0 


3 


2 


1 


3 


2 


BRISTOL 


BRISTOL CENTRAL HIGH SCHOOL 


2 


1 


0 


2 


2 


2 


3 


2 


BRISTOL 


BRISTOL EASTERN HIGH SCHOOL 


2 


0" 


0 


2 


1 


2 


3 


2 


BROOKFIELD 


CENTER ELEMENTARY SCHOOL 


4 


1 


0 


3 


3 


4 


4 


1 


BROOKFIELD 


HUCKLEBERRY HILL ELEMENTARY SC 


3 


1 


0 


2 


3 


3 


2 


2 


BROOKFIELD 


WHISCONIER MIDDLE SCHOOL 


3 


0 


3 


3 


3 


3 


3 


3 


BROOKFIELD 


BROOKFIELD HIGH SCHOOL 


2 


0 


0 


3 


3 


2 


2 


3 


BROOKLYN 


BROOKLYN ELEMENTARY SCHOOL 


4 


4 


3 


4 


4 


\ 4 


4 


4 


BROOKLYN 


BROOKLYN MIDDLE SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


CANAAN 


LEE H KELLOGG SCHOOL 


4 


0 


0 


2 


2 


2 


2 


2 


CANTERBURY 


CANTERBURY ELEMENTARY SCHOOL 


3 


2 


0 


2 


2 


1 


2 


2 


CANTERBURY 


DR. HELEN BALDWIN MIDDLE SCH 


1 


2 


1 


1 


1 


1 


1 


1 


CANTON 


CHERRY BROOK SCHOOL 


3 


3 


1 


4 


4 


3 


4 


4 


CANTON 


CANTON INTERMEDIATE SCHOOL 


2 


1 


1 


2 


3 


3 


3 


2 


CANTON 


CANTON JR SR HIGH SCHOOL 


3 


1 


1 


3 


3 


3 


3 


3 


CHAPLIN 


CHAPLIN ELEMENTARY SCHOOL 


4 


2 


1 


3 


4 


3 


3 


3 


CHESHIRE 


CHAPMAN SCHOOL 


4 


4 


0 


3 


4 


3 


2 


3 


CHESHIRE 


DARCEY SCHOOL 


3 


1 


1 


4 


3 


2 


4 


3 


CHESHIRE 


HIGHLAND SCHOOL 


4 


4 


2 


2 


3 


3 


3 


3 


CHESHIRE 


NORTON SCHOOL 


4 


4 


1 


3 


4 


4 


3 


3 


CHESHIRE 


DOOLITTLE SCHOOL 


4 


4 


• 1 


3 


4 


4 


4 


4 


CHESHIRE 


DODD MIDDLE SCHOOL 


4 


4 


1 


3 


4 


3 


3 


3 


CHESHIRE 


CHESHIRE HIGH SCHOOL 


4 


4 


0 


2 


3 


3 


3 


2 


CHESHIRE 


HUMISTON SCHOOL 


0 


1 


0 


2 


3 


2 


3 


2 


CHESTER 


CHESTER ELEMENTARY SCHOOL 


2 


1 


1 


3 


3 


3 


3 


3 


CLINTON 


ABRAHAM PIERSON SCHOOL 


4 


2 


0 


4 


4 


4 


4 


2 


CLINTON 


LEWIN G. JOEL JR. SCHOOL 


3 


1 


0 


3 


4 


3 


3 


3 


CLINTON 


JARED ELIOT SCHOOL 


4 


4 


1 


2 


4 


3 


3 


3 


CLINTON 


THE MORGAN SCHOOL 


3 


3 


1 


2 


4 


4 


4 


3 


COLCHESTER 


JACK JACKTER ELEMENTARY 


1 


0 


0 


1 


1 


1 


1 


1 


COLCHESTER 


COLCHESTER INTERMEDIATE SCHOOL 


1 


2 


0 


2 


2 


2 


2 


1 


COLCHESTER 


WM. J. JOHNSTON SCHOOL 


2 


1 


1 


3 


3 


3 


3 


3 


COLCHESTER 


BACON ACADEMY 


4 


3 


4 


4 


4 


4 


4 


4 


COLEBROOK 


COLEBROOK CONSOLIDATED SCHOOL 


4 


3 


0 


3 


3 


3 


2 


2 


COLUMBIA 


HORACE W. PORTER SCHOOL 


4 


3 


0 


3 


4 


4 


4 


4 


CORNWALL 


CORNWALL CONSOLIDATED SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


COVENTRY 


COVENTRY GRAMMAR SCHOOL 


2 


1 


1 


1 


3 


2 


2 


1 


COVENTRY 


GEORGE HERSEY ROBERTSON SCHOOL 


2 


3 


0 


3 


4 


3 


3 


3 


COVENTRY 


CAPT. NATHAN HALE SCHOOL 


1 


2 


0 


3 


3 


3 


3 


2 


COVENTRY 


COVENTRY HIGH SCHOOL 


2 


1 


0 


2 


1 


2 


2 


3 


CROMWELL 


EDNA C. STEVENS SCHOOL 


2 


2 


2 


2 


3 


2 


3 


2 


CROMWELL 


CROMWELL MIDDLE SCHOOL 


2 


2 


2 


2 


3 


2 


3 


2 


CROMWELL 


CROMWELL HIGH SCHOOL 


2 


3 


2 


2 


2 


2 


3 


2 


DANBURY 


HAYESTOWN AVENUE SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


MILL RIDGE PRIMARY SCHOOL 


3 


1 


4 


3 


4 


3 


4 


3 


DANBURY 


MORRIS STREET SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


PARK AVENUE SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


SOUTH STREET SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 
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Service Systems (10/1999): 
AH Schools (N = 1001) 










Tab!e4E 


(Rating Scale: 4 = Well Above Adequate; 

1 = Less than Adequate; 


3 = Reasonably Adequate; 2 
0 = Not Included in Facility.) 


= Minimally Adequate; 








District School Name 


Tech- 

Internal nology 

Commu- Infra- 

nications structure 


Air 

Condi- Interior 

tioning Heating Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 



DANBURY 


GREAT PLAIN SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


SHELTER ROCK SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


KING STREET PRIMARY SCHOOL 


3 


1 


4 


3 


4 


2 


4 


3 


DANBURY 


ROBERTS AVENUE SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


PEMBROKE SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


STADLEY ROUGH SCHOOL 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


KING STREET INTERMEDIATE 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


MILL RIDGE INTERMEDIATE 


3 


1 


0 


3 


4 


3 


4 


3 


DANBURY 


BROADVIEW MIDDLE SCHOOL 


3 


3 


0 


3 


4 


3 


4 


3 


DANBURY 


ROGERS PARK MIDDLE SCHOOL 


3 


3 


0 


3 


4 


3 


4 


3 


DANBURY 


DANBURY HIGH SCHOOL 


3 


3 


0 


3 


4 


3 


4 


3 


DANBURY 


ALT. CENTER FOR EDUCATION 


3 


3 


0 


3 


4 


3 


4 


3 


DARIEN 


HINDLEY ELEMENTARY SCHOOL 


4 


3 


1 


3 


3 


3 


3 


3 


DARIEN 


ROYLE ELEMENTARY SCHOOL 


4 


3 


1 


3 


3 


3 


3 


3 


DARIEN 


TOKENEKE ELEMENTARY SCHOOL 


4 


3 


1 


3 


3 


3 


3 


3 


DARIEN 


HOLMES ELEMENTARY SCHOOL 


4 


3 


1 


3 


3 


3 


3 


3 


DARIEN 


OX RIDGE ELEMENTARY SCHOOL 


4 


3 


1 


3 


3 


3 


3 


3 


DARIEN 


MIDDLESEX MIDDLE SCHOOL 


1 


1 


0 


2 


2 


2 


2 


2 


DARIEN 


DARIEN HIGH SCHOOL 


1 


2 


1 


3 


3 


3 


3 


3 


DEEP RIVER 


DEEP RIVER ELEMENTARY SCHOOL 


4 


3 


0 


3 


4 


2 


3 


2 


DERBY 


IRVING SCHOOL 


2 


1 


0 


3 


3 


2 


2 


1 


DERBY 


BRADLEY SCHOOL 


3 


0 


0 


4 


4 


3 


4 


4 


DERBY 


DERBY HIGH SCHOOL 


4 


1 


0 


2 


3 


2 


4 


4 


EASTFORD 


EASTFORD ELEMENTARY SCHOOL 


1 


2 


2 


3 


3 


3 


3 


3 


EAST GRANBY 


ALLGROVE SCHOOL 


2 


2 


0 


3 


3 


2 


2 


2 


EAST GRANBY 


R. DUDLEY SEYMOUR SCHOOL 


3 


2 


3 


3 


3 


2 


2 


2 


EAST GRANBY 


EAST GRANBY MIDDLE SCHOOL 


4 


3 


3 


3 


4 


3 


3 


4 


EAST GRANBY 


EAST GRANBY HIGH SCHOOL 


1 


3 


1 


2 


4 


2 


3 


2 


EAST HADDAM 


EAST HADDAM ELEMENTARY 


3 


3 


0 


2 


2 


3 


3 


2 


EAST HADDAM 


NATHAN HALE-RAY MIDDLE SCHOOL 


3 


3 


0 


2 


2 


3 


2 


2 


EAST HADDAM 


NATHAN HALE-RAY HIGH SCHOOL 


3 


4 


4 


3 


4 


3 


4 


3 


EAST HAMPTON 


MEMORIAL SCHOOL 


4 


3 


2 


4 


4 


4 


4 


4 


EAST HAMPTON 


CENTER SCHOOL 


4 


3 


2 


4 


4 


4 


4 


3 


EAST HAMPTON 


EAST HAMPTON MIDDLE SCHOOL 


4 


3 


2 


4 


4 


4 


4 


4 


EAST HAMPTON 


EAST HAMPTON HIGH SCHOOL 


4 


4 


2 


3 


3 


4 


3 


3 


EAST HARTFORD 


JOSEPH 0. GOODWIN SCHOOL 


3 


3 


3 


3 


3 


3 


3 


2 


EAST HARTFORD 


HOCKANUM SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


DR. FRANKLIN H. MAYBERRY 


3 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


ANNA E. NORRIS SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


DR. THOMAS S. O’CONNELL SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


SILVER LANE SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


ROBERT J. O’BRIEN SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


GOVERNOR WM. PITKIN SCHOOL 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


DR. JOHN A. LANGFORD SCHOOL 


2 


3 


3 


3 


3 


3 


3 


2 


EAST HARTFORD 


EAST HARTFORD MIDDLE SCHOOL 


2 


3 


2 


3 


3 


3 


3 


2 


EAST HARTFORD 


EAST HARTFORD HIGH SCHOOL 


2 


3 


3 


3 


3 


3 


3 


3 


EAST HARTFORD 


WOODLAND: SYNERGY 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


WILLOWBROOK EARLY CHILDHOOD 


2 


3 


0 


3 


3 


3 


3 


2 


EAST HARTFORD 


SUNSET RIDGE:TEP 


2 


0 


0 


3 


3 


3 


3 


2 


EAST HAVEN 


DEER RUN SCHOOL 


3 


2 


2 


1 


3 


2 


3 


3 


EAST HAVEN 


MOMAUGUIN SCHOOL 


4 


4 


2 


3 


3 


3 


3 


3 


EAST HAVEN 


GROVE J. TUTTLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST HAVEN 


DOMINICK H. FERRARA SCHOOL 


3 


2 


0 


3 


2 


2 


2 


2 


EAST HAVEN 


D.C. MOORE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


EAST HAVEN 


ROBERT W. CARBONE SCHOOL 


3 


4 


0 




2 


3 


2 


2 


EAST HAVEN 


ACADAMY SCHOOL 


3 


2 


0 


3 


2 


3 


3 


3 


EAST HAVEN 


JOSEPH MELILLO MIDDLE SCHOOL 


3 


4 


0 


2 


2 


3 


2 


2 


EAST HAVEN 


EAST HAVEN HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


EAST LYME 


FLANDERS SCHOOL 


3 


2 


0 


2 


3 


1 


1 


2 


EAST LYME 


NIANTIC CENTER SCHOOL 


3 


3 


0 


2 


3 


3 


2 


3 


EAST LYME 


LILLIE B. HAYNES SCHOOL 


2 


2 


0 


2 


3 


1 


3 


2 


EAST LYME 


EAST LYME MIDDLE SCHOOL 


2 


2 


0 


1 


3 


3 


2 


1 


EAST LYME 


EAST LYME HIGH SCHOOL 


4 


4 


3 


3 


4 


4 


3 


3 


EASTON 


SAMUEL STAPLES ELEMENTARY 


2 


0 


0 


2 


3 


2 


3 


2 


EASTON 


HELEN KELLER MIDDLE SCHOOL 


3 


1 


0 


1 


2 


2 


1 


3 
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Service Systems (10/1999): Table 4E 

Ail Schools (N - 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 



District 


1 = Less than Adequate; 0 = Not Included in Facility.) 

Tech- 

Internal nology 

Commu- Infra- 

School Name nications structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


EAST WINDSOR 


BROAD BROOK ELEMENTARY SCHOOL 


4 


4 


2 


3 


3 


3 


3 


3 


EAST WINDSOR 


EAST WINDSOR INTERMEDIATE SCH 


4 


4 


2 


3 


3 


3 


3 


3 


EAST WINDSOR 


EAST WINDSOR JUNIOR HIGH 


4 


4 


2 


3 


3 


4 


3 


3 


EAST WINDSOR 


EAST WINDSOR SENIOR HIGH 


4 


4 


2 


3 


3 


4 


3 


3 


ELLINGTON 


CENTER SCHOOL 


2 


2 


1 


2 


2 


3 


3 


2 


ELLINGTON 


CRYSTAL LAKE SCHOOL 


1 


2 


1 


2 


3 


3 


3 


3 


ELLINGTON 


WINDERMERE SCHOOL 


4 


3 


1 


4 


4 


2 


2 


4 


ELLINGTON 


ELLINGTON MIDDLE SCHOOL 


1 


0 


1 


2 


2 


2 


2 


2 


ELLINGTON 


ELLINGTON HIGH SCHOOL 


1 


3 


2 


3 


2 


3 


2 


2 


ENFIELD 


ENFIELD STREET SCHOOL 


3 


2 


0 


2 


2 


2 


2 


2 


ENFIELD 


HAZARDVILLE MEMORIAL SCHOOL 


3 


2 


0 


2 


2 


3 


3 


2 


ENFIELD 


NATHAN HALE SCHOOL 


4 


1 


0 


3 


3 


3 


3 


3 


ENFIELD 


HARRIET BEECHER STOWE SCHOOL 


4 


2 


0 


2 


3 


1 


3 


3 


ENFIELD 


EDGAR H. PARKMAN SCHOOL 


4 


2 


0 


4 


4 


2 


3 


4 


ENFIELD 


PRUDENCE CRANDALL SCHOOL 


4 


2 


4 


3 


3 


2 


3 


2 


ENFIELD 


ELI WHITNEY SCHOOL 


4 


2 


0 


3 


3 


3 


3 


2 


ENFIELD 


THOMAS G. ALCORN SCHOOL 


4 


4 


2 


2 


4 


4 


4 


3 


ENFIELD 


HENRY BARNARD SCHOOL 


4 


2 


0 


3 


3 


3 


3 


2 


ENFIELD 


JOHN F. KENNEDY MIDDLE SCHOOL 


3 


1 


0 


3 


3 


3 


1 


2 


ENFIELD 


ENFIELD HIGH SCHOOL 


3 


3 


0 


1 


3 


2 


3 


1 


ENFIELD 


ENRICO FERMI HIGH SCHOOL 


3 


2 


2 


2 


2 


2 


2 


2 


ESSEX 


ESSEX ELEMENTARY SCHOOL 


3 


4 


1 


3 


3 


3 


3 


3 


FAIRFIELD 


DWIGHT ELEMENTARY SCHOOL 


1 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


HOLLAND HILL SCHOOL 


4 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


MCKINLEY SCHOOL 


1 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


MILL HILL SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


RIVERFIELD SCHOOL 


1 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


SHERMAN SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


STRATFIELD SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


NORTH STRATFIELD SCHOOL 


4 


3 


0 


3 


4 


3 


4 


3 


FAIRFIELD 


JENNINGS SCHOOL 


1 


3 


0 


3 


3 


3 


3 


3 


FAIRFIELD 


OSBORN HILL SCHOOL 


3 


3 


0 


3 


4 


4 


4 


3 


FAIRFIELD 


TOMLINSON MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


2 


3 


FAIRFIELD 


FAIRFIELD WOODS MIDDLE 


3 


3 


0 


3 


4 


4 


3 


3 


FAIRFIELD 


ROGER LUDLOWE MIDDLE SCHOOL 


3 


3 


0 


3 


4 


4 


3 


3 


FAIRFIELD 


FAIRFIELD HIGH SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


FARMINGTON 


UNION SCHOOL 


3 


4 


0 


2 


4 


3 


2 


3 


FARMINGTON 


NOAH WALLACE SCHOOL 


4 


4 


0 


3 


4 


3 


3 


3 


FARMINGTON 


WEST DISTRICT SCHOOL 


4 


4 


0 


3 


4 


2 


3 


3 


FARMINGTON 


EAST FARMS SCHOOL 


4 


4 


2 


3 


4 


3 


4 


3 


FARMINGTON 


IRVING A. ROBBINS MIDDLE SCH 


4 


4 


2 


3 


4 


3 


4 


3 


FARMINGTON 


FARMINGTON HIGH SCHOOL 


4 


4 


2 


3 


3 


3 


4 


3 


FRANKLIN 


FRANKLIN ELEMENTARY SCHOOL 


3 


2 


2 


4 


4 


4 


4 


4 


GLASTONBURY 


BUTTONBALL LANE SCHOOL 


4 


3 


0 


3 


4 


3 


1 


3 


GLASTONBURY 


EASTBURY SCHOOL 


4 


3 


0 


3 


4 


3 


3 


3 


GLASTONBURY 


HEBRON AVENUE SCHOOL 


4 


3 


0 


3 


4 


4 


3 


3 


GLASTONBURY 


HOPEWELL SCHOOL 


4 


3 


0 


3 


4 


3 


1 


2 


GLASTONBURY 


NAUBUC SCHOOL 


4 


3 


0 


2 


4 


3 


3 


4 


GLASTONBURY 


ACADEMY SCHOOL 


3 


2 


0 


2 


3 


3 


2 


1 


GLASTONBURY 


GIDEON WELLES SCHOOL 


3 


2 


0 


3 


2 


3 


1 


3 


GLASTONBURY 


GLASTONBURY HIGH SCHOOL 


3 


3 


2 


2 


3 


2 


3 


1 


GRANBY 


FRANK M. KEARNS PRIMARY SCHOOL 


4 


3 


1 


3 


3 


3 


4 


3 


GRANBY 


WELLS ROAD INTERMEDIATE SCHOOL 


4 


3 


0 


3 


4 


2 


3 


2 


GRANBY 


KELLY LANE INTERMEDIATE SCHOOL 


4 


3 


0 


2 


3 


1 


3 


3 


GRANBY 


GRANBY MEMORIAL MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GRANBY 


GRANBY MEMORIAL HIGH SCHOOL 


2 


1 


0 


1 


2 


2 


2 


2 


GREENWICH 


COS COB SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


GREENWICH 


JULIAN CURTISS SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


GREENWICH 


GLENVILLE SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


GREENWICH 


HAMILTON AVENUE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


GREENWICH 


NEW LEBANON SCHOOL 


4 


3 


0 


3 


4 


4 


4 


4 


GREENWICH 


NORTH MIANUS SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


GREENWICH 


NORTH STREET SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


GREENWICH 


OLD GREENWICH SCHOOL 


4 


4 


0 


3 


3 


3 


3 


3 


GREENWICH 


RIVERSIDE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 
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Service Systems (10/1999): - - - - Table 4E 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



Tech- 



District 


School Name 


Internal 

Commu- 

nications 


nology 

Infra- 

structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


GREENWICH 


PARKWAY SCHOOL 


4 


3 


0 


3 


2 


2 


4 


4 


GREENWICH 


CENTRAL MIDDLE SCHOOL 


3 


3 


0 


3 


2 


2 


3 


3 


GREENWICH 


EASTERN MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


GREENWICH 


WESTERN MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


GREENWICH 


GREENWICH HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GREENWICH 


DUNDEE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


GRISWOLD 


GRISWOLD INTERMEDIATE SCHOOL 


3 


4 


1 


3 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD MIDDLE SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD SENIOR HIGH SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


GROTON 


S.B. BUTLER SCHOOL 


3 


4 


0 


3 


2 


3 


1 


3 


GROTON 


CLAUDE CHESTER SCHOOL 


3 


4 


0 


3 


2 


2 


3 


3 


GROTON 


COLONEL LEDYARD SCHOOL 


3 


4 


0 


3 


2 


2 


3 


3 


GROTON 


EASTERN POINT SCHOOL 


3 


4 


0 


1 


1 


1 


1 


1 


GROTON 


GROTON HEIGHTS SCHOOL 


3 


4 


0 


2 


2 


2 


1 


1 


GROTON 


NOANK SCHOOL 


3 


4 


0 


3 


1 


2 


2 


1 


GROTON 


PLEASANT VALLEY SCHOOL 


3 


4 


0 


2 


2 


2 


2 


3 


GROTON 


WILLIAM SEELY SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


GROTON 


MARY MORRISSON SCHOOL 


3 


4 


0 


3 


3 


2 


2 


3 


GROTON 


CHARLES BARNUM SCHOOL 


3 


4 


0 


3 


3 


2 


3 


3 


GROTON 


FITCH MIDDLE SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


GROTON 


WEST SIDE MIDDLE SCHOOL 


4 


4 


0 


3 


4 


4 


4 


4 


GROTON 


CARL C. CUTLER MIDDLE SCHOOL 


3 


4 


0 


2 


2 


3 


3 


2 


GROTON 


FITCH SENIOR HIGH SCHOOL 


3 


4 


0 


3 


3 


3 


3 


2 


GUILFORD 


GUILFORD LAKES SCHOOL 


3 


2 


4 


4 


4 


4 


4 


4 


GUILFORD 


MELISSA JONES SCHOOL 


3 


2 


4 


4 


4 


3 


4 


4 


GUILFORD 


CALVIN LEETE SCHOOL 


3 


2 


0 


3 


4 


4 


4 


4 


GUILFORD 


A.W. COX SCHOOL 


3 


2 


4 


4 


4 


3 


4 


4 


GUILFORD 


A. BALDWIN MIDDLE SCHOOL 


3 


2 


4 


4 


4 


4 


4 


4 


GUILFORD 


E.C. ADAMS MIDDLE SCHOOL 


3 


2 


3 


3 


4 


3 


3 


4 


GUILFORD 


GUILFORD HIGH SCHOOL 


2 


4 


0 


4 


4 


3 


3 


4 


HAMDEN 


SHEPHERD GLEN SCHOOL 


3 


1 


1 


1 


3 


3 


3 


3 


HAMDEN 


CHURCH STREET SCHOOL 


3 


3 


2 


2 


4 


4 


4 


2 


HAMDEN 


DUNBAR HILL SCHOOL 


3 


3 


4 


3 


4 


4 


3 


3 


HAMDEN 


HELEN STREET SCHOOL 


3 


2 


3 


2 


3 


2 


3 


3 


HAMDEN 


ALICE PECK SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


HAMDEN 


^ SPRING GLEN SCHOOL 


3 


1 


2 


2 


3 


2 


2 


3 


HAMDEN 


RIDGE HILL SCHOOL 


2 


2 


2 


2 


3 


2 


3 


3 


HAMDEN 


BEAR PATH SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


HAMDEN 


WEST WOODS SCHOOL 


2 


1 


3 


3 


3 


1 


2 


2 


HAMDEN 


HAMDEN MIDDLE SCHOOL 


3 


3 


0 


1 


2 


4 


3 


2 


HAMDEN 


HAMDEN HIGH SCHOOL 


3 


4 


2 


3 


3 


3 


3 


2 


HAMPTON 


HAMPTON ELEMENTARY SCHOOL 


3 


2 


0 


3 


4 


4 


4 


3 


HARTFORD 


SAND EVERYWHERE SCHOOL 


4 


4 


4 


4 


4 


4 


3 


4 


HARTFORD 


BARBOUR SCHOOL 


1 


0 


0 


2 


2 


1 


1 


3 


HARTFORD 


BARNARD-BROWN SCHOOL 


1 


0 


0 


2 


3 


1 


2 


3 


HARTFORD 


BATCHELDER SCHOOL 


3 


2 


1 


2 


3 


2 


3 


3 


HARTFORD 


BURNS SCHOOL 


2 


2 


1 


3 


3 


2 


3 


2 


HARTFORD 


DWIGHT SCHOOL 


1 


0 


0 


2 


2 


2 


2 


3 


HARTFORD 


M. D. FOX ELEMENTARY SCHOOL 


3 


1 


2 


2 


3 


2 


3 


2 


HARTFORD 


HOOKER SCHOOL 


1 


0 


0 


2 


3 


1 


1 


2 


HARTFORD 


KENNELLY SCHOOL 


3 


2 


2 


4 


4 


3 


3 


3 


HARTFORD 


KINSELLA SCHOOL 


3 


2 


2 


2 


3 


1 


1 


2 


HARTFORD 


NAYLOR SCHOOL 


1 


0 


0 


2 


2 


2 


2 


3 


HARTFORD 


PARKVILLE COMMUNITY 


2 


3 


1 


1 


3 


3 


3 


3 


HARTFORD 


M. L KING SCHOOL 


4 


1 


3 


3 


4 


3 


3 


3 


HARTFORD 


RAWSON SCHOOL 


1 


0 


0 


2 


1 


1 


1 


3 


HARTFORD 


TWAIN SCHOOL 


1 


0 


0 


2 


3 


3 


3 


3 


HARTFORD 


MILNER SCHOOL 


3 


4 


1 


4 


3 


3 


3 


3 


HARTFORD 


WEBSTER SCHOOL 


1 


0 


0 


2 


1 


1 


2 


3 


HARTFORD 


WEST MIDDLE SCHOOL 


1 


0 


0 


2 


1 


1 


1 


1 


HARTFORD 


WISH SCHOOL 


1 


0 


0 


3 


3 


3 


1 


3 


HARTFORD 


BURR SCHOOL 


1 


1 


0 


1 


2 


1 


1 


2 


HARTFORD 


CLARK SCHOOL 


2 


0 


2 


2 


3 


2 


2 


2 


HARTFORD 


FISHER SCHOOL 


1 


1 


0 


2 


2 


1 


1 


1 
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Service Systems (10/1999): - 

All Schools (N ~ 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 



-Table 4E 



District 


1 = Less than Adequate; 0 = 

School Name 


Not Included in Facility.) 

Tech- 

Internal nology 

Commu- Infra- 

nications structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


HARTFORD 


SIMPSON-WAVERLY SCHOOL 




4 


0 


3 


2 


2 


2 


2 


3 


HARTFORD 


DR. RAMON E. BETANCES SCHOOL 




2 


0 


0 


2 


3 


2 


2 


2 


HARTFORD 


SOUTH MIDDLE SCHOOL 




3 


4 


0 


3 


4 


4 


2 


3 


HARTFORD 


SANCHEZ SCHOOL 




2 


2 


0 


3 


3 


4 


4 


3 


HARTFORD 


MONTESSORI/MT LAURAL 




1 


0 


0 


2 


1 


1 


1 


1 


HARTFORD 


MOYLAN ELEMENTARY 




4 


4 


4 


4 


4 


4 


4 


4 


HARTFORD 


FOX MIDDLE SCHOOL 




3 


2 


3 


3 


3 


3 


3 


1 


HARTFORD 


QUIRK MIDDLE SCHOOL 




2 


0 


3 


2 


3 


1 


3 


1 


HARTFORD 


BULKELEY HIGH SCHOOL 




1 


0 


3 


3 


3 


2 


2 


1 


HARTFORD 


HARTFORD PUBLIC HIGH SCHOOL 




2 


0 


0 


2 


3 


2 


2 


4 


HARTFORD 


WEAVER HIGH SCHOOL 




2 


0 


3 


3 


3 


1 


3 


1 


HARTFORD 


HTFD TRANSITIONAL LEARN ACDMY 




1 


0 


0 


2 


1 


1 


1 


3 


HARTLAND 


HARTLAND ELEMENTARY SCHOOL 




2 


0 


0 


4 


3 


3 


3 


2 


HEBRON 


HEBRON ELEMENTARY SCHOOL 




3 


4 


0 


3 


3 


3 


3 


3 


HEBRON 


GILEAD HILL SCHOOL 




4 


0 


0 


3 


3 


3 


3 


3 


KENT 


KENT CENTER SCHOOL 




2 


4 


1 


4 


3 


3 


3 


3 


KILLINGLY 


KILLINGLY CENTRAL SCHOOL 




2 


4 


1 


2 


3 


3 


3 


2 


KILLINGLY 


KILLINGLY MEMORIAL SCHOOL 




2 


4 


0 


2 


3 


1 


1 


2 


KILLINGLY 


KILLINGLY INTERMEDIATE SCHOOL 




3 


4 


2 


3 


3 


3 


3 


4 


KILLINGLY 


KILLINGLY HIGH SCHOOL 




1 


4 


0 


1 


4 


2 


3 


2 


KILLINGLY 


GOODYEAR EARLY CHILDHOOD CTR 




4 


4 


3 


3 


3 


2 


4 


4 


LEBANON 


LEBANON ELEMENTARY SCHOOL 




4 


3 


0 


3 


4 


2 


3 


3 


LEBANON 


LEBANON MIDDLE SCHOOL 




4 


2 


0 


1 


3 


3 


3 


2 


LEBANON 


LYMAN MEMORIAL HIGH SCHOOL 




3 


3 


3 


3 


4 


3 


4 


3 


LEDYARD 


LEDYARD CENTER SCHOOL 




2 


2 


0 


2 


2 


1 


1 


1 


LEDYARD 


GALES FERRY SCHOOL 




2 


1 


0 


2 


1 


3 


2 


2 


LEDYARD 


JULIET W. long school 




3 


1 


0 


3 


3 


3 


3 


3 


LEDYARD 


GALLUP HILL SCHOOL 




2 


2 


1 


3 


3 


2 


3 


2 


LEDYARD 


LEDYARD MIDDLE SCHOOL 




3 


3 


0 


3 


3 


2 


3 


2 


LEDYARD 


LEDYARD HIGH SCHOOL 




3 


2 


2 


2 


3 


3 


3 


2 


LISBON 


LISBON CENTRAL SCHOOL 




3 


1 


0 


3 


3 


4 


3 


2 


LITCHFIELD 


CENTER SCHOOL 




3 


3 


0 


3 


3 


3 


2 


3 


LITCHFIELD 


LITCHFIELD INTERMEDIATE SCHOOL 




2 


4 


0 


2 


2 


3 


2 


2 


LITCHFIELD 


LITCHFIELD HIGH SCHOOL 




3 


4 


0 


3 


2 


3 


2 


2 


MADISON 


J. MILTON JEFFREY ELEMENTARY 




3 


2 


0 


3 


4 


3 


3 


2 


MADISON 


ISLAND AVENUE ELEMENTARY 




2 


2 


0 


3 


3 


3 


3 


3 


MADISON 


KATHLEEN H. RYERSON ELEMENTARY 


2 


2 


0 


3 


2 


3 


3 


3 


MADISON 


ACADEMY ELEMENTARY SCHOOL 




2 


2 


0 


2 


3 


3 


3 


2 


MADISON 


DR. ROBERT H. BROWN SCHOOL 




2 


2 


0 


2 


2 


3 


2 


2 


MADISON 


DANIEL HAND HIGH SCHOOL 




2 


2 


2 


3 


3 


3 


3 


2 


MANCHESTER 


BOWERS SCHOOL 




3 


1 


0 


2 


2 


2 


2 


2 


MANCHESTER 


BUCKLEY SCHOOL 




2 


0 


0 


2 


2 


2 


3 


2 


MANCHESTER 


HIGHLAND PARK SCHOOL 




3 


1 


0 


3 


3 


3 


3 


3 


MANCHESTER 


KEENEY SCHOOL 




3 


1 


1 


3 


1 


1 


3 


3 


MANCHESTER 


NATHAN HALE SCHOOL 




3 


3 


0 


3 


2 


3 


3 


2 


MANCHESTER 


ROBERTSON SCHOOL 




3 


1 


0 


3 


3 


2 


2 


3 


MANCHESTER 


VERPLANCK SCHOOL 




3 


0 


0 


3 


3 


2 


2 


3 


MANCHESTER 


WADDELL SCHOOL 




3 


1 


0 


2 


4 


4 


3 


4 


MANCHESTER 


WASHINGTON SCHOOL 




3 


3 


0 


3 


2 


3 


2 


3 


MANCHESTER 


MARTIN SCHOOL 




3 


0 


0 


3 


3 


3 


3 


3 


MANCHESTER 


BENNET MIDDLE SCHOOL 




2 


2 


0 


1 


2 


2 


3 


1 


MANCHESTER 


ILLING MIDDLE SCHOOL 




3 


2 


2 


2 


2 


2 


2 


2 


MANCHESTER 


MANCHESTER HIGH SCHOOL 




3 


2 


1 


3 


3 


2 


3 


3 


MANSFIELD 


DOROTHY C. GOODWIN 




2 


2 


0 


2 


3 


2 


3 


2 


MANSFIELD 


ANNIE E. VINTON SCHOOL 




2 


2 


0 


2 


3 


2 


3 


2 


MANSFIELD 


SOUTHEAST ELEMENTARY SCHOOL 




2 


2 


0 


2 


3 


2 


3 


2 


MANSFIELD 


MANSFIELD MIDDLE SCHOOL 




3 


1 


1 


1 


3 


3 


3 


3 


MARLBOROUGH 


MARLBOROUGH ELEMENTARY 




3 


3 


2 


2 


2 


1 


1 


2 


MERIDEN 


BENJAMIN FRANKLIN SCHOOL 




4 


2 


3 


4 


4 


4 


4 


4 


MERIDEN 


HANOVER SCHOOL 




3 


2 


2 


4 


4 


3 


3 


4 


MERIDEN 


ISRAEL PUTNAM SCHOOL 




2 


1 


1 


3 


3 


3 


3 


2 


MERIDEN 


JOHN BARRY SCHOOL 




4 


3 


3 


3 


4 


4 


4 


4 


MERIDEN 


NATHAN HALE SCHOOL 




3 


3 


2 


3 


4 


3 


4 


3 


MERIDEN 


ROGER SHERMAN SCHOOL 




3 


2 


2 


3 


4 


4 


4 


4 


MERIDEN 


THOMAS HOOKER SCHOOL 




1 


1 


0 


3 


2 


2 


2 


3 
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Service Systems (.10/1999): 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 



District 


1 = Less than Adequate; 0 = Not Included In Facility.) 

Tech- 

Internal nology 

Commu- Infra- 

School Name nlcations structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


MERIDEN 


CASIMIR PULASKI SCHOOL 


2 


2 


0 


3 


3 


1 


3 


2 


MERIDEN 


LINCOLN MIDDLE SCHOOL 


2 


1 


0 


2 


3 


3 


3 


1 


MERIDEN 


WASHINGTON MIDDLE SCHOOL 


4 


1 


3 


3 


2 


2 


3 


3 


MERIDEN 


FRANCIS T. MALONEY HIGH SCHOOL 


2 


1 


0 


2 


3 


2 


2 


2 


MERIDEN 


ORVILLE H. PLATT HIGH SCHOOL 


1 


2 


0 


2 


3 


2 


2 


2 


MIDDLETOWN 


SPENCER SCHOOL 


3 


1 


0 


3 


3 


3 


3 


3 


MIDDLETOWN 


BIELEFIELD SCHOOL 


1 


1 


0 


2 


2 


2 


2 


2 


MIDDLETOWN 


FARM HILL SCHOOL 


2 


1 


0 


3 


3 


3 


3 


3 


MIDDLETOWN 


MACDONOUGH SCHOOL 


2 


1 


0 


3 


3 


1 


3 


3 


MIDDLETOWN 


SNOW SCHOOL 


4 


4 


0 


4 


4 


4 


3 


4 


MIDDLETOWN 


MOODY SCHOOL 


4 


3 


2 


3 


2 


4 


4 


3 


MIDDLETOWN 


LAWRENCE SCHOOL 


1 


0 


3 


3 


2 


2 


2 


2 


MIDDLETOWN 


WESLEY SCHOOL 


2 


1 


3 


3 


2 


1 


2 


2 


MIDDLETOWN 


KEIGWIN SCHOOL 


3 


1 


1 


2 


3 


3 


2 


2 


MIDDLETOWN 


WOODROW WILSON MIDDLE SCHOOL 


2 


4 


3 


2 


3 


2 


3 


2 


MIDDLETOWN 


MIDDLETOWN HIGH SCHOOL 


2 


3 


2 


3 


3 


2 


2 


2 


MILFORD 


CALF PEN MEADOW SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


MEADOWSIDE SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


ORANGE AVENUE SCHOOL 


3 


2 


0 


3 


4 


4 


3 


3 


MILFORD 


PUMPKIN DELIGHT SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


SIMON LAKE SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


LIVE OAKS SCHOOL 


3 


2 


0 


3 


4 


3 


2 


3 


MILFORD 


MATHEWSON SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


ORCHARD HILLS SCHOOL 


3 


2 


0 


3 


4 


3 


2 


3 


MILFORD 


J.F. KENNEDY SCHOOL 


3 


2 


0 


3 


4 


3 


3 


3 


MILFORD 


EAST SHORE MIDDLE 


3 


1 


0 


3 


4 


3 


3 


3 


MILFORD 


HARBORSIDE MIDDLE 


3 


1 


0 


3 


4 


3 


3 


3 


MILFORD 


WEST SHORE MIDDLE 


3 


1 


0 


3 


4 


3 


3 


3 


MILFORD 


JONATHAN LAW HIGH SCHOOL 


3 


1 


1 


3 


4 


4 


3 


3 


MILFORD 


JOSEPH A. FORAN HIGH SCHOOL 


3 


1 


4 


4 


4 


3 


3 


3 


MONROE 


MONROE ELEMENTARY SCHOOL 


1 


1 


1 


1 


3 


1 


2 


3 


MONROE 


STEPNEY ELEMENTARY SCHOOL 


1 


1 


1 


2 


2 


2 


4 


3 


MONROE 


FAWN HOLLOW ELEMENTARY SCHOOL 


3 


4 


0 


3 


3 


2 


4 


3 


MONROE 


CHALK HILL MIDDLE SCHOOL 


3 


4 


3 


2 


3 


3 


4 


3 


MONROE 


JOCKEY HOLLOW SCHOOL 


4 


4 


2 


4 


4 


4 


4 


4 


MONROE 


MASUK HIGH SCHOOL 


1 


3 


2 


2 


4 


3 


2 


2 


MONTVILLE 


MOHEGAN SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


MONTVILLE 


OAKDALE SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


MONTVILLE 


DR. CHARLES E. MURPHY SCHOOL 


3 


0 


0 


2 


4 


2 


1 


3 


MONTVILLE 


LEONARD J. TYL MIDDLE SCHOOL 


4 


4 


3 


3 


4 


4 


4 


4 


MONTVILLE 


MONTVILLE HIGH SCHOOL 


2 


4 


0 


2 


3 


3 


3 


3 


MONTVILLE 


MONTVILLE ALTERNATE EDUCATION 


1 


0 


0 


2 


2 


2 


1 


1 


NAUGATUCK 


CENTRAL AVENUE SCHOOL 


3 


3 


0 


2 


2 


2 


1 


2 


NAUGATUCK 


CROSS STREET SCHOOL 


2 


3 


0 


2 


3 


1 


2 


2 


NAUGATUCK 


MAPLE HILL SCHOOL 


3 


3 


1 


3 


3 


3 


3 


3 


NAUGATUCK 


HOP BROOK SCHOOL 


3 


3 


1 


3 


3 


3 


3 


3 


NAUGATUCK 


PROSPECT STREET SCHOOL 


2 


3 


0 


2 


3 


2 


2 


3 


NAUGATUCK 


SALEM SCHOOL 


2 


3 


0 


2 


1 


2 


2 


2 


NAUGATUCK 


WESTERN SCHOOL 


2 


3 


0 


2 


2 


1 


2 


2 


NAUGATUCK 


ANDREW AVENUE SCHOOL 


1 


3 


1 


3 


3 


2 


1 


3 


NAUGATUCK 


CITY HILL MIDDLE SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


NAUGATUCK 


HILLSIDE MIDDLE SCHOOL 


2 


3 


0 


2 


2 


2 


1 


2 


NAUGATUCK 


NAUGATUCK HIGH SCHOOL 


3 


3 


2 


2 


4 


3 


2 


2 


NEW BRITAIN 


CHAMBERLAIN SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


GAFFNEY SCHOOL 


3 


0 


2 


3 


3 


3 


3 


3 


NEW BRITAIN 


HOLMES SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


NEW BRITAIN 


JEFFERSON SCHOOL 


4 


4 


0 


3 


3 


4 


3 


3 


NEW BRITAIN 


LINCOLN SCHOOL 


2 


0 


0 


2 


3 


2 


3 


3 


NEW BRITAIN 


NORTHEND SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


NEW BRITAIN 


DILORETO MAGNET 


3 


4 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


SMALLEY ACADEMY 


4 


4 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


SMITH SCHOOL 


4 


0 


3 


3 


4 


3 


4 


4 


NEW BRITAIN 


VANCE SCHOOL 


2 


4 


1 


2 


4 


4 


3 


3 


NEW BRITAIN 


ROOSEVELT MIDDLE SCHOOL 


3 


3 


1 


2 


3 


3 


3 


3 


NEW BRITAIN 


SLADE MIDDLE SCHOOL 


3 


2 


2 


3 


4 


3 


4 


3 
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Alt Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate: 2 = Minimally Adequate; 



District 


1 = Less than Adequate; 0 = Not Included in Facility.) 

Tech- 

Intemal nology 

Commu- Infra- 

School Name nications structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Ughting 


Exterior 

Ughting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


NEW BRITAIN 


PULASKI MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW BRITAIN 


NEW BRITAIN HIGH SCHOOL 


3 


4 


3 


3 


4 


3 


4 


3 


NEW CANAAN 


SOUTH SCHOOL 


4 


4 


4 


4 


4 


3 


3 


3 


NEW CANAAN 


WEST SCHOOL 


4 


4 


4 


4 


4 


3 


3 


3 


NEW CANAAN 


EAST SCHOOL 


4 


4 


4 


4 


4 


3 


3 


3 


NEW CANAAN 


SAXE MIDDLE SCHOOL 


2 


1 


0 


2 


2 


1 


1 


2 


NEW CANAAN 


NEW CANAAN HIGH SCHOOL 


3 


1 


2 


3 


3 


2 


2 


2 


NEW FAIRFIELD 


CONSOLIDATED SCHOOL 


2 


3 


0 


2 


2 


2 


1 


2 


NEW FAIRFIELD 


MEETING HOUSE HILL SCHOOL 


3 


3 


0 


3 


3 


3 


2 


3 


NEW FAIRFIELD 


NEW FAIRFIELD MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW FAIRFIELD 


NEW FAIRFIELD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW HARTFORD 


BAKERVILLE CONSOLIDATED SCHOOL 


1 


0 


0 


3 


3 


3 


2 


3 


NEW HARTFORD 


NEW HARTFORD ELEMENTARY SCHOOL 


4 


2 


0 


3 


3 


3 


3 


3 


NEW HARTFORD 


ANN ANTOLINI SCHOOL 


2 


3 


1 


2 


3 


2 


3 


3 


NEW HAVEN 


BARNARD SCHOOL 


2 


1 


0 


1 


3 


2 


2 


1 


NEW HAVEN 


BEECHER SCHOOL 


2 


1 


0 


3 


3 


1 


2 


3 


NEW HAVEN 


KATHERINE BRENNAN SCHOOL 


1 


1 


0 


1 


1 


1 


1 


1 


NEW HAVEN 


CLINTON AVENUE SCHOOL 


2 


1 


0 


3 


3 


2 


2 


2 


NEW HAVEN 


HILL CENTRAL SCHOOL 


2 


2 


1 


1 


3 


1 


2 


2 


NEW HAVEN 


DAVIS STREET MAGNET 


2 


1 


0 


4 


2 


2 


3 


2 


NEW HAVEN 


TIMOTHY DWIGHT SCHOOL 


2 


1 


3 


2 


3 


3 


3 


2 


NEW HAVEN 


EDGEWOOD SCHOOL 


4 


4 


0 


4 


4 


4 


3 


4 


NEW HAVEN 


NATHAN HALE SCHOOL 


3 


1 


0 


3 


3 


2 


3 


2 


NEW HAVEN 


BENJAMIN JEPSON MAGNET SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NEW HAVEN 


LINCOLN-BASSETT SCHOOL 


3 


0 


0 


2 


3 


1 


2 


3 


NEW HAVEN 


PRINCE SCHOOL 


1 


2 


0 


2 


2 


2 


3 


2 


NEW HAVEN 


VINCENT E. MAURO SCHOOL 


3 


2 


2 


2 


3 


3 


3 


2 


NEW HAVEN 


STRONG TRANSITIONAL MAGNET ACA 


3 


2 


0 


2 


3 


2 


1 


2 


NEW HAVEN 


TRUMAN SCHOOL 


2 


2 


0 


2 


3 


1 


2 


1 


NEW HAVEN 


WEST HILL ELEMENTARY MAGNET 


2 


2 


0 


1 


2 


3 


2 


3 


NEW HAVEN 


ISADORE WEXLER SCHOOL 


2 


2 


0 


2 


3 


2 


3 


2 


NEW HAVEN 


WOODWARD SCHOOL 


3 


0 


0 


2 


3 


3 


3 


2 


NEW HAVEN 


QUINNIPIAC SCHOOL 


3 


1 


0 


3 


4 


3 


3 


4 


NEW HAVEN 


HELENE GRANT SCHOOL 


1 


2 


0 


2 


2 


2 


2 


2 


NEW HAVEN 


WORTHINGTON HOOKER SCHOOL 


3 


0 


0 


2 


2 


2 


3 


2 


NEW HAVEN 


WELCH ANNEX SCHOOL 


1 


3 


0 


1 


1 


1 


1 


2 


NEW HAVEN 


MARTIN LUTHER KING SCHOOL 


2 


0 


0 


2 


3 


1 


2 


2 


NEW HAVEN 


CHRISTOPHER COLUMBUS SCHOOL 


3 


1 


0 


3 


3 


1 


2 


2 


NEW HAVEN 


BISHOP WOODS SCHOOL 


2 


1 


1 


2 


3 


2 


2 


1 


NEW HAVEN 


EAST ROCK COMMUNITY SCHOOL 


3 


3 


2 


2 


2 


1 


2 


1 


NEW HAVEN 


CELENTANO SCHOOL 


2 


1 


0 


2 


2 


2 


1 


1 


NEW HAVEN 


URBAN YOUTH SCHOOL 


0 


2 


0 


3 


2 


2 


2 


1 


NEW HAVEN 


FAIR HAVEN MIDDLE SCHOOL 


1 


1 


0 


3 


4 


2 


3 


2 


NEW HAVEN 


SHERIDAN MIDDLE SCHOOL 


2 


2 


0 


2 


3 


2 


2 


2 


NEW HAVEN 


TROUP MIDDLE SCHOOL 


2 


2 


0 


2 


4 


2 


2 


2 


NEW HAVEN 


BETSY ROSS ARTS MAGNET SCHOOL 


2 


3 


0 


2 


3 


2 


3 


2 


NEW HAVEN 


J. ROBINSON MIDDLE SCHOOL 


1 


2 


2 


2 


3 


1 


3 


2 


NEW HAVEN 


CLEMENTE MIDDLE SCHOOL 


3 


2 


3 


3 


3 


3 


4 


3 


NEW HAVEN 


WEST HILLS MIDDLE MAGNET 


4 


2 


0 


1 


2 


2 


3 


4 


NEW HAVEN 


WILBUR CROSS HIGH SCHOOL 


1 


1 


0 


1 


2 


1 


2 


1 


NEW HAVEN 


JAMES HILLHOUSE HIGH SCHOOL 


2 


2 


0 


2 


2 


2 


3 


1 


NEW HAVEN 


HILL REGIONAL CAREER HIGH 


2 


2 


3 


2 


4 


4 


4 


4 


NEW HAVEN 


COOPERATIVE HIGH SCHOOL 


1 


1 


0 


1 


3 


3 


2 


2 


NEW HAVEN 


HIGH SCHOOL IN THE COMMUNITY 


1 


3 


2 


2 


3 


2 


2 


3 


NEW HAVEN 


SOUND SCHOOL 


0 


3 


0 


3 


3 


3 


3 


3 


NEWINGTON 


ELIZABETH GREEN SCHOOL 


3 


0 


0 


2 


4 


2 


4 


1 


NEWINGTON 


ANNA REYNOLDS SCHOOL 


3 


0 


0 


2 


4 


1 


1 


1 


NEWINGTON 


RUTH CHAFFEE SCHOOL 


1 


0 


0 


2 


1 


2 


3 


1 


NEWINGTON 


JOHN PATERSON SCHOOL 


3 


0 


0 


2 


3 


2 


2 


2 


NEWINGTON 


MARTIN KELLOGG MIDDLE SCHOOL 


3 


0 


0 


2 


3 


2 


1 


1 


NEWINGTON 


JOHN WALLACE MIDDLE SCHOOL 


3 


0 


1 


2 


3 


2 


3 


3 


NEWINGTON 


NEWINGTON HIGH SCHOOL 


3 


0 


0 


2 


3 


2 


1 


2 


NEW LONDON 


EDGERTON SCHOOL 


2 


2 


0 


1 


1 


1 


1 


1 


NEW LONDON 


HARBOR SCHOOL 


4 


0 


0 


4 


4 


2 


2 


1 


NEW LONDON 


JENNINGS SCHOOL 


1 


3 


0 


1 


2 


2 


1 


1 
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AH Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



Tech- 



District 


School Name 


Internal 

Commu- 

nications 


nology 

Infra- 

structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


NEW LONDON 


LITTLE RED SCHOOLHOUSE 


0 


0 


3 


3 


2 


2 


3 


3 


NEW LONDON 


WINTHROP SCHOOL 


2 


3 


1 


2 


2 


3 


2 


3 


NEW LONDON 


NATHAN HALE SCHOOL 


4 


3 


4 


4 


4 


4 


1 


1 


new LONDON 


BENNIE DOVER JACKSON MIDDLE 


3 


3 


2 


4 


3 


2 


1 


2 


NEW LONDON 


NEW LONDON HIGH SCHOOL 


1 


2 


1 


2 


4 


2 


4 


2 


NEW MILFORD 


HILL and plain SCHOOL 


2 


3 


2 


4 


3 


2 


2 


2 


NEW MILFORD 


JOHN PETTIBONE SCHOOL 


2 


3 


2 


3 


2 


2 


2 


3 


NEW MILFORD 


NORTHVILLE ELEMENTARY SCHOOL 


4 


3 


3 


4 


3 


3 


3 


3 


NEW MILFORD 


SCHAGHTICOKE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


2 


3 


3 


NEW MILFORD 


NEW MILFORD HIGH SCHOOL 


2 


2 


1 


2 


2 


1 


2 


1 


NEWTOWN 


HAWLEY ELEMENTARY SCHOOL 


4 


2 


2 


3 


2 


4 


3 


4 


NEWTOWN 


SANDY HOOK ELEMENTARY SCHOOL 


3 


0 


0 


2 


4 


2 


4 


3 


NEWTOWN 


MIDDLE GATE ELEMENTARY SCHOOL 


3 


3 


0 


2 


3 


2 


3 


2 


NEWTOWN 


HEAD O’MEADOW ELEMENTARY 


2 


3 


3 


3 


3 


3 


4 


3 


NEWTOWN 


NEWTOWN MIDDLE SCHOOL 


3 


3 


0 


3 


3 


2 


3 


3 


NEWTOWN 


NEWTOWN HIGH SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


NORFOLK 


BOTELLE ELEMENTARY SCHOOL 


0 


3 


0 


3 


3 


3 


2 


3 


NORTH BRANFORD 


STANLEY T. WILLIAMS SCHOOL 


2 


3 


0 


2 


4 


1 


2 


2 


NORTH BRANFORD 


TOTOKET VALLEY ELEMENTARY 


3 


2 


0 


3 


4 


3 


4 


3 


NORTH BRANFORD 


NORTH BRANFORD INTERMEDIATE 


3 


3 


0 


3 


4 


3 


2 


3 


NORTH BRANFORD 


NORTH BRANFORD HIGH SCHOOL 


3 


3 


0 


2 


3 


3 


3 


3 


NORTH CANAAN 


NORTH CANAAN ELEMENTARY SCHOOL 


3 


2 


2 


2 


2 


2 


2 


2 


NORTH HAVEN 


MONTOWESE ELEMENTARY SCHOOL 


4 


4 


1 


4 


4 


4 


3 


4 


NORTH HAVEN 


RIDGE ROAD ELEMENTARY SCHOOL 


4 


4 


1 


4 


4 


4 


4 


3 


NORTH HAVEN 


GREEN ACRES ELEMENTARY SCHOOL 


4 


4 


0 


3 


4 


4 


4 


3 


NORTH HAVEN 


CLINTONVILLE ELEMENTARY SCHOOL 


4 


4 


1 


2 


4 


4 


2 


2 


NORTH HAVEN 


NORTH HAVEN MIDDLE SCHOOL 


3 


0 


1 


3 


4 


3 


3 


3 


NORTH HAVEN 


NORTH HAVEN HIGH SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


NORTH STONINGTON 


NORTH STONINGTON ELEMENTARY 


2 


1 


0 


2 


4 


4 


4 


3 


NORTH STONINGTON 


WHEELER MIDDLE SCHOOL 


3 


2 


2 


3 


3 


3 


3 


2 


NORTH STONINGTON 


WHEELER HIGH SCHOOL 


3 


2 


2 


3 


3 


3 


3 


2 


NORWALK 


BROOKSIDE ELEMENTARY SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


NORWALK 


COLUMBUS ELEMENTARY SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


NORWALK 


CRANBURY ELEMENTARY SCHOOL 


2 


2 


0 


3 


3 


3 


3 


3 


NORWALK 


JEFFERSON ELEMENTARY SCHOOL 


2 


2 


3 


3 


3 


3 


3 


3 


NORWALK 


KENDALL ELEMENTARY SCHOOL 


2 


2 


0 


3 


2 


3 


3 


2 


NORWALK 


ROWAYTON SCHOOL 


2 


2 


0 


2 


3 


3 


3 


2 


NORWALK 


TRACEY SCHOOL 


2 


2 


0 


3 


3 


3 


3 


2 


NORWALK 


FOX RUN ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


NORWALK 


NARAMAKE ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


NORWALK 


MARVIN ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


NORWALK 


SILVERMINE ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


NORWALK 


WOLFPIT SCHOOL 


2 


2 


0 


3 


3 


3 


3 


3 


NORWALK 


NATHAN HALE MIDDLE SCHOOL 


2 


2 


0 


3 


3 


3 


3 


3 


NORWALK 


PONUS RIDGE MIDDLE SCHOOL 


2 


2 


0 


2 


2 


3 


3 


2 


NORWALK 


WEST ROCKS MIDDLE SCHOOL 


2 


2 


2 


2 


2 


2 


2 


2 


NORWALK 


ROTON MIDDLE SCHOOL 


2 


2 


0 


3 


2 


3 


3 


3 


NORWALK 


NORWALK HIGH SCHOOL 


2 


2 


3 


3 


3 


3 


2 


3 


NORWALK 


BRIEN MCMAHON HIGH SCHOOL 


2 


2 


0 


2 


2 


3 


3 


3 


NORWALK 


BRIGGS HIGH SCHOOL 


2 


2 


0 


3 


3 


3 


3 


3 


NORWICH 


BISHOP SCHOOL 


1 


0 


0 


3 


3 


2 


3 


2 


NORWICH 


WILLIAM A, BUCKINGHAM SCHOOL 


1 


3 


0 


3 


3 


2 


3 


3 


NORWICH 


GREENEVILLE SCHOOL 


1 


0 


0 


3 


3 


2 


2 


3 


NORWICH 


SAMUEL HUNTINGTON SCHOOL 


2 


1 


0 


3 


3 


1 


2 


1 


NORWICH 


JOHN B. STANTON SCHOOL 


2 


3 


0 


3 


4 


3 


2 


2 


NORWICH 


WEQUONNOC SCHOOL 


1 


0 


0 


2 


3 


3 


2 


2 


NORWICH 


THOMAS W, MAHAN SCHOOL 


3 


3 


0 


3 


3 


2 


3 


3 


NORWICH 


VETERANS’ MEMORIAL SCHOOL 


4 


4 


0 


4 


4 


4 


1 


4 


NORWICH 


UNCAS SCHOOL 


2 


3 


0 


3 


3 


3 


2 


3 


NORWICH 


JOHN M. MORIARTY SCHOOL 


1 


3 


0 


3 


3 


1 


3 


3 


NORWICH 


KELLY MIDDLE SCHOOL 


4 


4 


0 


3 


4 


4 


3 


2 


NORWICH 


TEACHERS’ MEMORIAL MIDDLE 


3 


0 


0 


2 


3 


3 


2 


3 


NORWICH 


NORWICH HIGH SCHOOL 


0 


0 


0 


2 


2 


1 


3 


1 


NORWICH 


HICKORY STREET SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


OLD SAYBROOK 


KATHLEEN E. GOODWIN SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 
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Service Systems (10/1999): 
All Schools (N = 1001) 










Table4E 


(Rating Scale: 4 = Well Above Adequate; 

1 = Less than Adequate; 


3 = Reasonably Adequate; 2 
0 = Not Included in Facility.) 


= Minimally Adequate; 








District School Name 


Tech- 

Intemal nology 

Commu- Infra- 

nications structure 


Air 

Condi- Interior 

tioning Heating Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 



OLD SAYBROOK 


OLD SAYBROOK MIDDLE SCHOOL 


4 


4 


3 


3 


4 


3 


4 


4 


OLD SAYBROOK 


OLD SAYBROOK SENIOR HIGH SCH 


4 


4 


2 


4 


2 


3 


3 


2 


ORANGE 


MARY L. TRACY SCHOOL 


4 


3 


1 


4 


4 


3 


4 


4 


ORANGE 


RACE BROOK SCHOOL 


4 


4 


1 


4 


4 


2 


3 


3 


ORANGE 


TURKEY HILL SCHOOL 


3 


4 


1 


4 


3 


2 


4 


3 


ORANGE 


PECK PLACE SCHOOL 


3 


3 


2 


4 


3 


3 


4 


3 


OXFORD 


OXFORD CENTER SCHOOL 


1 


1 


0 


1 


1 


2 


1 


2 


OXFORD 


QUAKER FARMS SCHOOL 


1 


1 


1 


4 


4 


2 


4 


4 


OXFORD 


GREAT OAK SCHOOL 


1 


1 


3 


1 


2 


2 


3 


2 


PLAINFIELD 


MOOSUP ELEMENTARY SCHOOL 


2 


2 


2 


3 


3 


3 


3 


3 


PLAINFIELD 


PLAINFIELD MEMORIAL SCHOOL 


3 


3 


3 


4 


4 


4 


4 


3 


PLAINFIELD 


SHEPARD HILL ELEMENTARY SCHOOL 


3 


3 


2 


3 


4 


3 


3 


3 


PLAINFIELD 


PLAINFIELD CENTRAL SCHOOL 


3 


2 


2 


3 


3 


2 


3 


3 


PLAINFIELD 


PLAINFIELD HIGH SCHOOL 


2 


0 


0 


2 


4 


3 


2 


2 


PLAINVILLE 


LINDEN STREET SCHOOL 


3 


3 


2 


2 


2 


2 


2 


2 


PLAINVtLLE 


FRANK T. WHEELER SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


PLAINVILLE 


LOUIS TOFFOLON SCHOOL 


3 


3 


0 


2 


2 


2 


3 


3 


PLAINVILLE 


MIDDLE SCHOOL OF PLAINVILLE 


4 


4 


4 


4 


4 


4 


4 


4 


PLAINVILLE 


PLAINVILLE HIGH SCHOOL 


3 


3 


2 


2 


3 


2 


2 


2 


PLYMOUTH 


EAST MAIN STREET SCHOOL 


3 


4 


1 


2 


2 


3 


2 


3 


PLYMOUTH 


PLYMOUTH CENTER SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


PLYMOUTH 


PROSPECT STREET SCHOOL 


0 


0 


0 


3 


2 


2 


1 


1 


PLYMOUTH 


HARRY S. FISHER SCHOOL 


3 


4 


0 


3 


3 


3 


3 


2 


PLYMOUTH 


TERRYVILLE HIGH SCHOOL 


2 


3 


0 


3 


3 


2 


3 


3 


POMFRET 


POMFRET COMMUNITY SCHOOL 


2 


3 


1 


3 


3 


3 


3 


3 


PORTLAND 


VALLEY VIEW SCHOOL 


2 


0 


0 


3 


4 


3 


4 


3 


PORTLAND 


GILDERSLEEVE SCHOOL 


3 


2 


0 


4 


4 


4 


4 


4 


PORTLAND 


PORTLAND MIDDLE SCHOOL 


2 


1 


0 


3 


3 


3 


3 


3 


PORTLAND 


PORTLAND HIGH SCHOOL 


3 


4 


4 


3 


3 


3 


3 


3 


PRESTON 


POQUETANUCK SCHOOL 


4 


0 


0 


4 


3 


1 


1 


4 


PRESTON 


PRESTON CITY SCHOOL 


2 


0 


0 


4 


3 


3 


3 


2 


PRESTON 


PRESTON PLAINS SCHOOL 


4 


0 


0 


4 


3 


3 


3 


3 


PUTNAM 


PUTNAM ELEMENTARY SCHOOL 


2 


1 


0 


2 


3 


2 


3 


2 


PUTNAM 


PUTNAM MIDDLE SCHOOL 


3 


1 


1 


4 


4 


3 


4 


4 


PUTNAM 


PUTNAM HIGH SCHOOL 


1 


2 


0 


1 


2 


4 


4 


2 


REDDING 


REDDING ELEMENTARY SCHOOL 


3 


0 


1 


2 


3 


3 


3 


2 


REDDING 


JOHN READ MIDDLE SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


RIDGEFIELD 


VETERANS PARK ELEMENTARY 


3 


3 


0 


4 


3 


3 


3 


3 


RIDGEFIELD 


RIDGEBURY ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


RIDGEFIELD 


FARMINGVILLE ELEMENTARY SCHOOL 


3 


3 


0 


4 


3 


3 


3 


3 


RIDGEFIELD 


SCOTLAND ELEMENTARY SCHOOL 


3 


3 


0 


4 


3 


3 


3 


3 


RIDGEFIELD 


BRANCHVILLE ELEMENTARY SCHOOL 


3 


3 


0 


4 


3 


3 


3 


3 


RIDGEFIELD 


EAST RIDGE MIDDLE SCHOOL 


3 


0 


0 


4 


4 


4 


2 


3 


RIDGEFIELD 


RIDGEFIELD HIGH SCHOOL 


2 


0 


2 


3 


3 


3 


3 


3 


ROCKY HILL 


DR. ORAN A. MOSER SCHOOL 


0 


0 


0 


2 


3 


2 


2 


3 


ROCKY HILL 


MYRTLE H. STEVENS SCHOOL 


2 


2 


2 


2 


3 


1 


1 


2 


ROCKY HILL 


WEST HILL SCHOOL 


4 


2 


4 


4 


4 


4 


3 


2 


ROCKY HILL 


ALBERT D. GRISWOLD JUNIOR HIGH 


4 


4 


2 


3 


3 


3 


4 


3 


ROCKY HILL 


ROCKY HILL HIGH SCHOOL 


3 


2 


2 


3 


3 


3 


3 


3 


SALEM 


SALEM ELEMENTARY SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


SALISBURY 


SALISBURY CENTRAL SCHOOL 


4 


1 


1 


4 


3 


4 


4 


3 


SCOTLAND 


SCOTLAND ELEMENTARY SCHOOL 


2 


2 


0 


2 


3 


4 


4 


3 


SEYMOUR 


BUNGAY SCHOOL 


4 


3 


1 


3 


3 


3 


4 


3 


SEYMOUR 


ANNA L LOPRESTI SCHOOL 


1 


1 


0 


2 


3 


2 


2 


3 


SEYMOUR 


PAUL CHATFIELD SCHOOL 


3 


3 


1 


4 


3 


2 


2 


2 


SEYMOUR 


SEYMOUR MIDDLE SCHOOL 


3 


2 


0 


2 


3 


2 


2 


2 


SEYMOUR 


SEYMOUR HIGH SCHOOL 


3 


2 


0 


2 


3 


2 


2 


2 


SHARON 


SHARON CENTER SCHOOL 


4 


2 


1 


3 


4 


3 


2 


4 


SHELTON 


LAFAYETTE SCHOOL 


1 


1 


3 


3 


3 


2 


1 


2 


SHELTON 


ELIZABETH SHELTON SCHOOL 


3 


1 


2 


3 


3 


3 


2 


3 


SHELTON 


SUNNYSIDE SCHOOL 


1 


1 


0 


1 


4 


2 


3 


3 


SHELTON 


LONG HILL SCHOOL 


1 


1 


2 


3 


3 


2 


2 


3 


SHELTON 


MOHEGAN SCHOOL 


1 


1 


3 


3 


3 


3 


2 


4 


SHELTON 


BOOTH HILL SCHOOL 


1 


1 


0 


3 


3 


1 


1 


3 


SHELTON 


INTERMEDIATE SCHOOL 


1 


1 


0 


1 


1 


1 


1 


1 
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Service Systems (-10/1999): Table 4E 

AU Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



Tech- 



DtSMCt 


School Name 


Internal 

Commu- 

nications 


nology 

Infra- 

structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


SHELTON 


SHELTON HIGH SCHOOL 


2 


2 


3 


3 


3 


3 


2 


3 


SHELTON 


RIPTON SCHOOL 


2 


1 


3 


3 


3 


2 


2 


3 


SHERMAN 


SHERMAN SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


SIMSBURY 


CENTRAL SCHOOL 


3 


4 


0 


2 


3 


3 


3 


3 


SIMSBURY 


TARIFFVILLE SCHOOL 


2 


4 


0 


2 


3 


3 


3 


3 


SIMSBURY 


TOOTIN' HILLS SCHOOL 


2 


4 


0 


3 


3 


3 


3 


3 


SIMSBURY 


LATIMER LANE SCHOOL 


2 


4 


0 


3 


3 


3 


2 


3 


SIMSBURY 


SQUADRON LINE SCHOOL 


3 


4 


0 


3 


3 


3 


2 


3 


SIMSBURY 


HENRY JAMES MEMORIAL SCHOOL 


2 


4 


0- 


2 


3 


3 


2 


2 


SIMSBURY 


SIMSBURY HIGH SCHOOL 


2 


4 


0 


2 


3 


3 


2 


3 


SOMERS 


SOMERS ELEMENTARY SCHOOL 


4 


4 


0 


3 


4 


4 


4 


4 


SOMERS 


MABELLE B. AVERY MIDDLE SCHOOL 


3 


4 


0 


4 


3 


1 


2 


3 


SOMERS 


SOMERS HIGH SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


SOUTHINGTON 


HATTON SCHOOL 


2 


0 


0 


2 


2 


2 


2 


2 


SOUTHINGTON 


PLANTSVILLE SCHOOL 


2 


1 


1 


4 


4 


3 


3 


3 


SOUTHINGTON 


SOUTH END SCHOOL 


3 


1 


1 


3 


4 


2 


3 


3 


SOUTHINGTON 


STRONG SCHOOL 


1 


, 0 


1 


2 


2 


1 


3 


2 


SOUTHINGTON 


THALBERG SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


SOUTHINGTON 


NORTH CENTER SCHOOL 


3 


1 


0 


3 


3 


2 


2 


3 


SOUTHINGTON 


FLANDERS SCHOOL 


1 


0 


0 


2 


3 


3 


2 


2 


SOUTHINGTON 


URBIN T. KELLEY SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


SOUTHINGTON 


DERYNOSKI ELEMENTARY SCHOOL 


3 


1 


0 


2 


2 


3 


4 


2 


SOUTHINGTON 


JOSEPH A. DEPAOLO MIDDLE SCHL 


3 


1 


0 


2 


4 


4 


4 


4 


SOUTHINGTON 


JOHN F. KENNEDY MIDDLE SCHOOL 


2 


1 


0 


2 


3 


2 


3 


3 


SOUTHINGTON 


SOUTHINGTON HIGH SCHOOL 


2 


4 


3 


2 


4 


3 


1 


3 


SOUTH WINDSOR 


PHILIP R. SMITH SCHOOL 


3 


2 


0 


1 


3 


1 


1 


3 


SOUTH WINDSOR 


PLEASANT VALLEY SCHOOL 


3 


2 


0 


2 


3 


1 


1 


3 


SOUTH WINDSOR 


WAPPING ELEMENTARY SCHOOL 


3 


2 


0 


3 


3 


3 


4 


3 


SOUTH WINDSOR 


ORCHARD HILL SCHOOL 


3 


2 


0 


3 


4 


3 


1 


3 


SOUTH WINDSOR 


ELI TERRY SCHOOL 


3 


2 


0 


3 


3 


3 


2 


3 


SOUTH WINDSOR 


TIMOTHY EDWARDS SCHOOL 


2 


1 


0 


2 


2 


2 


3 


3 


SOUTH WINDSOR 


SOUTH WINDSOR HIGH SCHOOL 


3 


3 


2 


3 


3 


3 


4 


3 


SPRAGUE 


SAYLES ELEMEfVTARY SCHOOL 


2 


1 


0 


3 


3 


3 


2 


3 


STAFFORD 


BOROUGH ELEMENTARY SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


STAFFORD 


STAFFORDVILLE SCHOOL 


2 


2 


0 


3 


3 


3 


3 


3 


STAFFORD 


WEST STAFFORD SCHOOL 


3 


1 


0 


3 


4 


4 


4 


4 


STAFFORD 


EARL M. WITT INTERMEDIATE 


3 


0 


0 


2 


3 


2 


1 


2 


STAFFORD 


STAFFORD MIDDLE SCHOOL 


4 


2 


3 


3 


4 


3 


4 


3 


STAFFORD 


STAFFORD HIGH SCHOOL 


2 


3 


0 


3 


3 


3 


2 


3 


STAMFORD 


K.T. MURPHY SCHOOL 


2 


2 


1 


3 


3 


3 


2 


2 


STAMFORD 


NEWFIELD SCHOOL 


2 


2 


0 


3 


4 


3 


2 


4 


STAMFORD 


ROGERS SCHOOL 


3 


4 


3 


3 


4 


3 


3 


4 


STAMFORD 


ROXBURY SCHOOL 


1 


2 


0 


1 


3 


2 


2 


3 


STAMFORD 


SPRINGDALE SCHOOL 


1 


1 


1 


1 


2 


2 


1 


2 


STAMFORD 


JULIA A. STARK SCHOOL 


3 


3 


4 


4 


4 


4 ■ 


4 


4 


STAMFORD 


WESTOVER SCHOOL 


4 


3 


4 


4 


1 


1 


1 


1 


STAMFORD 


NORTHEAST SCHOOL 


2 


2 


0 


1 


1 


2 


1 


1 


STAMFORD 


BANK STREET PROGRAM AT TOQUAM 


2 


3 


2 


3 


3 


2 


3 


2 


STAMFORD 


DAVENPORT RIDGE SCHOOL 


2 


2 


1 


3 


2 


1 


3 


3 


STAMFORD 


STILLMEADOW SCHOOL 


1 


2 


3 


1 


1 


1 


2 


2 


STAMFORD 


DOLAN SCHOOL 


2 


1 


0 


2 


4 


1 


1 


2 


STAMFORD 


TURN OF RIVER SCHOOL 


2 


2 


2 


3 


3 


3 


1 


1 


STAMFORD 


CLOONAN SCHOOL 


3 


2 


0 


4 


4 


4 


4 


4 


STAMFORD 


RIPPOWAM MAGNET MIDDLE SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


STAMFORD 


STAMFORD HIGH SCHOOL 


3 


3 


1 


2 


4 


3 


3 


3 


STAMFORD 


WESTHILL HIGH SCHOOL 


1 


2 


2 


2 


3 


2 


3 


2 


STAMFORD 


HART MAGNET (AIMS EDUC CENTER) 


4 


3 


3 


3 


4 


2 


4 


4 


STERLING 


STERLING MEMORIAL SCHOOL 


2 


3 


0 


2 


3 


3 


2 


3 


STONINGTON 


WEST BROAD STREET SCHOOL 


3 


1 


0 


3 


3 


2 


3 


3 


STONINGTON 


DEANS MILL SCHOOL 


2 


0 


0 


3 


3 


3 


2 


2 


STONINGTON 


WEST VINE STREET SCHOOL 


3 


1 


0 


3 


3 


2 


3 


2 


STONINGTON 


PAWCATUCK MIDDLE SCHOOL 


4 


1 


0 


3 


4 


3 


3 


3 


STONINGTON 


MYSTIC MIDDLE SCHOOL 


4 


4 


2 


4 


4 


4 


4 


4 


STONINGTON 


STONINGTON HIGH SCHOOL 


2 


2 


1 


2 


3 


3 


2 


3 


STRATFORD 


CENTER SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 
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Service Systems (-10/1999): 
All Schools (N = 1001) 










Table 4E 


(Rating Scale: 4 = Well Above Adequate: 

1 = Less than Adequate; 


3 = Reasonably Adequate; 2 
0 = Not Included in Facility.) 


= Minimally Adequate; 








District School Name 


Tech- 

Internal nology 

Commu- Infra- 

nications structure 


Air 

Condi- Interior 

honing Heating Lighting 


Exterior 

Ughting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 



STRATFORD 


CHAPEL SCHOOL 


2 


1 


0 


2 


2 


2 


2 


2 


STRATFORD 


FRANKLIN SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


STRATFORD 


LORDSHIP SCHOOL 


2 


1 


0 


3 


3 


3 


3 


3 


STRATFORD 


NICHOLS SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


STRATFORD 


SECOND HILL LANE SCHOOL 


1 


1 . 


0 


2 


2 


2 


2 


2 


STRATFORD 


WHITNEY SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


STRATFORD 


WILCOXSON SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


STRATFORD 


STRATFORD ACDMY-JOHNSN/HONYSPT 


3 


3 


0 


3 


3 


3 


3 


3 


STRATFORD 


DAVID WOOSTER MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


STRATFORD 


HARRY B. FLOOD MIDDLE SCHOOL 


3 


1 


1 


1 


3 


3 


3 


2 


STRATFORD 


STRATFORD HIGH SCHOOL 


3 


2 


0 


2 


3 


2 


3 


3 


STRATFORD 


BUNNELL HIGH SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


SUFFIELD 


BRIDGE STREET SCHOOL 


1 


1 


0 


3 


3 


3 


3 


3 


SUFFIELD 


A. WARD SPAULDING SCHOOL 


1 


2 


0 


3 


3 


3 


2 


3 


SUFFIELD 


MCALISTER MIDDLE SCHOOL 


1 


1 


0 


1 


1 


1 


1 


1 


SUFFIELD 


SUFFIELD HIGH SCHOOL 


1 


1 


1 


2 


2 


2 


2 


2 


THOMASTON 


BLACK ROCK SCHOOL 


4 


4 


2 


4 


3 


3 


3 


2 


THOMASTON 


THOMASTON MIDDLE SCHOOL 


1 


3 


0 


1 


1 


1 


2 


1 


THOMASTON 


THOMASTON HIGH SCHOOL 


2 


4 


3 


3 


3 


2 


2 


3 


THOMPSON 


MARY R. FISHER ELEMENTARY SCH 


2 


1 


2 


4 


4 


4 


2 


1 


THOMPSON 


THOMPSON MIDDLE SCHOOL 


0 


1 


0 


4 


4 


4 


1 


2 


THOMPSON 


TOURTELLOTTE MEMORIAL HIGH SCH 


3 


3 


1 


4 


4 


4 


1 


4 


TOLLAND 


PARKER MEMORIAL SCHOOL 


2 


0 


0 


3 


3 


2 


3 


3 


TOLLAND 


TOLLAND MIDDLE SCHOOL 


4 


4 


1 


3 


4 


4 


4 


4 


TOLLAND 


TOLLAND HIGH SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


TORRINGTON 


EAST SCHOOL 


2 


0 


0 


2 


3 


3 


3 


3 


TORRINGTON 


FORBES SCHOOL 


1 


0 


1 


1 


2 


2 


2 


2 


TORRINGTON 


SOUTHWEST SCHOOL 


3 


0 


0 


3 


3 


3 


3 


2 


TORRINGTON 


TORRINGFORD SCHOOL 


1 


0 


0 


1 


1 


1 


2 


1 


TORRINGTON 


VOGEL-WETMORE 


4 


3 


1 


3 


4 


4 


4 


4 


TORRINGTON 


TORRINGTON MIDDLE SCHOOL 


4 


3 


4 


4 


4 


4 


4 


4 


TORRINGTON 


TORRINGTON HIGH SCHOOL 


1 


1 


0 


1 


3 


2 


1 


1 


TORRINGTON 


SOUTHEAST SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 


TRUMBULL 


BOOTH HILL SCHOOL 


3 


3 


1 


2 


3 


2 


3 


3 


TRUMBULL 


MIDDLEBROOK SCHOOL 


3 


3 


1 


2 


3 


2 


3 


3 


TRUMBULL 


JANE RYAN SCHOOL 


3 


3 


1 


2 


3 


2 


3 


3 


TRUMBULL 


DANIELS FARM SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


TRUMBULL 


TASHUA SCHOOL 


3 


3 


2 


2 


3 


3 


3 


3 


TRUMBULL 


MADISON MIDDLE SCHOOL 


3 


3 


1 


2 


3 


3 


3 


3 


TRUMBULL 


HI LLCRE ST MIDDLE SCHOOL 


3 


3 


1 


2 


3 


2 


3 


2 


TRUMBULL 


TRUMBULL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


2 


3 


UNION 


UNION ELEMENTARY SCHOOL 


0 


4 


0 


3 


3 


2 


2 


2 


VERNON 


LAKE STREET SCHOOL 


3 


2 


0 


3 


3 


3 


4 


3 


VERNON 


MAPLE STREET SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


VERNON 


NORTHEAST SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


VERNON 


TALCOTTVILLE ADOLESCENT CENTER 


3 


2 


1 


3 


3 


3 


2 


3 


VERNON 


SKINNER ROAD SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


VERNON 


CENTER ROAD SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


VERNON 


VERNON CENTER MIDDLE SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


VERNON 


ROCKVILLE HIGH SCHOOL 


3 


2 


1 


3 


3 


3 


2 


3 


VOLUNTOWN 


VOLUNTOWN ELEMENTARY SCHOOL 


2 


3 


2 


3 


3 


3 


3 


3 


WALLINGFORD 


MOSES Y. BEACH SCHOOL 


2 


3 


0 


3 


3 


2 


2 


3 


WALLINGFORD 


HIGHLAND SCHOOL 


3 


1 


0 


3 


3 


3 


3 


3 


WALLINGFORD 


PARKER FARMS SCHOOL 


1 


4 


0 


1 


3 


3 


3 


3 


WALLINGFORD 


ROCK HILL SCHOOL 


3 


2 


1 


3 


3 


2 


3 


3 


WALLINGFORD 


YALESVILLE SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


WALLINGFORD 


EVARTS C. STEVENS SCHOOL 


2 


1 


0 


3 


3 


3 


3 


3 


WALLINGFORD 


COOK HILL SCHOOL 


2 


0 


0 


3 


3 


3 


4 


3 


WALLINGFORD 


POND HILL SCHOOL 


4 


3 


0 


2 


3 


2 


4 


3 


WALLINGFORD 


DAG HAMMARSKJOLD SCHOOL 


3 


2 


1 


3 


3 


4 


4 


3 


WALLINGFORD 


JAMES H. MORAN MIDDLE SCHOOL 


3 


3 


1 


3 


4 


4 


4 


3 


WALLINGFORD 


LYMAN HALL HIGH SCHOOL 


3 


3 


1 


2 


3 


2 


3 


2 


WALLINGFORD 


MARK T. SHEEHAN HIGH SCHOOL 


3 


2 


2 


3 


3 


3 


3 


3 


WATERBURY 


BARNARD SCHOOL 


4 


1 


0 


3 


3 


3 


1 


1 


WATERBURY 


BUCKS HILL SCHOOL 


2 


1 


0 


3 


3 


2 


2 


2 
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Tabic 4E 



ServiceSystems(-10/1999):- 
All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



Tech- 



District 


School Name 


Internal 

Commu- 

nications 


nology 

Infra- 

structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


WATERBURY 


BUNKER HILL SCHOOL 


4 


1 


0 


3 


4 


4 


4 


4 


WATERBURY 


H.S. CHASE SCHOOL 


2 


2 


0 


3 


3 


3 


2 


3 


WATERBURY 


WENDELL L. CROSS SCHOOL 


1 


1 


0 


3 


3 


1 


1 


1 


WATERBURY 


DRIGGS SCHOOL 


3 


1 


0 


3 


3 


2 


1 


2 


WATERBURY 


MARGARET M GENERALI ELEMENTARY 


1 


0 


0 


3 


3 


1 


1 


1 


WATERBURY 


HOPEVILLE SCHOOL 


1 


0 


0 


3 


3 


2 


1 


2 


WATERBURY 


FJ. KINGSBURY SCHOOL 


2 


0 


0 


3 


3 


2 


2 


1 


WATERBURY 


SPRAGUE SCHOOL 


1 


1 


0 


3 


3 


2 


2 


2 


WATERBURY 


B.W. TINKER SCHOOL 


3 


1 


0 


3 


3 


2 


1 


2 


WATERBURY 


WALSH SCHOOL 


2 


2 


0 


3 


3 


3 


3 


2 


WATERBURY 


WASHINGTON SCHOOL 


2 


2 


0 


3 


3 


3 


2 


2 


WATERBURY 


GILMARTIN SCHOOL 


2 


2 


0 


3 


2 


3 


2 


2 


WATERBURY 


CARRINGTON SCHOOL 


3 


1 


0 


3 


3 


2 


1 


2 


WATERBURY 


REGAN SCHOOL 


4 


3 


0 


3 


3 


3 


3 


3 


WATERBURY 


MARY F, ROTELLA SCHOOL 


1 


1 


2 


3 


3 


2 


2 


2 


WATERBURY 


MALONEY INTERDISTRICT MAGNET 


4 


4 


4 


4 


4 


4 


4 


4 


WATERBURY 


WOODROW WILSON SCHOOL 


1 


0 


0 


3 


4 


3 


2 


2 


WATERBURY 


MICHAEL F. WALLACE MIDDLE SCH 


3 


2 


4 


4 


3 


2 


2 


3 


WATERBURY 


WEST SIDE MIDDLE SCHOOL 


3 


2 


3 


3 


3 


3 


2 


2 


WATERBURY 


NORTH END MIDDLE SCHOOL 


1 


2 


3 


3 


3 


2 


2 


3 


WATERBURY 


CROSBY HIGH SCHOOL 


2 


2 


4 


3 


3 


3 


2 


2 


WATERBURY 


WILBY HIGH SCHOOL 


4 


2 


4 


3 


3 


3 


3 


2 


WATERBURY 


JOHN F. KENNEDY HIGH SCHOOL 


3 


2 


1 


3 


3 


3 


2 


2 


WATERBURY 


STATE STREET SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


WATERFORD 


COHANZIE ELEMENTARY SCHOOL 


2 


2 


2 


2 


3 


2 


2 


3 


WATERFORD 


GREAT NECK ELEMENTARY SCHOOL 


3 


3 


1 


3 


4 


3 


3 


4 


WATERFORD 


QUAKER HILL ELEMENTARY SCHOOL 


4 


2 


2 


2 


3 


3 


3 


2 


WATERFORD 


SOUTHWEST ELEMENTARY SCHOOL 


3 


3 


0 


2 


3 


3 


3 


3 


WATERFORD 


OSWEGATCHIE ELEMENTARY SCHOOL 


2 


4 


0 


3 


4 


3 


3 


3 


WATERFORD 


CLARK LANE MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


4 


3 


WATERFORD 


WATERFORD HIGH SCHOOL 


1 


1 


1 


2 


3 


4 


4 


3 


WATERTOWN 


BALDWIN SCHOOL 


1 


0 


0 


1 


1 


3 


1 


1 


WATERTOWN 


FLETCHER W. JUDSON SCHOOL 


1 


0 


0 


2 


2 


1 


1 


3 


WATERTOWN 


POLK SCHOOL 


3 


3 


2 


2 


4 


4 


4 


3 


WATERTOWN 


GRIFFIN SCHOOL 


2 


0 


0 


1 


1 


1 


1 


1 


WATERTOWN 


HEMINWAY PARK SCHOOL 


0 


3 


0 


0 


2 


1 


1 


2 


WATERTOWN 


SWIFT JUNIOR HIGH SCHOOL 


3 


1 


0 


3 


3 


3 


2 


3 


WATERTOWN 


WATERTOWN HIGH SCHOOL 


2 


3 


0 


2 


4 


3 


3 


3 


WESTBROOK 


DAISY INGRAHAM SCHOOL 


2 


3 


1 


2 


4 


3 


3 


4 


WESTBROOK 


WESTBROOK MIDDLE SCHOOL 


4 


3 


3 


4 


4 


4 


4 


4 


WESTBROOK 


WESTBROOK HIGH SCHOOL 


4 


3 


3 


4 


4 


3 


4 


4 


WEST HARTFORD 


BRAEBURN SCHOOL 


3 


4 


0 


2 


2 


3 


3 


3 


WEST HARTFORD 


BUGBEE SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


CHARTER OAK SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


DUFFY SCHOOL 


3 


4 


0 


2 


3 


3 


3 


3 


WEST HARTFORD 


MORLEY SCHOOL 


4 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


NORFELDT SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


WEBSTER HILL SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


WHITING LANE SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


WEST HARTFORD 


WOLCOTT SCHOOL 


3 


4 


0 


2 


2 


3 


3 


3 


WEST HARTFORD 


AIKEN SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


SMITH SCHOOL 


4 


4 


0 


4 


4 


4 


4 


4 


WEST HARTFORD 


KING PHILIP MIDDLE SCHOOL 


3 


4 


0 


3 


3 


3 


3 


3 


WEST HARTFORD 


SEDGWICK MIDDLE SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


WEST HARTFORD 


CONARD HIGH SCHOOL 


4 


4 


4 


4 


4 


3 


3 


3 


WEST HARTFORD 


HALL HIGH SCHOOL 


4 


4 


4 


3 


4 


3 


3 


3 


WE ST HAVEN 


FOREST SCHOOL 


2 


2 


2 


3 


2 


2 


3 


3 


WE ST HAVEN 


SETH G. HALEY SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


WEST HAVEN 


EDITH E. MACKRILLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


3 


WEST HAVEN 


ALMAE. PAGELS SCHOOL 


2 


1 


0 


1 


4 


3 


2 


3 


WE ST HAVEN 


EDGAR C. STILES SCHOOL 


1 


1 


0 


2 


2 


1 


1 


2 


WE ST HAVEN 


LARENCE E. THOMPSON SCHOOL 


1 


2 


0 


3 


3 


3 


1 


2 


WE ST HAVEN 


WASHINGTON SCHOOL 


3 


1 


0 


3 


4 


3 


3 


2 


WE ST HAVEN 


ANNA V. MOLLOY SCHOOL 


2 


1 


0 


3 


2 


3 


2 


3 


WE ST HAVEN 


SAVIN ROCK COMMUNITY SCHOOL 


2 


1 


3 


2 


4 


3 


4 


3 
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Service-Systems (10/-1 999); . . ^ 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



Table 4E 



Tech- 



District 


School Name 


Internal 

Commu- 

nications 


nology 

Infra- 

struchjre 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


WEST HAVEN 


HARRY M. BAILEY MIDDLE SCHOOL 


4 


4 


4 


4 


4 


3 


2 


3 


WEST HAVEN 


MAY V. CARRIGAN MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


3 


3 


WEST HAVEN 


WEST HAVEN HIGH SCHOOL 


4 


1 


0 


1 


3 


2 


2 


2 


WESTON 


HURLBUTT ELEMENTARY SCHOOL 


4 


1 


1 


3 


3 


4 


4 


2 


WESTON 


WESTON MIDDLE SCHOOL 


2 


1 


1 


2 


3 


2 


2 


3 


WESTON 


WESTON HIGH SCHOOL 


1 


1 


1 


2 


3 


2 


2 


3 


WESTPORT 


COLEYTOWN ELEMENTARY SCHOOL 


3 


3 


1 


1 


3 


1 


1 


2 


WESTPORT 


KING'S HIGHWAY ELEMENTARY 


1 


0 


1 


2 


3 


2 


3 


1 


WESTPORT 


LONG LOTS SCHOOL 


1 


3 


2 


2 


3 


2 


2 


2 


WESTPORT 


BEDFORD MIDDLE SCHOOL 


4 


4 


0 


3 


4 


2 


3 


3 


WESTPORT 


COLEYTOWN MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


WESTPORT 


STAPLES HIGH SCHOOL 


3 


3 


1 


2 


3 


3 


2 


2 


WETHERSFIELD 


EMERSON-WILLIAMS SCHOOL 


0 


0 


2 


2 


3 


2 


2 


1 


WETHERSFIELD 


ALFRED W. HANMER SCHOOL 


2 


0 


0 


3 


3 


3 


3 


3 


WETHERSFIELD 


CHARLES WRIGHT SCHOOL 


3 


3 


4 


3 


3 


3 


2 


3 


WETHERSFIELD 


HIGHCREST SCHOOL 


3 


3 


1 


2 


3 


3 


4 


3 


WETHERSFIELD 


WEBB KINDERGARTEN CENTER 


3 


0 


0 


3 


4 


4 


4 


3 


WETHERSFIELD 


SILAS DEANE MIDDLE SCHOOL 


2 


2 


0 


2 


3 


3 


3 


3 


WETHERSFIELD 


WETHERSFIELD HIGH SCHOOL 


3 


3 


0 


3 


4 


4 


4 


4 


WILLINGTON 


CENTER SCHOOL 


2 


3 


0 


1 


3 


2 


1 


1 


WILLINGTON 


HALL MEMORIAL SCHOOL 


2 


3 


0 


1 


3 


3 


2 


2 


WILTON 


TILFORD W. MILLER SCHOOL 


2 


2 


2 


3 


3 


3 


3 


3 


WILTON 


INAE. DRISCOLL SCHOOL 


2 


2 


2 


3 


3 


3 


3 


3 


WILTON 


CIDER MILL SCHOOL 


1 


1 


0 


2 


3 


2 


3 


2 


WILTON 


MIDDLEBROOK SCHOOL 


4 


4 


4 


4 


4 


4 


4 


3 


WILTON 


WILTON HIGH SCHOOL 


3 


2 


3 


3 


3 


3 


3 


3 


WINCHESTER 


MARY P. HINSDALE SCHOOL 


4 


3 


0 


2 


4 


3 


4 


4 


WINCHESTER 


BATCHELLER ELEMENTARY SCHOOL 


2 


3 


3 


3 


3 


2 


3 


3 


WINCHESTER 


PEARSON MIDDLE SCHOOL 


3 


3 


2 


4 


4 


4 


4 


4 


WINDHAM 


NATCHAUG SCHOOL 


3 


3 


1 


2 


3 


2 


3 


2 


WINDHAM 


NORTH WINDHAM SCHOOL 


3 


0 


1 


3 


3 


3 


3 


3 


WINDHAM 


WINDHAM CENTER SCHOOL 


3 


2 


1 


3 


3 


3 


3 


3 


WINDHAM 


W.B. SWEENEY SCHOOL 


3 


3 


1 


2 


3 


3 


3 


3 


WINDHAM 


WINDHAM MIDDLE SCHOOL 


4 


4 


3 


4 


4 


4 


4 


4 


WINDHAM 


WINDHAM HIGH SCHOOL 


3 


2 


1 


2 


2 


3 


3 


3 


WINDSOR 


CLOVER STREET SCHOOL 


1 


2 


0 


2 


3 


2 


1 


1 


WINDSOR 


POQUONOCK ELEMENTARY SCHOOL 


1 


2 


0 


1 


1 


2 


2 


1 


WINDSOR 


JOHN F. KENNEDY SCHOOL 


1 


2 


0 


2 


2 


1 


2 


2 


WINDSOR 


OLIVER ELLSWORTH SCHOOL 


1 


2 


2 


2 


2 


3 


2 


2 


WINDSOR 


ROGER WOLCOTT EARLY CHILD CTR. 


2 


2 


2 


2 


2 


3 


1 


2 


WINDSOR 


SAGE PARK MIDDLE SCHOOL 


3 


4 


0 


3 


2 


4 


4 


3 


WINDSOR 


WINDSOR HIGH SCHOOL 


1 


1 


0 


1 


1 


2 


1 


1 


WINDSOR LOCKS 


NORTH STREET SCHOOL 


3 


4 


2 


2 


4 


4 


4 


3 


WINDSOR LOCKS 


SOUTH ELEMENTARY SCHOOL 


3 


4 


2 


4 


4 


4 


4 


4 


WINDSOR LOCKS 


WINDSOR LOCKS MIDDLE SCHOOL 


3 


3 


2 


2 


4 


4 


3 


4 


WINDSOR LOCKS 


WINDSOR LOCKS HIGH SCHOOL 


3 


3 


2 


1 


4 


4 


1 


2 


WOLCOTT 


FRISBIE SCHOOL 


2 


0 


0 


2 


3 


1 


1 


2 


WOLCOTT 


WAKELEE SCHOOL 


3 


0 


0 


3 


4 


3 


1 


2 


WOLCOTT 


TYRRELL SCHOOL 


3 


0 


0 


3 


2 


2 


1 


3 


WOLCOTT 


ALCOTT MIDDLE SCHOOL 


3 


0 


0 


3 


4 


4 


1 


2 


WOLCOTT 


WOLCOTT HIGH SCHOOL 


3 


0 


1 


3 


3 


2 


1 


2 


WOODBRIDGE 


BEECHER ROAD SCHOOL 


3 


4 


3 


4 


3 


2 


3 


4 


WOODSTOCK 


WOODSTOCK ELEMENTARY SCHOOL 


1 


0 


0 


4 


2 


1 


1 


2 


WOODSTOCK 


WOODSTOCK MIDDLE SCHOOL 


4 


4 


0 


4 


4 


2 


3 


4 


DISTRICT NO. 1 


HOUSATONIC VALLEY REG. H.S. 


3 


4 


0 


4 


4 


3 


4 


4 


DISTRICT NO. 4 


JOHN WINTHROP JUNIOR HIGH SCH 


2 


2 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 4 


VALLEY REGIONAL HIGH SCHOOL 


2 


2 


2 


3 


4 


3 


3 


3 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


4 


4 


0 


2 


3 


3 


2 


3 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


2 


4 


0 


3 


3 


3 


4 


3 


DISTRICT NO. 5 


AMITY REGIONAL SENIOR HIGH SCH 


4 


4 


3 


4 


4 


4 


4 


4 


DISTRICT NO. 6 


GOSHEN CENTER SCHOOL 


2 


0 


0 


2 


2 


2 


1 


2 


DISTRICT NO. 6 


JAMES MORRIS SCHOOL 


1 


0 


0 


2 


2 


1 


1 


1 


DISTRICT NO. 6 


WARREN ELEMENTARY SCHOOL 


1 


0 


0 


2 


4 


1 


3 


3 


DISTRICT NO. 6 


WAMOGO REGIONAL HIGH SCHOOL 


2 


2 


0 


2 


2 


2 


2 


2 


DISTRICT NO. 7 


NORTHWESTERN REGIONAL 


1 


2 


2 


2 


3 


3 


2 


2 
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AU Schools (N = 1001) 








-Table 4E-- 


(Rating Scale: 


4 = Well Above Adequate; 
1 = Less than Adequate; 


3 = Reasonably Adequate; 2 
0 = Not Included in Facility.) 


= Minimally Adequate; 






District 


School Name 


Tech- 

tntemai noiogy 

Commu- Infra- 

nlcations structure 


Air 

Condi* Interior 

tioning Heating Lighting 


Roadways 
Exterior and 

Lighting Walkways 


Plumbing 

and 

Lavatories 



DISTRICT NO. 8 


RHAM MIDDLE SCHOOL 


2 


3 


2 


2 


3 


2 


2 


3 


DISTRICT NO. 8 


RHAM HIGH SCHOOL 


3 


3 


2 


3 


3 


3 


2 


2 


DISTRICT NO. 9 


JOEL BARLOW HIGH SCHOOL 


4 


4 


1 


2 


2 


3 


3 


2 


DISTRICT NO. 10 


LAKE GARDA ELEMENTARY SCHOOL 


4 


1 


0 


3 


3 


2 


4 


3 


DISTRICT NO. 10 


HARWINTON CONSOLIDATED SCHOOL 


3 


1 


0‘ 


4 


4 


4 


4 


3 


DISTRICT NO. 10 


HAR-BUR MIDDLE SCHOOL 


4 


2 


0 


3 


4 


3 


4 


3 


DISTRICT NO. 10 


LEWIS S. MILLS HIGH SCHOOL 


4 


2 


0 


2 


4 


3 


4 


2 


DISTRICT NO. 11 


PARISH HILL HIGH SCHOOL 


2 


2 


1 


2 


2 


3 


2 


3 


DISTRICT NO. 12 


THE BURNHAM SCHOOL 


2 


1 


0 


3 


3 


1 


1 


3 


DISTRICT NO. 12 


BOOTH FREE SCHOOL 


2 


1 


0 


2 


4 


1 


2 


3 


DISTRICT NO. 12 


WASHINGTON PRIMARY SCHOOL 


2 


2 


0 


1 


2 


2 


3 


3 


DISTRICT NO. 12 


SHEPAUG VALLEY MIDDLE SCHOOL 


1 


1 


4 


4 


2 


3 


3 


3 


DISTRICT NO. 12 


SHEPAUG VALLEY HIGH SCHOOL 


2 


1 


4 


4 


2 


3 


3 


3 


DISTRICT NO. 13 


FREDERICK BREWSTER SCHOOL 


2 


0 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 13 


FRANCIS E. KORN SCHOOL 


1 


3 


1 


1 


1 


2 


3 


1 


DISTRICT NO. 13 


MIDDLEFIELD MEMORIAL SCHOOL 


3 


2 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 13 


JOHN LYMAN SCHOOL 


4 


2 


4 


3 


4 


2 


3 


3 


DISTRICT NO. 13 


FRANK WARD STRONG SCHOOL 


1 


2 


0 


1 


2 


1 


1 


1 


DISTRICT NO. 13 


COGINCHAUG REGIONAL HIGH SCH 


1 


1 


1 


1 


3 


3 


3 


3 


DISTRICT NO. 14 


BETHLEHEM ELEMENTARY SCHOOL 


2 


3 


2 


4 


3 


3 


4 


4 


DISTRICT NO. 14 


MITCHELL ELEMENTARY SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 14 


WOODBURY MIDDLE SCHOOL 


3 


1 


0 


1 


2 


1 


3 


1 


DISTRICT NO. 14 


NONNEWAUG HIGH SCHOOL 


3 


1 


1 


2 


2 


2 


3 


3 


DISTRICT NO. 15 


GAINFIELD ELEMENTARY SCHOOL 


2 


3 


0 


2 


3 


3 


3 


3 


DISTRICT NO. 15 


POMPERAUG SCHOOL 


4 


3 


0 


3 


4 


4 


4 


3 


DISTRICT NO. 15 


MIDDLEBURY ELEMENTARY SCHOOL 


3 


2 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 15 


LONG MEADOW ELEMENTARY 


4 


4 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 15 


ROCHAMBEAU MIDDLE SCHOOL 


2 


3 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 15 


MEMORIAL MIDDLE SCHOOL 


2 


3 


0 


3 


3 


3 


3 


3 


DISTRICT NO. 15 


POMPERAUG REGIONAL HIGH SCHOOL 


4 


4 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 16 


LAUREL LEDGE SCHOOL 


4 


3 


2 


3 


4 


3 


4 


4 


DISTRICT NO. 16 


COMMUNITY SCHOOL 


2 


3 


0 


3 


3 


3 


2 


3 


DISTRICT NO. 16 


ALGONQUIN SCHOOL 


1 


0 


0 


2 


2 


1 


1 


2 


DISTRICT NO. 16 


LONG RIVER MIDDLE SCHOOL 


4 


4 


2 


4 


3 


3 


4 


4 


DISTRICT NO. 17 


HADDAM ELEMENTARY SCHOOL 


2 


0 


0 


2 


3 


3 


2 


2 


DISTRICT NO. 17 


BURR DISTRICT ELEMENTARY 


1 


0 


2 


3 


3 


3 


3 


3 


DISTRICT NO. 17 


KILLINGWORTH ELEMENTARY SCHOOL 


2 


0 


0 


1 


3 


2 


3 


1 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH MIDDLE 


3 


0 


0 


1 


2 


1 


1 


1 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH HIGH 


4 


2 


2 


2 


3 


2 


2 


3 


DISTRICT NO. 18 


LYME CONSOLIDATED SCHOOL 


0 


0 


0 


1 


2 


2 


1 


2 


DISTRICT NO. 18 


MILE CREEK SCHOOL 


3 


0 


0 


3 


4 


4 


3 


2 


DISTRICT NO. 18 


CENTER SCHOOL 


1 


0 


0 


1 


2 


1 


1 


1 


DISTRICT NO. 18 


LYME-OLD LYME MIDDLE SCHOOL 


2 


1 


1 


2 


2 


2 


2 


3 


DISTRICT NO. 18 


LYME-OLD LYME HIGH SCHOOL 


2 


1 


0 


2 


3 


1 


2 


3 


DISTRICT NO. 19 


E. 0. SMITH HIGH SCHOOL 


2 


0 


0 


3 


3 


3 


3 


2 


CREC 


E HARTFORD/GLASTONBURY MAGNET 


2 


3 


0 


3 


3 


3 


3 


2 


CREC 


POLARIS CENTER 


2 


1 


2 


2 


2 


2 


2 


2 


CREC 


GRTR HTFD ACAD 4 PRFRMING ARTS 


3 


3 


2 


4 


3 


3 


3 


3 


CREC 


RIVER STREET SCHOOL 


3 


3 


4 


4 


4 


3 


4 


4 


CREC 


SOUNDBRIDGE 


3 


3 


3 


3 


4 


4 


4 


4 


ED CONNECTION 


EDUCATION CONNECTION 


3 


3 


0 


2 


3 


2 


3 


3 


CES 


SIX-SIX MAGNET SCHOOL 


3 


4 


3 


3 


3 


3 


3 


3 


CES 


ADMIN/LRNG-REG.SPEC.ED.CENTER 


4 


4 


4 


4 


4 


4 


4 


4 


ACES 


MAGNET WINTERGREEN INTERDISTRI 


2 


2 


2 


3 


2 


2 


2 


2 


ACES 


ARISE 


3 


3 


3 


3 


3 


2 


2 


3 


ACES 


LITTLE THEATER 


2 


0 


3 


3 


3 


3 


3 


3 


ACES 


VILLAGE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


4 


ACES 


MILL ROAD SCHOOL 


3 


2 


2 


3 


2 


2 


2 


2 


ACES 


ECA 


2 


2 


2 


2 


2 


3 


2 


2 


ACES 


BUILDING 3 


3 


2 


3 


3 


3 


3 


3 


3 


ACES 


BUILDINGS 1 & 2 


2 


2 


3 


3 


2 


3 


3 


3 


LEARN 


MULTICULTURAL MAGNET SCHOOL 


2 


3 


2 


2 


3 


3 


3 


3 


EASTCONN 


EASTCONN ELEMENTARY 


4 


4 


4 


4 


4 


4 


4 


4 


EASTCONN 


EASTCONN SECONDARY 


4 


4 


2 


4 


4 


4 


4 


4 


INTEGRATED DAY CHARTER SCHOOL 


3 


3 


3 


3 


3 


3 


3 


3 
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-Service-Systems (-10/1999): - - - . Table4E- 

All Schools (N = 1001) 

(Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate: 2 = Minimally Adequate; 

1 = Less than Adequate: 0 = Not Included in Facility.) 



District 


School Name 


Internal 

Commu- 

nications 


Tech- 

nology 

Infra- 

structure 


Air 

Condi- 

tioning 


Heating 


Interior 

Lighting 


Exterior 

Lighting 


Roadways 

and 

Walkways 


Plumbing 

and 

Lavatories 


NEW LONDON/INTER DIST ARTS/COM 


2 


2 


3 


3 


2 


2 


3 


2 


NEW HAVENA/ILLAGE ACADEMY 




4 


3 


4 


4 


4 


4 


4 


COMMON GROUND HIGH 




0 


3 


0 


4 


4 


2 


2 


4 


BRIDGE ACADEMY 






2 




3 


4 


4 


4 


3 


SIDE BY SIDE COM (CHARTER) 


4 


2 


0 


4 


2 


3 


3 


3 


ANCESTORS COMMUNITY CHARTER HS 


0 


0 


2 


2 


3 


3 


1 


1 


EXPLORATIONS CHARTER SCHOOL 


1 


0 


3 


2 


3 


1 


2 


3 


V-T SCHOOL SYSTEM 


BULLARD-HAVENS V-T SCHOOL 


3 


0 


0 


2 


2 


3 


2 


2 


V-T SCHOOL SYSTEM 


HENRY ABBOTT V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


H.H. ELLIS V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


ELI WHITNEY V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


A.I. PRINCE V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


HOWELL CHENEY V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


H.C. WILCOX V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


VINAL V-T SCHOOL 


4 


0 


0 


3 


3 


3 


4 


3 


V-T SCHOOL SYSTEM 


E.C. GOODWIN V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


NORWICH V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


J.M. WRIGHT V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


OLIVER WOLCOTT V-T SCHOOL 


4 


4 


0 


4 


3 


4 


4 


3 


V-T SCHOOL SYSTEM 


W.F. KAYNOR V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


2 


V-T SCHOOL SYSTEM 


WINDHAM V-T SCHOOL 


3 


0 


0 


3 


3 


3 


4 


3 


V-T SCHOOL SYSTEM 


EMMETT O'BRIEN V-T SCHOOL 


3 


0 


0 


3 


3 


3 


2 


3 


V-T SCHOOL SYSTEM 


PLATT V-T SCHOOL 


3 


0 


0 


3 


3 


3 


3 


3 


V-T SCHOOL SYSTEM 


ELLA T. GRASSO SOUTHEASTERN 


3 


0 


3 


3 


3 


3 


3 


3 


GILBERT ACADEMY 




2 


3 


1 


1 


3 


1 


2 


1 


WOODSTOCK ACADEMY 




3 


1 


1 


4 


4 


4 


3 


3 
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Section 5 

Dedicated Speciaity Areas 



Districts were again asked to report on dedicated specialty areas within each facility. There are 
fifteen items in this grouping (art room, music room, all-purpose room, gymnasium, auditorium, 
cafeteria, outdoor play area, outdoor athletic facilities, educational technology, science lab, 
library media center, language lab, technical/career education, office/administrative space, and 
guidance and student services). However, not all of these items apply to each type of facility. 
High schools and middle schools were asked to skip the question on outdoor play areas, while 
elementary schools were asked to skip outdoor athletic facilities. Based on actual responses, 
we discarded the all-purpose room item for high schools because an overwhelming majority of 
districts reported not having one. Similarly, well over 90 percent of all elementary schools 
reported no dedicated auditorium, science labs, language labs, or technical/career education 
areas. Consequently, these items were also discounted for elementary buildings. 

Because of the differences in items, data in this section have been grouped separately by 
elementary, middle and high school facilities. Summary reports by ERG are provided for each 
level as well. 

Elementary Schools 

Again in 1999, elementary schools tended to report a higher number of missing features than 
middle or high schools. As Table 5A indicates, about 21 percent of all responses in this section 
of the survey for elementary schools indicated the feature was not included in the facility. In 
part, this is attributable to the prevalence of all-purpose rooms versus separate gymnasiums 
and cafeterias. An elementary school with an all-purpose room nearly always reported no 
dedicated gymnasium or cafeteria and vice versa. Other features most commonly reported as 
missing from elementary schools were guidance/student service offices (38 percent), dedicated 
art (18 percent) and music (24 percent) rooms, and educational technology (15 percent). In the 
case of educational technology, however, this percentage is substantially lower than the 17.3 
percent reported last year. 

A look at Tables 5B and 5C for elementary schools shows the following: About one in four 
schools (24.1 percent) statewide report at least eight of the ten features surveyed to be 
reasonably adequate or better. Less than half of the schools (45.5 percent) report a majority of 
features to be reasonably adequate or better. As with previous sections of the survey, ERG I 
schools have again been less likely to report quality features and more likely to report 
inadequate or missing ones. Less than one in four ERG I schools report a majority of its 
dedicated specialty areas to be reasonably adequate or better, about half of the state average. 
Nearly half (42 of 90) of the schools reporting a majority of dedicated specialty areas to be less 
than adequate or not provided are in ERG I. These responses appear to be consistent with the 
previously discussed age and renovation status for elementary schools in ERG I. Schools in 
this group tend to be older both in terms of the original construction date and the years since the 
last major building renovation. 

From Table 5C, about 50 percent of all elementary schools statewide indicate that they either 
lack or have less than adequate accommodations in two or fewer of the ten areas surveyed. 
Conversely, that means that 50 percent of schools are deficient in three or more of the ten 
areas. About one in seven schools report a majority of the items (six or more) to be less than 
adequate or missing. 
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10/1999 




Condition of Facilities: Dedicated Specialty Areas 
Summary of Responses by Survey Item 
Elementary Schools (N = 640) 






Table 5A 




Number and Percentage of Schools Reporting a Building Feature to Be: 










Well Above 
Adequate 


Reasonably 

Adequate 


Minimally 

Adequate 


Less Than 
Adequate 


Not Included 
in Facility 


Survey Item Description: 


n 


% 


# 


% 


# 


% 


n 


% 


n 


% 


Art Room(s) 


167 


26.1% 


225 


35.2% 


90 


14.1% 


41 


6.4% 


117 


18.3% 


Music Room(s) 


97 


15.2% 


210 


32.8% 


129 


20.2% 


48 


7.5% 


156 


24.4% 


AlUPurpose Room (Gym/Aud/Caf.) 


54 


8.4% 


240 


37.5% 


110 


17.2% 


26 


4.1% 


210 


32.8% 


Gymnasium 


130 


20.3% 


175 


27.3% 


52 


8.1% 


16 


2.5% 


267 


41.7% 


Cafeteria 


108 


16.9% 


190 


29.7% 


71 


11.1% 


23 


3.6% 


248 


38.8% 


Outdoor Play Area 


94 


14.7% 


299 


46.7% 


169 


26.4% 


71 


11.1% 


7 


1.1% 


Education Technology 


78 


12.2% 


206 


32.2% 


174 


27.2% 


85 


13.3% 


97 


15.2% 


Library Media Centers 


124 


19.4% 


258 


40.3% 


168 


26.3% 


78 


12.2% 


12 


1.9% 


Office/Administrative Space 


82 


12.8% 


262 


40.9% 


206 


32.2% 


90 


14.1% 


0 


0.0% 


Guidance/Student Services 


49 


7.7% 


140 


21.9% 


121 


18.9% 


90 


14.1% 


240 


37.5% 


Total Responses 


983 


15.4% 


2205 


34.5% 


1290 


20.2% 


568 


8.9% 


1354 


21.2% 



10/1999 


Elementary School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Reasonably Adequate 
Or Better by Education Reference Group(ERG) 


Table 5B 


Education 




Count of Schools Based on the Number of Items Rated Reasonably Adequate or Better 


# of features rated reasonably adequate/better 


Reference 


Total 


10 of 


Oof 


8 of 


7 of 


6 of 


5 of 


4 of 


3 of 
in 


2 of 
in 


1 of 


Oof 

in 


At least 8 


At least 6 


2 or less 


(ERG) 


Schools 


terns 


Items 


items 


items 


items 


items 


Items 


IV 

Items 


IV 

items 


Items 


10 

Items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


30 


2 


4 


8 


2 


5 


2 


3 


2 


2 


0 


0 


14 


46.7% 


21 


70.0% 


2 


6.7% 


B 


87 


0 


24 


23 


17 


8 


1 


5 


6 


3 


0 


0 


47 


54.0% 


72 


82.8% 


3 


3.4% 


C 


64 


2 


8 


8 


11 


5 


7 


10 


2 


6 


2 


3 


18 


28.1% 


34 


53.1% 


11 


17.2% 


D 


77 


2 


5 


9 


10 


2 


12 


7 


8 


11 


7 


4 


16 


20.8% 


28 


36.4% 


22 


28.6% 


E 


27 


2 


2 


3 


4 


6 


1 


2 


2 


0 


2 


3 


7 


25.9% 


17 


63.0% 


5 


18.5% 


F 


95 


2 


5 


6 


10 


9 


11 


20 


15 


7 


6 


4 


13 


13.7% 


32 


33.7% 


17 


17.9% 


G 


34 


1 


8 


2 


1 


3 


3 


3 


6 


2 


4 


1 


11 


32.4% 


15 


44.1% 


7 


20.6% 


H 


104 


2 


4 


8 


11 


22 


15 


7 


9 


9 


11 


6 


14 


13.5% 


47 


45.2% 


26 


25.0% 


1 


122 


2 


6 


6 


9 


7 


8 


15 


10 


17 


19 


23 


14 


11.5% 


30 


24.6% 


59 


48.4% 


Total 

Schools 


640 


15 


66 


73 


75 


67 


60 


72 


60 


57 


51 


44 


154 


24.1% 


296 


46.3% 


152 


23.8% 


Percent of 








































Total 

Schools 


100% 


2% 


10% 


11% 


12% 


10% 


9% 


11% 


9% 


9% 


8% 


7% 
















Cumulative 

Percent 




2% 


13% 


24% 


36% 


46% 


56% 


67% 


76% 


85% 


93% 


100% 


















10/1999 


Elementary School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Less than Adequate 
Or Missing by Education Reference Group(ERG) 


Table 5C 


Education 




Count G 


if Schoo 


Is Based 


1 on the Number of Items Rated Less Than Adequate or Missing 


# of features rated inadequate or missing 


Reference 

Group 

(ERG) 


Total 

Schools 


10 of 
10 


Oof 

10 


8 of 
10 


7 of 
10 


6 of 
10 


5 of 
10 


4 of 
10 


3 of 
10 


2 of 
10 


1 of 
in 


0 of 
in 


At least 6 


At least 3 


2 or less 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


IV 

Items 


lU 

Items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


30 


0 


0 


0 


0 


0 


0 


0 


1 


13 


12 


4 


0 


0.0% 


1 


3.3% 


29 


96.7% 


B 


87 


0 


0 


0 


0 


0 


3 


3 


7 


31 


36 


7 


0 


0.0% 


13 


14.9% 


74 


85.1% 


C 


64 


1 


1 


1 


0 


3 


4 


4 


13 


13 


17 


7 


6 


9.4% 


27 


42.2% 


37 


57.8% 


D 


77 


2 


1 


1 


2 


6 


11 


8 


11 


11 


20 


4 


12 


15.6% 


42 


54.5% 


35 


45.5% 


E 


27 


0 


2 


0 


0 


1 


2 


4 


3 


7 


3 


5 


3 


11.1% 


12 


44.4% 


15 


55.6% 


F 


95 


1 


0 


1 


3 


7 


13 


13 


23 


16 


13 


5 


12 


12.6% 


61 


64.2% 


34 


35.8% 


G 


34 


0 


1 


0 


1 


1 


3 


3 


6 


8 


8 


3 


3 


8.8% 


15 


44.1% 


19 


55.9% 


H 


104 


1 


0 


2 


3 


6 


8 


11 


25 


25 


20 


3 


12 


11.5% 


56 


53.8% 


48 


46.2% 


1 


122 


3 


4 


7 


12 


16 


12 


16 


19 


19 


11 


3 


42 


34.4% 


89 


73.0% 


33 


27.0% 


Total 

Schools 


640 


8 


9 


12 


21 


40 


56 


62 


108 


143 


140 


41 


90 


14.1% 


316 


49.4% 


324 


50.6% 


Percent of 








































Total 

Schools 


100% 


1% 


1% 


2% 


3% 


6% 


9% 


10% 


17% 


22% 


22% 


6% 
















Cumulative 

Percent 




1% 


3% 


5% 


8% 


14% 


23% 


33% 


49% 


72% 


94% 


100% 
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Section 5 

Dedicated Specialty Areas (continued) 



In this section of the survey, the more affluent ERGs A and B report the best overall conditions 
with none of their elementary schools having a majority of inadequate or missing features. The 
vast majority of schools in these groups indicated two or fewer of the ten dedicated specialty 
areas to be inadequate. 

Middle Schools 

In general, the ratings for middle schools are a little higher than for elementary facilities. A 
greater percentage of total responses rate specialty areas to be reasonably adequate or better 
(54 percent versus 50 percent). Middle schools also report fewer inadequate or missing 
features, and when they do, it is most often because the facility is missing a particular feature. 
Over half of the "not included in facility” responses result from two items: all-purpose rooms and 
language labs. Neither of these results is particularly surprising, since many middle schools are 
former high schools or were built on the high school model with separate gymnasiums and 
cafeteria facilities rather than the all-purpose room more common to elementary facilities. As far 
as dedicated language labs are concerned, less than one in four middle schools report having 
one. While that figure is low, it is not that far below high schools where nearly two-thirds have 
no language labs. Auditoriums and technical/career education were the only other features 
missing from middle school facilities more than 10 percent of the time. 

The comparison of middle schools by ERG in Tables 5E and 5F does not produce the same 
results as for elementary schools. There is not a clear pattern that suggests the middle schools 
in needier ERGs are any more likely than those in more affluent groups to be lacking in 
accommodations or have features that are less than adequate. In fact, as shown in Table 5E, 
ERGs C, E and G report the three lowest percentages of schools rating 11 or more of the 14 
specialty areas surveyed to be reasonably adequate or better. ERG I schools show no 
deviation from the state averages for middle schools. 
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Condition of Facilities: Dedicated Specialty Areas 
Summary of Responses by Survey Item 
Middle Schools (N 165) 






Table 5D 




Number and Percentage of Schools Reporting a Building Feature to Be: 










Well Above 
Adequate 


Reasonably 

Adequate 


Minimally 

Adequate 


Less Than 
Adequate 


Not Included 
in Facility 


Survey Item Description: 




% 




% 


# 


% 


# 


% 


# 


% 


Art Room(s) 


51 


30.9% 


74 


44.8% 


33 


20.0% 


5 


3.0% 


2 


1.2% 


Music Room(s) 


43 


26.1% 


65 


39.4% 


39 


23.6% 


9 


5.5% 


9 


5.5% 


All-Purpose Room (Gym/Aud/Caf.) 


12 


7.3% 


24 


14.5% 


13 


7.9% 


1 


0.6% 


115 


69.7% 


Gymnasium 


41 


24.8% 


83 


50.3% 


25 


15.2% 


12 


7.3% 


4 


2.4% 


Auditorium 


30 


18.2% 


46 


27.9% 


16 


9.7% 


8 


4.8% 


65 


39.4% 


Cafeteria 


43 


26.1% 


74 


44.8% 


30 


18.2% 


10 


6.1% 


8 


4.8% 


Outdoor Athletic Facilities 


26 


15.8% 


63 


38.2% 


50 


30.3% 


13 


7.9% 


13 


7.9% 


Education Technology 


32 


19.4% 


56 


33.9% 


45 


27.3% 


21 


12.7% 


11 


6.7% 


Science Lab(s) 


38 


23.0% 


62 


37.6% 


39 


23.6% 


16 


9.7% 


10 


6.1% 


Library Media Centers 


50 


30.3% 


62 


37.6% 


38 


23.0% 


14 


8.5% 


1 


0.6% 


Language Lab(s) 


3 


1.8% 


13 


7.9% 


13 


7.9% 


8 


4.8% 


128 


77.6% 


Technical/Career Education 


19 


11.5% 


46 


27.9% 


46 


27.9% 


12 


7.3% 


42 


25.5% 


Office/Administrative Space 


35 


21.2% 


65 


39.4% 


46 


27.9% 


19 


11.5% 


0 


0.0% 


Guidance/Student Services 


42 


25.5% 


60 


36.4% 


50 


30.3% 


12 


7.3% 


1 


0.6% 


Total Responses 


465 1 


1 20.1% 


793 


34.3% 


483 


20.9% 


160 1 


1 6.9% 


409 


17.7% 
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Middle School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Reasonably Adequate 
Or Better by Education Reference Group(ERG) 



Table 5E 



Education 




Count of Schools Based on the Number of Items Rated Reasonably Adequate or Better 


# of features rated reasonably adequate/better 


Reference 


Total 


14 of 
14 


13 of 
14 


12 of 
14 


11 of 
14 


10 of 
14 


9 of 
14 


8 of 
14 


7 of 
14 


6 of 
14 


5 of 
14 


4of 

14 


3of 

14 


2of 

14 


1 of 
14 


oof 

14 


At least 11 


At least 8 


3 or less 


Terg^ 


Schools 


items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


11 


0 


0 


2 


1 


1 


0 


2 


0 


0 


2 


1 


0 


2 


0 


0 


3 


27.3% 


6 


54.5% 


2 


18.2% 


B 


26 


0 


0 


7 


2 


4 


3 


3 


3 


1 


1 


0 


1 


0 


1 


0 


9 


34.6% 


19 


73.1% 


2 


7.7% 


C 


20 


0 


1 


0 


2 


4 


2 


0 


2 


0 


2 


0 


2 


1 


2 


2 


3 


15.0% 


9 


45.0% 


7 


35.0% 


D 


22 


0 


0 


2 


4 


1 


2 


2 


2 


3 


1 


1 


1 


1 


1 


1 


6 


27.3% 


11 


50.0% 


4 


18.2% 


E 


9 


0 


0 


1 


1 


0 


2 


2 


1 


0 


0 


1 


0 


0 


0 


1 


2 


22.2% 


6 


66.7% 


1 


11.1% 


F 


25 


0 


1 


3 


3 


4 


2 


2 


4 


2 


0 


0 


1 


2 


1 


0 


7 


28.0% 


15 


60.0% 


4 


16.0% 


G 


9 


0 


0 


1 


1 


2 


1 


0 


1 


1 


2 


0 


0 


0 


0 


0 


2 


22.2% 


5 


55.6% 


0 


0.0% 


H 


24 


0 


0 


3 


3 


3 


0 


3 


1 


3 


0 


2 


0 


3 


1 


2 


6 


25.0% 


12 


50.0% 


6 


25.0% 


1 


19 


0 


1 


0 


4 


2 


1 


3 


2 


1 


2 


1 


2 


0 


0 


0 


5 


26.3% 


11 


57.9% 


2 


10.5% 


Total 

Schools 


165 


0 


3 


19 


21 


21 


13 


17 


16 


11 


10 


6 


7 


9 


6 


6 


43 


26.1% 


94 


57.0% 


28 


17.0% 


Percent of 














































Total - 
Schools 


100% 


0% 


2% 


12% 


13% 


13% 


8% 


10% 


10% 


7% 


6% 


4% 


4% 


5% 


4% 


4% 














Cumulative 

Percent 




0% 


2% 


13% 


26% 


39% 


47% 


57% 


67% 


73% 


79% 


83% 


87% 


93% 


96% 


100% 
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Middle School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Less Than Adequate 
Or Missing by Education Reference Group(ERG) 



Table 5F 



Education 




Count of Schools Based on the Number of Items Rated Less Than Adequate or Missing 


# of features rated less than adequate or missing 


Reference 


Total 


l4of 

14 


13 of 
14 


12 of 
14 


11 of 
14 


10 of 
14 


9 of 
14 


8 of 
14 


7 of 
14 


6 of 
14 


5 of 
14 


4 of 
14 


3 of 
14 


2 of 
14 


1 of 
14 


Oof 

14 


At least 7 


At least 3 


2 or less 


(ERG) 


Schools 


items 


items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


11 


0 


0 


0 


0 


0 


0 


1 


1 


0 


1 


1 


4 


3 


0 


0. 


2 


18.2% 


8 


72.7% 


3 


27.3% 


B 


26 


0 


0 


0 


0 


0 


0 


0 


0 


0 


1 


4 


4 


12 


4 


1 


0 


0.0% 


9 


34.6% 


17 


65.4% 


C 


20 


0 


0 


1 


0 


1 


2 


1 


0 


1 


1 


0 


7 


5 


1 


0 


5 


25.0% 


14 


70.0% 


6 


30.0% 


D 


22 


0 


0 


0 


0 


0 


1 


1 


0 


3 


2 


1 


5 


7 


2 


0 


2 


9.1% 


13 


59.1% 


9 


40.9% 


E 


9 


0 


0 


0 


0 


1 


0 


0 


0 


0 


0 


3 


2 


3 


0 


0 


1 


11.1% 


6 


66.7% 


3 


33.3% 


F 


25 


0 


0 


0 


0 


0 


1 


0 


3 


1 


4 


2 


3 


10 


0 


1 


4 


16.0% 


14 


56.0% 


11 


44.0% 


G 


9 


0 


0 


0 


0 


0 


0 


0 


0 


0 


0 


3 


2 


3 


1 


0 


0 


0.0% 


5 


55.6% 


4 


44.4% 


H 


24 


0 


0 


1 


0 


1 


0 


0 


0 


0 


2 


5 


3 


6 


1 


5 


2 


8.3% 


12 


50.0% 


12 


50.0% 


1 


19 


0 


0 


0 


0 


1 


1 


0 


0 


0 


3 


4 


2 


5 


3 


0 


2 


10.5% 


11 


57.9% 


8 


42.1% 


Total 

Schools 


165 


0 


0 


2 


0 


4 


5 


3 


4 


5 


14 


23 


32 


54 


12 


7 


18 


10.9% 


92 


55.8% 


73 


44.2% 


Percent of 














































Total 

Schools 


100% 


0% 


0% 


1% 


0% 


2% 


3% 


2% 


2% 


3% 


8% 


14% 


19% 


33% 


7% 


4% 














Cumulative 

Percent 




0% 


0% 


1% 


1% 


4% 


7% 


8% 


11% 


14% 


22% 


36% 


56% 


88% 


96% 


100% 

















Sections 

Dedicated Specialty Areas (continued) 



High Schools 

High school facilities were most likely to include all or most of the specialty areas surveyed. 
From Table 5G, only 192 of 2041 (9.4 percent) of total responses show features missing from 
buildings, and over one-half of these (98) can be attributed to the language lab item. 
Auditoriums, educational technology and music rooms are the other areas most frequently 
reported to be lacking (29, 22 and 18 schools, respectively). As far as the number of features 
rated reasonably adequate or better, high schools were rated above both elementary and 
middle schools (61 percent versus 50 percent and 54 percent, respectively). It appears that the 
high school buildings tend to have the most and best accommodations, particularly when 
compared to elementary schools. 

The ERG Tables 5H and 51 do not reveal any marked differences in the high schools for any 
particular ERG. ERG C shows the lowest percentage (25 percent) of facilities that report 
substantially adequate or above adequate conditions, although a change in a school or two 
would bring ERG C back in line with state averages. Otherwise, there appear to be no major 
differences. 

While noting that all 17 state vocational-technical schools report at least three specialty areas to 
be less than adequate or not provided for, it must be pointed out that vocational-technical 
schools do not have auditoriums, music rooms or language labs. As a result, the vocational- 
technical schools start out with three missing features. In fact, of the 72 responses rated less 
than adequate or missing by the vocational-technical schools, all but five reflected missing 
features as opposed to inadequate conditions. 

High schools tend to be rated slightly higher in more affluent ERGs. None of the six high 
schools reporting a majority of inadequate or missing features comes from ERG A, B or C 
(Table 51). Eighty-one percent of the high schools in these three ERGs reported no more than 
two inadequate or missing features compared to the statewide average of 70.7 percent. 
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Condition of Facilities: Dedicated Specialty Areas 
- -Summary of Responscs-by Survey-Item 
High Schools (N = 157) 






Table 5G 


Number and Percentage of Schools Reporting a Building Feature to Be: 




Well Above 
Adequate 


Reasonably 

Adequate 


Minimally 

Adequate 


Less Than 
Adequate 


Not Included 
in Facility 


Survey Item Description: 


# 


% 




% 


# 


% 


n 


% 


# 


% 


Art Room(s) 


34 


21.7% 


74 


47.1% 


42 


26.8% 


6 


3.8% 


1 


0.6% 


Music Room(s) 


30 


19.1% 


72 


45.9% 


29 


18.5% 


8 


5.1% 


18 


11.5% 


Gymnasium 


42 


26.8% 


85 


54.1% 


23 


14.6% 


5 


3.2% 


2 


1.3% 


Auditorium 


44 


28.0% 


56 


35.7% 


24 


15.3% 


4 


2.5% 


29 


18.5% 


Cafeteria 


36 


22.9% 


81 


51.6% 


34 


21.7% 


4 


2.5% 


2 


1.3% 


Outdoor Athletic Facilities 


31 


19.7% 


75 


47.8% 


41 


26.1% 


5 


3.2% 


5 


3.2% 


Education Technology 


33 


21.0% 


41 


26.1% 


42 


26.8% 


19 


12.1% 


22 


14.0% 


Science Lab(s) 


36 


22.9% 


68 


43.3% 


40 


25.5% 


13 


8.3% 


0 


0.0% 


Library Media Centers 


30 


19.1% 


78 


49.7% 


38 


24.2% 


10 


6.4% 


1 


0.6% 


Language Lab(s) 


15 


9.6% 


17 


10.8% 


14 


8.9% 


13 


8.3% 


98 


62.4% 


Technical/Career Education 


17 


10.8% 


72 


45.9% 


45 


28.7% 


9 


5.7% 


14 


8.9% 


Office/Administrative Space 


25 


15.9% 


64 


40.8% 


57 


36.3% 


11 


7.0% 


0 


0.0% 


Guidance/Student Services 


31 


19.7% 


60 


38.2% 


60 


38.2% 


6 


3.8% 


0 


0.0% 


Total Responses 


404 


19.8% 


843 


41.3% 


489 


24.0% 


113 


5.5% 


192 


9.4% 
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High School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Reasonably Adequate 
Or Better by Education Reference Group(ERG) 



Table 5H 



Count of Schools Based on the Number of Items Rated Reasonably Adequate or Better | # of features rated reasonably adequate/better 



Reference 

Group 

(ERG) 


Total 

Schools 


13 of 
13 

Items 


12 of 
13 

Items 


11 of 


10 of 


9of 


8 of 


7 of 


6 of 


5 of 


4 of 


3 of 


2 of 


1 of 


Oof 


At least 10 


At least 7 


3 or less 


1 3 

Items 


1 3 

Items 


13 

Items 


13 

Items 


1 3 

items 


13 

items 


13 

items 


lo 

items 


lo 

items 


1 O 

Items 


1 O 

items 


lO 

items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


9 


0 


2 


0 


1 


1 


1 


3 


0 


0 


1 


0 


0 


0 


0 


3 


33.3% 


8 


88.9% 


0 


0.0% 


B 


18 


6 


3 


1 


1 


1 


1 


0 


1 


1 


2 


0 


0 


1 


0 


11 


61.1% 


13 


72.2% 


1 


5.6% 


C 


20 


1 


2 


1 


1 


0 


1 


3 


4 


2 


2 


1 


2 


0 


0 


5 


25.0% 


9 


45.0% 


3 


15.0% 


D 


20 


1 


2 


3 


4 


3 


2 


1 


2 


0 


0 


0 


1 


0 


1 


10 


50.0% 


16 


80.0% 


2 


10.0% 


E 


9 


2 


1 


0 


0 


0 


2 


1 


2 


0 


0 


0 


0 


0 


1 


3 


33.3% 


6 


66.7% 


1 


11.1% 


F 


20 


0 


1 


5 


2 


3 


2 


2 


1 


0 


1 


0 


1 


2 


0 


8 


40.0% 


15 


75.0% 


3 


15.0% 


G 


10 


1 


2 


1 


0 


2 


1 


0 


3 


0 


0 


0 


0 


0 


0 


4 


40.0% 


7 


70.0% 


0 


0.0% 


H 


16 


1 


0 


2 


2 


1 


3 


1 


2 


0 


2 


1 


1 


0 


0 


5 


31.3% 


10 


62.5% 


2 


12.5% 


1 


18 


0 


1 


4 


2 


0 


4 


2 


0 


2 


1 


0 


1 


1 


0 


7 


38.9% 


13 


72.2% 


2 


11.1% 


VTSch. 


17 


0 


0 


0 


0 


3 


3 


2 


2 


4 


2 


0 


1 


0 


0 


0 


0.0% 


8 


47.1% 


1 


5.9% 


Total 

Schools 


157 


12 


14 


17 


13 


14 


20 


15 


17 


9 


11 


2 


7 


4 


2 


56 


35.7% 


105 


66.9% 


15 


9.6% 


Percent of 












































Total 

Schools 


100% 


8% 


9% 


11% 


8% 


9% 


13% 


10% 


11% 


6% 


7% 


1% 


4% 


3% 


1% 














Cumulative 

Percent 




8% 


17% 


27% 


36% 


45% 


57% 


67% 


78% 


83% 


90% 


92% 


96% 


99% 


100% 
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High School Facilities: Dedicated Specialty Areas 
Summary of Items Rated Less Than Adequate 
Or Missing by Education Reference Group(ERG) 



Table 51 



u 



Count of Schools Based on the Number of Items Rated Less Than Adequate or Missing 



of features rated less than adequate or missing 



Reference 

Group 

(ERG) 


Total 

Schools 


13 of 


12 of 


11 of 


10 of 


9of 


8of 


7 of 


6 of 


5 of 


4 of 


3 of 


2 of 


1 of 


Oof 


At least 7 


At least 3 


2 or less 


13 

items 


1 3 

Items 


1 3 

items 


13 

items 


1 3 

Items 


13 

items 


13 

items 


1 O 

items 


1 O 

items 


1 O 

items 


1 O 

items 


items 


items 


items 


Schools 


% 


Schools 


% 


Schools 


% 


A 


9 


0 


0 


0 


0 


0 


0 


0 


0 


0 


0 


1 


1 


5 


2 


0 


0.0% 


1 


11.1% 


8 


88.9% 


B 


18 


0 


0 


0 


0 


0 


0 


0 


0 


1 


0 


0 


2 


7 


8 


0 


0.0% 


1 


5.6% 


17 


94.4% 


C 


20 


0 


0 


0 


0 


0 


0 


0 


0 


1 


3 


3 


0 


7 


6 


0 


0.0% 


7 


35.0% 


13 


65.0% 


D 


20 


0 


0 


1 


0 


0 


0 


0 


0 


0 


2 


1 


2 


7 


7 


1 


5.0% 


4 


20.0% 


16 


80.0% 


E 


9 


0 


0 


0 


1 


0 


0 


0 


0 


0 


1 


0 


2 


3 


2 


1 


11.1% 


2 


22.2% 


7 


77.8% 


F 


20 


0 


0 


0 


0 


1 


0 


0 


0 


0 


0 


0 


6 


10 


3 


1 


5.0% 


1 


5.0% 


19 


95.0% 


G 


10 


0 


0 


0 


0 


0 


0 


0 


0 


0 


0 


2 


2 


5 


1 


0 


0.0% 


2 


20.0% 


8 


80.0% 


H 


16 


0 


0 


0 


0 


0 


0 


0 


0 


1 


1 


3 


1 


5 


5 


0 


0.0% 


5 


31.3% 


11 


68.8% 


1 


18 


0 


0 


0 


0 


0 


0 


2 


2 


0 


2 


0 


5 


5 


2 


2 


11.1% 


6 


33.3% 


12 


66.7% 


VTSch. 


17 


0 


0 


0 


0 


0 


0 


1 


0 


2 


13 


1 


0 


0 


0 


1 


5.9% 


17 


100.0% 


0 


0.0% 


Total 

Schools 


157 


0 


0 


1 


1 


1 


0 


3 


2 


5 


22 


11 


21 


54 


36 


6 


3.8% 


46 


29.3% 


111 


70.7% 


Percent of 
Total 
Schools 


100% 


0% 


0% 


1% 


1% 


1% 


0% 


2% 


1% 


3% 


14% 


7% 


13% 


34% 


23% 














Cumulative 

Percent 




0% 


0% 


1% 


1% 


2% 


2% 


4% 


5% 


8% 


22% 


29% 


43% 


77% 


100% 















o 

ERIC 



- 83 - 



87 



10/1999 



Table 5J (1) 



ArtRoom{s): 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is a complete art program with a dedicated art room to accommodate either individual or small group projects and specialized 
equipment. The lighting is brighter than in most other instructional spaces, and water and sinks are provided. There is adequate 
storage for supplies and ongoing projects. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


117 


2 


1 


120 


1 Less than adequate 


41 


5 


6 


52 


2 Minimally adequate 


90 


33 


42 


165 


3 Reasonably adequate 


225 


74 


74 


373 


4 Well above adequate 


167 


51 


34 


252 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1 : 


Art Room(s) 


24.7% 


4.2% 


4.5% 


17.9% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Art Room(s) 


61.3% 


75.8% 


68.8% 


65.0% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary Schoois~| 




Score Distribution with Number of Schools 



Number of Schools = 640 



I High Schools | 




Score Distribution with Number of Schools 



Number of Schools = 157 



[ Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



[ All Schools I 




Score Distribution with Number of Schools 
Number of Schools s 962 
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Table 5J (2) 



Music Room(s): 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
Included the following description of a facility that can be considered for a rating of 4. 

There Is separate dedicated space designed for the music program, both choral and instrumental, with acoustic treatment. 
There Is adequate storage space for sheet music and instruments, along with practice rooms. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


156 


9 


18 


183 


1 Less than adequate 


48 


9 


8 


. 65 


2 Minimally adequate 


129 


39 


29 


197 


3 Reasonably adequate 


210 


65 


72 


347 


4 Well above adequate 


97 


43 


30 


170 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1: 


Music Room(s) 


31.9% 


10.9% 


16.6% 


25.8% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Music Room(s) 


48.0% 


65.5% 


65.0% 


53.7% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolTl 




Score Distribution with Number of Schools 
Number of Schools = 640 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



I AllSchooir"! 




Score Distribution with Number of Schools 
Number of Schools = 962 
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All-Purpose Room (Gyrh/Aud/Caf.): 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is a general purpose room that serves as any combination of gymnasium, auditorium and cafeteria. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


210 


115 


N/A 


325 


1 Less than adequate 


26 


1 


N/A 


27 


2 Minimally adequate 


110 


13 


N/A 


123 


3 Reasonably adequate 


240 


24 


N/A 


264 


4 Well above adequate 


54 


12 


N/A 


66 


Total responses 


640 


165 


N/A 


805 


Percent of responses rated 0 or 1 : 


All-Purpose Room (Gym/Aud/Caf.) 


36.9% 


70.3% 


N/A 


43.7% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4; 


All-Purpose Room (Gym/Aud/Caf.) 


45.9% 


21.8% 


N/A 


41.0% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Etementary Schools | 




Number of Schools = 640 



I High Schoois"! 



Score Distribution with Number of Schoois 



Chart not applicable 



Score Distribution with Number of Schoois 




I Middie Schoois { 




Score Distribution with Number of Schoois 



Number of Schools = 165 



I Aii Schoois 




Score Distribution with Number of Schoois 



Number of Schools ~ 805 



O 

ERIC 
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10/1999 Table 5J (4) 

Gymnasium: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school has gymnasium facilities with sufficient space to accommodate equal programs. Middle and high schools should 
also include shower and locker facilities. Adequate equipment for the appropriate grade range is available, along with sufficient 
storage space. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


267 


4 


2 


273 


1 Less than adequate 


16 


12 


5 


33 


2 Minimally adequate 


52 


25 


23 


100 


3 Reasonably adequate 


175 


83 


85 


343 


4 Well above adequate 


130 


41 


42 


213 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1: 


Gymnasium 


44.2% 


9.7% 


4.5% 


31.8% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Gymnasium 


47.7% 


75.2% 


80.9% 


57.8% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



er|c 



I Elementary Schools | 




Score Distribution with Number of Schools 



Number of Schools = 640 



I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 165 



j High Schools | 



90% 

80% 

70% 

60% 

50% 

40% 

30% 

20 % 

10 % 

0 % 






I 



1 2 3 

Score Distribution with Number of Schools 



Number of Schools = 157 



All Schools 




Score Distribution with Number of Schools 



Number of Schools = 962 
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Auditorium 



Table 5J (5) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey Instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school has an auditorium with fixed seating for at least one-half of the enrollment, with the capacity to do theater 
productions as well as vocal and instrumental performances. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


N/A 


65 


29 


94 


1 Less than adequate 


N/A 


8 


4 


12 


2 Minimally adequate 


N/A 


16 


24 


40 


3 Reasonably adequate 


N/A 


46 


56 


102 


4 Well above adequate 


N/A 


30 


44 


74 


Total responses 


N/A 


165 


157 


322 


Percent of responses rated 0 or 1: 


Auditorium 


N/A 


44.2% 


21.0% 


32.9% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% ‘ 


Percent of responses rated 3 or 4: 


Auditorium 


N/A 


46.1% 


63.7% 


54.7% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



\ Elementary SchoolTl 




Score Distribution with Number of Scho ols 
Chart not applicable 



I High SchooiTI 




Score Distribution with Number of Schools 
Number of Schools = 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



I All Schools I 




Score Distribution with Number of Schools 
Number of Schools = 322 
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Cafeteria: 



Table 5J (6) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is a cafeteria that seats at least one-third of the enrollment (for elementary schools) or one-fourth of the enrollment 

(for middle and high schools). Kitchen, serving and seating areas are well equipped and provide a comfortable dining environment. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


248 


8 


2 


258 


1 Less than adequate 


23 


10 


4 


37 


2 Minimally adequate 


71 


30 


34 


135 


3 Reasonably adequate 


190 


74 


81 


345 


4 Well above adequate 


108 


43 


36 


187 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1: 


Cafeteria 


42.3% 


10.9% 


3.8% 


30.7% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Cafeteria 


46.6% 


70.9% 


74.5% 


55.3% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolTl 




Score Distribution with Number of Schools 
Number of Schools " 640 



I High Schools | 




Score Distribution with Number of Schools 



Number of Schools = 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



I All Schools I 




Score Distribution with Number of Schools 
Number of Schools = 962 
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Table 5J (7) 



Outdoor Play Area(s); 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is up-to-date equipment in safe condition, age appropriate, isolated from traffic, well drained, and of sufficient size to 
meet school programs and enrollment. Play area may be municipal if adjacent to the school. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


7 


N/A 


N/A 


7 


1 Less than adequate 


71 


N/A 


N/A 


71 


2 Minimally adequate 


169 


N/A 


N/A 


169 


3 Reasonably adequate 


299 


N/A 


N/A 


299 


4 Well above adequate 


94 


N/A 


N/A 


94 


Total responses 


640 


N/A 


N/A 


640 


Percent of responses rated 0 or 1 : 


Outdoor Play Area(s) 


12.2% 


N/A 


N/A 


12.2% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Outdoor Play Area(s) 


61 .4% 


N/A 


N/A 


61.4% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolTI 




Score Distribution with Number of Schools 



Number of Schools ~ 640 



I Middle Schools | 




Score Distribution with Number of Schools 



Chart not applicable 



I High Schools | 




Score Distribution with Number of Schools 



Chart not applicable 



I All Schools 




Score Distribution with Number of Schools 



Number of Schools = 640 



ERIC 
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Table 5J (8) 



Outdoor-Athletie Facilities: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The playing fields meet the requirements of a complete interscholastic athletic program and are maintained in playing condition with 
adequate spectator and competitor accommodations. Athletic facilities may be those of the municipality and may be in a separate 
location from the school, except that off-site facilities should not be rated a 4 unless they are complemented by on-site facilities 
that properly support physical education instruction and intramural sports. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


N/A 


13 


5 


18 


1 Less than adequate 


N/A 


13 


5 


18 


2 Minimally adequate 


N/A 


50 


41 


91 


3 Reasonably adequate 


N/A 


63 


75 


138 


4 Well above adequate 


N/A 


26 


31 


57 


Total responses 


N/A 


165 


157 


322 


Percent of responses rated 0 or 1: 


Outdoor Athletic Facilities 


N/A 


15.8% 


6.4% 


11.2% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Outdoor Athletic Facilities 


N/A 


53.9% 


67.5% 


60.6% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary Schools | 




Score Distribution with Number of Schools 



Chart not applicable 




0 12 3 

Score Distribution with Number of Schools 



Number of Schools = 157 
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Table SJ (91 



Education Technology: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Hardware/Software combination utilizing voice, video and data communications used within spaces for the educational 
process. (Differs from survey item # 26, Technology Infrastructure, which is more focused on the wiring inside the walls.) 

A dedicated computer lab in lieu of usage in all program areas should get maximum rating of 2. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


97 


11 


22 


130 


1 Less than adequate 


85 


21 


19 


125 


2 Minimally adequate 


174 


45 


42 


261 


3 Reasonably adequate 


206 


56 


41 


303 


4 Well above adequate 


78 


32 


33 


143 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1 : 


Education Technology 


28.4% 


19.4% 


26.1% 


26.5% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Education Technology 


44.4% 


53.3% 


47.1% 


46.4% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolTI 




Score Distribution with Number of Schoois 
Number of Schools = 640 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools = 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



I All Schools I 




Score Distribution with Number of Schools 
Number of Schools ~ 962 




-92- 

S6 



10/1999 



Table 5J (10) 



ScienceLab(s): 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school has sufficient teaching and laboratory space, equipped for biological, physical and earth science programs 
(elementary schools) or for earth science, biology, chemistry and physics (middle and high schools). Adequate prep rooms Including 
appropriate water and gas fixtures and proper storage for hazardous materials with appropriate ventilation. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


N/A 


10 


0 


10 


1 Less than adequate 


N/A 


16 


13 


29 


2 Minimally adequate 


N/A 


39 


40 


79 


3 Reasonably adequate 


N/A 


62 


68 


130 


4 Well above adequate 


N/A 


38 


36 


74 


Total responses 


N/A 


165 


157 


322 


Percent of responses rated 0 or 1: 










Science Lab(s) 


N/A 


15.8% 


8.3% 


12.1% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 










Science Lab(s) 


N/A 


60.6% 


66.2% 


63.4% 


All dedicated specialty area Items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary School^l 




Score Distiibution Mrith Number of Schools 
Chart not applicable 



I High Schools | 




Score Distribution with Number of Schools 



Number of Schools = 157 



[ Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



I Ail Schools I 




Score Distribution with Number of Schools 
Number of Schools = 322 
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Table 5J (11) 



Library Media Centers: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

Has sufficient space to accommodate an adequate print, nonprint and electronic collection of materials, seating for 
instructional and study purposes, technology workstations, circulation, work area and storage. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


12 


1 


1 


14 


1 Less than adequate 


78 


14 


10 


102 


2 Minimally adequate 


168 


38 


38 


244 


3 Reasonably adequate 


258 


62 


78 


398 


4 Well above adequate 


124 


50 


30 


204 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1: 


Library Media Centers 


14.1% 


9.1% 


7.0% 


12.1% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Library Media Centers 


59.7% 


67.9% 


68.8% 


62.6% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolTl 



90% 

80% 

70% 
w 

1 60% 
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M 50% 

*5 

c 
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u 

® 30% 

20 % 

10 % 

0 % 

0 12 3 4 

Score Distribution with Number of Scho ols 

Number of Schools = 640 




I High Schools | 




Score Distribution with Number of Schools 
Number of Schools » 157 



I Middle Schools | 




Score Distribution with Number of Schools 



Number of Schools = 185 



\ All Schools I 



90% 

80% 

70% 
u) 

O 60% 

O 
£ 

in 50% 

"S 

c 40% 
u 
u 

® 30% 

20 % 

10 % 

0% 

0 12 3 4 

Score Distribution with Number of Schools 

Number of Schools = 982 
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Table 5J (12) 



Language Lab(s): 

Districts were asked to rate each item on a scale of 0 to 4 as described In the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school has dedicated language lab(s) which are multi-media areas enabling students to communicate through 
video, voice and data systems, as well as to record on an interactive basis. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


N/A 


128 


98 


226 


1 Less than adequate 


N/A 


8 


13 


21 


2 Minimally adequate 


N/A 


13 


14 


27 


3 Reasonably adequate 


N/A 


13 


17 


30 


4 Well above adequate 


N/A 


3 


15 


18 


Total responses 


N/A 


165 


157 


322 


Percent of responses rated 0 or 1: 


Language Lab(s) 


N/A 


82.4% 


70.7% 


76.7% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Language Lab(s) 


N/A 


9,7% 


20.4% 


14.9% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchoolT] 




Score Distribution with Number of Schoois 
Chart not applicable 



I High Schooin 




Score Distribution with Number of Schools 
Number of Schools = 157 



I Middle Schoois | 




Score Distribution with Number of Scho ois 
Number of Schools =165 



I All Schools I 




Score Distribution with Number of Schools 
Number Of Schools = 322 
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Technical/Career Education: 



Table 5J (13) 



Districts were asked to rate each item on a scale of 0 to 4 as described In the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

There is sufficient space, wired with voice, video and data technology, to teach and learn the content of technology education 
for the appropriate grade range. The space, consisting of both classroom and laboratory areas, is equipped with design tools, 
fabrication tools and materials essential to offering hands-on experiences in transportation, manufacturing, communication and 
construction systems. Facilities must also include all health and safety systems required by federal, state and local regulations. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


N/A 


42 


14 


56 


1 Less than adequate 


N/A 


12 


9 


21 


2 Minimally adequate 


N/A 


46 


45 


91 


3 Reasonably adequate 


N/A 


46 


72 


118 


4 Well above adequate 


N/A 


19 


17 


36 


Total responses 


N/A 


165 


157 


322 


Percent of responses rated 0 or 1: 


Technical/Career Education 


N/A 


32.7% 


14.6% 


23.9% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Technical/Career Education 


N/A 


39.4% 


56.7% 


47.8% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary Schools | 




Score Distribution with Number of Scho ols 
Chart not applicable 



I High Schools | 




Score Distribution with Number of Schools 
Number of Schools - 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



[ All Schools I 




Score Distribution with Number of Schools 
Number of Schools = 322 
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Table 5J (14) 



Office/Administrative Space: 

Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school contains sufficient space to accommodate the school administration, including an efficient waiting and general 
office area with close proximity to main entrance of school. Offices are well planned, clean and quiet so as to present a 
professional educational atmosphere, and include technology infrastructure (e.g. voice, data, video connections). 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


0 


0 


0 


0 


1 Less than adequate 


90 


19 


11 


120 


2 Minimally adequate 


206 


46 


57 


309 


3 Reasonably adequate 


262 


65 


64 


391 


4 Well above adequate 


82 


35 


25 


142 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1: 


Office/Administrative Space 


14.1% 


11.5% 


7.0% 


12.5% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Office/Administrative Space 


53.8% 


60.6% 


56.7% 


55.4% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary Schoolsl 




Score Distribution with Number of Schools 



Number of Schools = 640 
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Number of Schools = 157 



I High Schools! 
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Number of Schools = 165 



\ Middle Schools | 




I All Schools 




Score Distribution with Number of Schools 



Number of Schools = 962 




-97- 



101 



10/1999 

Guidance/Student Services: 



Table 5J (15) 



Districts were asked to rate each item on a scale of 0 to 4 as described in the summary table below. The survey instructions 
included the following description of a facility that can be considered for a rating of 4. 

The school maintains guidance offices where counselors can meet with students in a confidential atmosphere that is clean, quiet 
and uncluttered. Student services, where provided, are in a central area with material presented In an attractive and orderly 
manner and include technology infrastructure. 



SUMMARY TABLE 





Elementary 


Middle 


High 


All 


Rating Description 


Schools 


Schools 


Schools 


Schools 


0 Not included in Facility 


240 


1 


0 


241 


1 Less than adequate 


90 


12 


6 


108 


2 Minimally adequate 


121 


50 


60 


231 


3 Reasonably adequate 


140 


60 


60 


260 


4 Well above adequate 


49 


42 


31 


122 


Total responses 


640 


165 


157 


962 


Percent of responses rated 0 or 1 : 


Guidance/Student Services 


51.6% 


7.9% 


3.8% 


36.3% 


All dedicated specialty area items 


30.0% 


24.6% 


14.9% 


26.0% 


Percent of responses rated 3 or 4: 


Guidance/Student Services 


29.5% 


61.8% 


58.0% 


39.7% 


All dedicated specialty area items 


49.8% 


54.5% 


61.1% 


53.0% 



I Elementary SchooTs~| 




Score Distribution with Number of Schools 
Number of Schools = 640 



I High Schools^ | 




Score Distribution with Number of Schools 
Number of Schools = 157 



I Middle Schools | 




Score Distribution with Number of Scho ols 
Number of Schools = 165 



{ All Schools I 




Score Distribution with Number of Schools 
Number of Schools » 962 
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Dedicated Speciaity Areas (10/1999): 
Elementary Schools (N = 640) 



(continued.. ) 



Table 5K 



All’Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


ANDOVER 


ANDOVER ELEMENTARY SCHOOL 


1 


3 


2 


3 


2 


ANSONIA 


LINCOLN-HAYES SCHOOL 


0 


0 


2 


0 


0 


ANSONiA 


MEAD SCHOOL 


4 


4 


4 


4 


0 


ANSONIA 


PECK SCHOOL 


0 


0 


1 


0 


0 


ANSONIA 


WILLIS SCHOOL 


2 


0 


0 


0 


0 


ASHFORD 


ASHFORD SCHOOL 


4 


3 


3 


4 


4 


AVON 


ROARING BROOK SCHOOL 


4 


3 


0 


4 


4 


AVON 


PINE GROVE SCHOOL 


4 


3 


3 


4 


4 


BARKHAMSTED 


BARKHAMSTED ELEMENTARY 


3 


3 


3 


0 


3 


BERLIN 


RICHARD D. HUBBARD SCHOOL 


4 


4 


4 


2 


4 


BERLIN 


EMMA HART WILLARD SCHOOL 


4 


4 


3 


4 


3 


BERLIN 


MARY E. GRISWOLD SCHOOL 


4 


3 


4 


2 


4 


BETHANY 


BETHANY COMMUNITY SCHOOL 


4 


4 


2 


4 


3 


BETHEL 


FRANK A. BERRY SCHOOL 


2 


3 


2 


2 


0 


BETHEL 


ANNAH. ROCKWELL SCHOOL 


3 


3 


3 


3 


0 


BETHEL 


RALPH M.T. JOHNSON SCHOOL 


2 


3 


3 


2 


0 


BLOOMFIELD 


J.P. VINCENT SCHOOL 


3 


3 


3 


3 


2 


BLOOMFIELD 


METACOMET SCHOOL 


3 


3 


3 


0 


3 


BLOOMFIELD 


LAUREL SCHOOL 


3 


3 


3 


0 


3 


BOLTON 


BOLTON CENTER SCHOOL 


3 


3 


3 


4 


3 


BOZRAH 


FIELDS MEMORIAL SCHOOL 


4 


4 


0 


4 


4 


BRANFORD 


MARY T. MURPHY SCHOOL 


3 


0 


3 


0 


3 


BRANFORD 


MARY R. TISKO SCHOOL 


3 


2 


3 


0 


3 


BRANFORD 


JOHN B. SLINEY SCHOOL 


2 


0 


3 


2 


2 


BRIDGEPORT 


BARNUM SCHOOL 


0 


0 


0 


0 


2 


BRIDGEPORT 


BEARDSLEY SCHOOL 


0 


0 


3 


0 


3 


BRIDGEPORT 


BLACK ROCK SCHOOL 


3 


3 


3 


0 


4 


BRIDGEPORT 


BRYANT SCHOOL 


4 


4 


3 


0 


0 


BRIDGEPORT 


COLUMBUS SCHOOL 


4 


0 


3 


0 


3 


BRIDGEPORT 


EDISON SCHOOL 


0 


0 


0 


0 


2 


BRIDGEPORT 


GARFIELD SCHOOL 


0 


0 


2 


0 


0 


BRIDGEPORT 


LUIS MUNOZ MARIN SCHOOL 


4 


4 


4 


0 


4 


BRIDGEPORT 


HALL SCHOOL 


0 


0 


2 


0 


3 


BRIDGEPORT 


HALLEN SCHOOL 


0 


0 


0 


0 


3 


BRIDGEPORT 


HOOKER SCHOOL 


0 


0 


2 


0 


2 


BRIDGEPORT 


HOWE SCHOOL 


0 


0 


0 


0 


0 


BRIDGEPORT 


PARK CITY MAGNET SCHOOL 


3 


2 


2 


0 


2 


BRIDGEPORT 


LONGFELLOW SCHOOL 


4 


4 


3 


0 


4 


BRIDGEPORT 


MADISON SCHOOL 


0 


0 


2 


0 


2 


BRIDGEPORT 


MAPLEWOOD SCHOOL 


0 


0 


3 


0 


3 


BRIDGEPORT 


MCKINLEY SCHOOL 


0 


0 


2 


0 


3 


BRIDGEPORT 


NEWFIELD SCHOOL 


0 


0 


0 


0 


3 


BRIDGEPORT 


READ SCHOOL 


0 


0 


2 


0 


0 


BRIDGEPORT 


ROOSEVELT SCHOOL 


4 


2 


3 


0 


3 


BRIDGEPORT 


WALTERSVILLE SCHOOL 


3 


1 


2 


1 


0 


BRIDGEPORT 


WEBSTER SCHOOL 


0 


0 


0 


0 


2 


BRIDGEPORT 


WINTHROP SCHOOL 


4 


1 


2 


0 


3 


BRIDGEPORT 


CROSS SCHOOL 


0 


0 


3 


0 


3 


BRIDGEPORT 


BLACKHAM SCHOOL 


4 


3 


3 


0 


3 


BRIDGEPORT 


DUNBAR SCHOOL 


4 


3 


0 


0 


3 


BRIDGEPORT 


CURIALE SCHOOL 


4 


3 


3 


0 


3 


BRIDGEPORT 


SKANE CENTER 


3 


0 


3 


0 


0 


BRIDGEPORT 


HIGH HORIZONS MAGNET SCHOOL 


4 


3 


3 


0 


3 


BRIDGEPORT 


MULTICULTURAL MAGNET SCHOOL 


4 


3 


3 


0 


3 


BRISTOL 


CLARENCE A. BINGHAM SCHOOL 


2 


2 


0 


2 


3 


BRISTOL 


EDGEWOOD SCHOOL 


3 


0 


1 


0 


0 


BRISTOL 


GREENE-HILLS SCHOOL 


3 


3 


3 


0 


0 


BRISTOL 


JOHN J. JENNINGS SCHOOL 


2 


2 


0 


2 


2 


BRISTOL 


CLARA T. O'CONNELL SCHOOL 


2 


2 


3 


0 


0 


BRISTOL 


SOUTH SIDE SCHOOL 


3 


3 


2 


3 


0 


BRISTOL 


STAFFORD SCHOOL 


3 


3 


0 


3 


2 


BRISTOL 


ELLEN P. HUBBELL SCHOOL 


3 


3 


2 


3 


3 


BRISTOL 


MOUNTAIN VIEW SCHOOL 


3 


2 


0 


0 


3 


BRISTOL 


IVY DRIVE SCHOOL 


3 


2 


0 


0 


0 


BROOKFIELD 


CENTER ELEMENTARY SCHOOL 


1 


0 


0 


3 


3 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate: 1 = Less than Adequate: 0 = Not Included in Facility. 
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Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


Dedicated Specialty Areas (1011999): 
Elementary Schools (N = 640) 

School Name District 


3 


4 


3 


2 


1 


ANDOVER ELEMENTARY SCHOOL 


ANDOVER 


2 


0 


1 


1 


0 


LINCOLN-HAYES SCHOOL 


ANSONIA 


2 


4 


4 


4 


4 


MEAD SCHOOL 


ANSONIA 


1 


0 


1 


1 


1 


PECK SCHOOL 


ANSONIA 


3 


^ 2 


1 


2 


2 


WILLIS SCHOOL 


ANSONIA 


3 


3 


3 


3 


3 


ASHFORD SCHOOL 


ASHFORD 


4 


3 


4 


4 


4 


ROARING BROOK SCHOOL 


AVON 


3 


3 


4 


3 


4 


PINE GROVE SCHOOL 


AVON 


3 


3 


3 


3 


0 


BARKHAMSTED ELEMENTARY 


BARKHAMSTED 


3 


3 


4 


3 


0 


RICHARD D. HUBBARD SCHOOL 


BERLIN 


3 


3 


3 


3 


0 


EMMA HART WILLARD SCHOOL 


BERLIN 


3 


3 


4 


3 


0 


MARY E. GRISWOLD SCHOOL 


BERLIN 


4 


3 


4 


4 


4 


BETHANY COMMUNITY SCHOOL 


BETHANY 


3 


1 


3 


1 


2 


FRANK A. BERRY SCHOOL 


BETHEL 


3 


2 


4 


3 


3 


ANNA H. ROCKWELL SCHOOL 


BETHEL 


1 


3 


3 


3 


3 


RALPH M.T. JOHNSON SCHOOL 


BETHEL 


3 


4 


3 


2 


0 


J.P. VINCENT SCHOOL 


BLOOMFIELD 


3 


3 


3 


3 


0 


METACOMET SCHOOL 


BLOOMFIELD 


3 


3 


3 


3 


0 


LAUREL SCHOOL 


BLOOMFIELD 


2 


3 


4 


3 


3 


BOLTON CENTER SCHOOL 


BOLTON 


4 


4 


4 


4 


0 


FIELDS MEMORIAL SCHOOL 


BOZRAH 


1 


3 


4 


2 


4 


MARY T. MURPHY SCHOOL 


BRANFORD 


4 


3 


4 


2 


4 


MARY R. TISKO SCHOOL 


BRANFORD 


3 


0 


3 


2 


2 


JOHN B. SLINEY SCHOOL 


BRANFORD 


2 


3 


2 


1 


1 


BARNUM SCHOOL 


BRIDGEPORT 


2 


3 


1 


1 


1 


BEARDSLEY SCHOOL 


BRIDGEPORT 


1 


3 


2 


1 


1 


BLACK ROCK SCHOOL 


BRIDGEPORT 


3 


3 


3 


3 


2 


BRYANT SCHOOL 


BRIDGEPORT 


4 


3 


3 


3 


2 


COLUMBUS SCHOOL 


BRIDGEPORT 


2 


3 


1 


1 


1 


EDISON SCHOOL 


BRIDGEPORT 


1 


3 


2 


1 


1 


GARFIELD SCHOOL 


BRIDGEPORT 


3 


3 


4 


3 


3 


LUIS MUNOZ MARIN SCHOOL 


BRIDGEPORT 


2 


3 


1 


1 


1 


HALL SCHOOL 


BRIDGEPORT 


2 


3 


1 


1 


1 


HALLEN SCHOOL 


BRIDGEPORT 


2 


3 


3 


1 


1 


HOOKER SCHOOL 


BRIDGEPORT 


1 


3 


3 


1 


1 


HOWE SCHOOL 


BRIDGEPORT 


3 


3 


3 


1 


1 


PARK CITY MAGNET SCHOOL 


BRIDGEPORT 


3 


3 


3 


1 


1 


LONGFELLOW SCHOOL 


BRIDGEPORT 


1 


3 


1 


1 


1 


MADISON SCHOOL 


BRIDGEPORT 


2 


3 


1 


1 


1 


MAPLEWOOD SCHOOL 


BRIDGEPORT 


3 


3 


2 


1 


1 


MCKINLEY SCHOOL 


BRIDGEPORT 


1 


3 


1 


1 


1 


NEWFIELD SCHOOL 


BRIDGEPORT 


2 


3 


3 


3 


3 


READ SCHOOL 


BRIDGEPORT 


2 


3 


3 


3 


1 


ROOSEVELT SCHOOL 


BRIDGEPORT 


1 


3 


2 


2 


1 


WALTERSVILLE SCHOOL 


BRIDGEPORT 


1 


3 


0 


1 


1 


WEBSTER SCHOOL 


BRIDGEPORT 


2 


3 


3 


2 


1 


WINTHROP SCHOOL 


BRIDGEPORT 


2 


3 


3 


2 


1 


CROSS SCHOOL 


BRIDGEPORT 


2 


3 


3 


2 


1 


BLACKHAM SCHOOL 


BRIDGEPORT 


2 


3 


3 


3 


1 


DUNBAR SCHOOL 


BRIDGEPORT 


3 


3 


3 


3 


2 


CURIALE SCHOOL 


BRIDGEPORT 


3 


3 


0 


1 


1 


SKANE CENTER 


BRIDGEPORT 


3 


3 


4 


1 


1 


HIGH HORIZONS MAGNET SCHOOL 


BRIDGEPORT 


3 


3 


4 


1 


1 


MULTICULTURAL MAGNET SCHOOL 


BRIDGEPORT 


1 


0 


2 


2 


0 


CLARENCE A. BINGHAM SCHOOL 


BRISTOL 


3 


0 


3 


3 


0 


EDGEWOOD SCHOOL 


BRISTOL 


3 


0 


3 


2 


2 


GREENE-HILLS SCHOOL 


BRISTOL 


3 


0 


2 


1 


0 


JOHN J. JENNINGS SCHOOL 


BRISTOL 


1 


0 


2 


2 


0 


CLARA T. O'CONNELL SCHOOL 


BRISTOL 


3 


0 


3 


3 


0 


SOUTH SIDE SCHOOL 


BRISTOL 


2 


0 


1 


2 


0 


STAFFORD SCHOOL 


BRISTOL 


3 


0 


3 


3 


0 


ELLEN P. HUBBELL SCHOOL 


BRISTOL 


3 


0 


2 


2 


0 


MOUNTAIN VIEW SCHOOL 


BRISTOL 


3 


0 


2 


2 


0 


IVY DRIVE SCHOOL 


BRISTOL 


2 


0 


3 


3 


0 


CENTER ELEMENTARY SCHOOL 


BROOKFIELD 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate: 1 = Less than Adequate: 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 



(continued. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


BROOKFIELD 


HUCKLEBERRY HILL ELEMENTARY SC 


3 


3 


3 


3 


0 


BROOKLYN 


BROOKLYN ELEMENTARY SCHOOL 


4 


4 


0 


4 


4 


CANAAN 


LEE H KELLOGG SCHOOL 


0 


0 


2 


0 


0 


CANTERBURY 


CANTERBURY ELEMENTARY SCHOOL 


2 


2 


0 


3 


3 


CANTON 


CHERRY BROOK SCHOOL 


4 


3 


4 


4 


4 


CANTON 


CANTON INTERMEDIATE SCHOOL 


2 


2 


3 


3 


0 


CHAPLIN 


CHAPLIN ELEMENTARY SCHOOL 


3 


3 


3 


0 


0 


CHESHIRE 


CHAPMAN SCHOOL 


4 


2 


3 


0 


3 


CHESHIRE 


DARCEY SCHOOL 


2 


2 


2 


0 


0 


CHESHIRE 


HIGHLAND SCHOOL 


4 


4 


3 


4 


0 


CHESHIRE 


NORTON SCHOOL 


3 


3 


3 


4 


0 


CHESHIRE 


DOOLITTLE SCHOOL 


4 


4 


3 


4 


0 


CHESTER 


CHESTER ELEMENTARY SCHOOL 


3 


2 


3 


0 


3 


CLINTON 


ABRAHAM PIERSON SCHOOL 


3 


2 


0 


4 


3 


CLINTON 


LEWIN G. JOEL JR. SCHOOL 


4 


2 


3 


4 


3 


COLCHESTER 


JACK JACKTER ELEMENTARY 


2 


1 


2 


3 


0 


COLCHESTER 


COLCHESTER INTERMEDIATE SCHOOL 


1 


1 


0 


2 


2 


COLEBROOK 


COLEBROOK CONSOLIDATED SCHOOL 


2 


2 


3 


3 


3 


COLUMBIA 


HORACE W. PORTER SCHOOL 


4 


4 


4 


4 


4 


CORNWALL 


CORNWALL CONSOLIDATED SCHOOL 


3 


3 


1 


0 


0 


COVENTRY 


COVENTRY GRAMMAR SCHOOL 


2 


0 


1 


0 


0 


COVENTRY 


GEORGE HERSEY ROBERTSON SCHOOL 


3 


3 


3 


0 


0 


CROMWELL 


EDNAC. STEVENS SCHOOL 


1 


2 


1 


1 


0 


DANBURY 


HAYESTOWN AVENUE SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


MILL RIDGE PRIMARY SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


MORRIS STREET SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


PARK AVENUE SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


SOUTH STREET SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


GREAT PLAIN SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


SHELTER ROCK SCHOOL 


4 


0 


0 


4 


4 


DANBURY 


KING STREET PRIMARY SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


ROBERTS AVENUE SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


PEMBROKE SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


STADLEY ROUGH SCHOOL 


4 


2 


0 


4 


4 


DANBURY 


KING STREET INTERMEDIATE 


4 


2 


0 


4 


4 


DANBURY 


MILL RIDGE INTERMEDIATE 


4 


2 


0 


4 


4 


DARIEN 


HINDLEY ELEMENTARY SCHOOL 


3 


3 


3 


3 


2 


DARIEN 


ROYLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


DARIEN 


TOKENEKE ELEMENTARY SCHOOL 


3 


3 


3 


3 


2 


DARIEN 


HOLMES ELEMENTARY SCHOOL 


3 


3 


4 


3 


4 


DARIEN 


OX RIDGE ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


DEEP RIVER 


DEEP RIVER ELEMENTARY SCHOOL 


3 


4 


4 


4 


3 


DERBY 


IRVING SCHOOL 


4 


3 


0 


3 


4 


DERBY 


BRADLEY SCHOOL 


4 


3 


2 


0 


4 


EASTFORD 


EASTFORD ELEMENTARY SCHOOL 


3 


3 


3 


0 


0 


EAST GRANBY 


ALLGROVE SCHOOL 


3 


3 


3 


0 


3 


EAST GRANBY 


R. DUDLEY SEYMOUR SCHOOL 


3 


3 


3 


0 


0 


EAST HADDAM 


EAST HADDAM ELEMENTARY 


3 


2 


2 


3 


0 


EAST HAMPTON 


MEMORIAL SCHOOL 


4 


4 


4 


4 


4 


EAST HAMPTON 


CENTER SCHOOL 


3 


3 


4 


0 


3 


EAST HARTFORD 


JOSEPH 0. GOODWIN SCHOOL 


3 


3 


3 


3 


0 


EAST HARTFORD 


HOCKANUM SCHOOL 


3 


3 


3 


3 


0 


EAST HARTFORD 


DR. FRANKLIN H. MAYBERRY 


3 


2 


3 


4 


0 


EAST HARTFORD 


ANNA E. NORRIS SCHOOL 


3 


3 


3 


4 


0 


EAST HARTFORD 


DR. THOMAS S. O'CONNELL SCHOOL 


3 


3 


3 


0 


0 


EAST HARTFORD 


SILVER LANE SCHOOL 


2 


2 


3 


0 


0 


EAST HARTFORD 


ROBERT J. O’BRIEN SCHOOL 


3 


3 


3 


3 


0 


EAST HARTFORD 


GOVERNOR WM. PITKIN SCHOOL 


3 


3 


3 


3 


0 


EAST HARTFORD 


DR. JOHN A. LANGFORD SCHOOL 


3 


3 


0 


3 


3 


EAST HARTFORD 


WILLOWBROOK EARLY CHILDHOOD 


0 


0 


3 


0 


0 


EAST HAVEN 


DEER RUN SCHOOL 


2 


3 


2 


0 


0 


EAST HAVEN 


MOMAUGUIN SCHOOL 


3 


3 


3 


0 


0 


EAST HAVEN 


GROVE J. TUTTLE SCHOOL 


3 


2 


3 


0 


0 


EAST HAVEN 


DOMINICK H. FERRARA SCHOOL 


0 


0 


2 


0 


0 


EAST HAVEN 


D.C. MOORE SCHOOL 


3 


3 


3 


0 


0 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 



Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


School Name 


District 


3 


1 


4 


3 


0 


HUCKLEBERRY HILL ELEMENTARY SC 


BROOKFIELD 


4 


4 


4 


4 


4 


BROOKLYN ELEMENTARY SCHOOL 


BROOKLYN 


2 


2 


2 


2 


2 


LEE H KELLOGG SCHOOL 


CANAAN 


3 


1 


1 


1 


3 


CANTERBURY ELEMENTARY SCHOOL 


CANTERBURY 


3 


3 


4 


3 


3 


CHERRY BROOK SCHOOL 


CANTON 


3 


2 


3 


2 


2 


CANTON INTERMEDIATE SCHOOL 


CANTON 


3 


2 


3 


3 


3 


CHAPLIN ELEMENTARY SCHOOL 


CHAPLIN 


3 


3 


3 


3 


3 


CHAPMAN SCHOOL 


CHESHIRE 


3 


2 


2 


2 


3 


DARCEY SCHOOL 


CHESHIRE 


3 


2 


4 


3 


3 


HIGHLAND SCHOOL 


CHESHIRE 


3 


4 


3 


3 


3 


NORTON SCHOOL 


CHESHIRE 


4 


4 


4 


3 


3 


DOOLITTLE SCHOOL 


CHESHIRE 


3 


2 


4 


3 


3 


CHESTER ELEMENTARY SCHOOL 


CHESTER 


3 


2 


1 


1 


0 


ABRAHAM PIERSON SCHOOL 


CLINTON 


4 


1 


4 


4 


2 


LEWIN G. JOEL JR. SCHOOL 


CLINTON 


2 


0 


3 


1 


1 


JACK JACKTER ELEMENTARY 


COLCHESTER 


2 


1 


1 


1 


1 


COLCHESTER INTERMEDIATE SCHOOL 


COLCHESTER 


3 


3 


3 


2 


1 


COLEBROOK CONSOLIDATED SCHOOL 


COLEBROOK 


3 


4 


4 


3 


4 


HORACE W. PORTER SCHOOL 


COLUMBIA 


3 


0 


3 


3 


0 


CORNWALL CONSOLIDATED SCHOOL 


CORNWALL 


2 


1 


1 


2 


2 


COVENTRY GRAMMAR SCHOOL 


COVENTRY 


3 


3 


3 


3 


2 


GEORGE HERSEY ROBERTSON SCHOOL 


COVENTRY 


3 


1 


2 


2 


2 


EDNA C. STEVENS SCHOOL 


CROMWELL 


4 


2 


2 


4 


3 


HAYESTOWN AVENUE SCHOOL 


DANBURY 


1 


2 


2 


4 


3 


MILL RIDGE PRIMARY SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


MORRIS STREET SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


PARK AVENUE SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


SOUTH STREET SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


GREAT PLAIN SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


SHELTER ROCK SCHOOL 


DANBURY 


0 


2 


2 


4 


3 


KING STREET PRIMARY SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


ROBERTS AVENUE SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


PEMBROKE SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


STADLEY ROUGH SCHOOL 


DANBURY 


4 


2 


2 


4 


3 


KING STREET INTERMEDIATE 


DANBURY 


2 


2 


2 


4 


3 


MILL RIDGE INTERMEDIATE 


DANBURY 


3 


3 


3 


3 


0 


HINDLEY ELEMENTARY SCHOOL 


DARIEN 


3 


3 


3 


3 


0 


ROYLE ELEMENTARY SCHOOL 


DARIEN 


3 


3 


3 


3 


0 


TOKENEKE ELEMENTARY SCHOOL 


DARIEN 


3 


3 


4 


3 


0 


HOLMES ELEMENTARY SCHOOL 


DARIEN 


3 


3 


3 


3 


0 


OX RIDGE ELEMENTARY SCHOOL 


DARIEN 


2 


3 


3 


3 


3 


DEEP RIVER ELEMENTARY SCHOOL 


DEEP RIVER 


1 


2 


3 


3 


0 


IRVING SCHOOL 


DERBY 


4 


1 


2 


2 


0 


BRADLEY SCHOOL 


DERBY 


2 


2 


3 


3 


3 


EASTFORD ELEMENTARY SCHOOL 


EASTFORD 


2 


3 


3 


3 


3 


ALLGROVE SCHOOL 


EAST GRANBY 


2 


3 


3 


3 


3 


R. DUDLEY SEYMOUR SCHOOL 


EAST GRANBY 


2 


3 


2 


2 


0 


EAST HADDAM ELEMENTARY 


EAST HADDAM 


4 


2 


4 


4 


4 


MEMORIAL SCHOOL 


EAST HAMPTON 


3 


2 


4 


4 


3 


CENTER SCHOOL 


EAST HAMPTON 


3 


3 


3 


2 


0 


JOSEPH 0. GOODWIN SCHOOL 


EAST HARTFORD 


3 


3 


3 


2 


0 


HOCKANUM SCHOOL 


EAST HARTFORD 


3 


3 


4 


2 


0 


DR. FRANKLIN H. MAYBERRY 


EAST HARTFORD 


3 


3 


4 


2 


0 


ANNA E. NORRIS SCHOOL 


EAST HARTFORD 


3 


3 


3 


2 


0 


DR. THOMAS S. O’CONNELL SCHOOL 


EAST HARTFORD 


2 


3 


2 


2 


0 


SILVER LANE SCHOOL 


EAST HARTFORD 


3 


3 


3 


2 


0 


ROBERT J. O’BRIEN SCHOOL 


EAST HARTFORD 


3 


3 


3 


2 


0 


GOVERNOR WM. PITKIN SCHOOL 


EAST HARTFORD 


3 


3 


3 


3 


0 


DR. JOHN A. LANGFORD SCHOOL 


EAST HARTFORD 


2 


3 


0 


2 


0 


WILLOWBROOK EARLY CHILDHOOD 


EAST HARTFORD 


2 


2 


1 


1 


1 


DEER RUN SCHOOL 


EAST HAVEN 


2 


3 


3 


4 


1 


MOMAUGUIN SCHOOL 


EAST HAVEN 


2 


3 


3 


4 


1 


GROVE J. TUTTLE SCHOOL 


EAST HAVEN 


2 


2 


3 


2 


1 


DOMINICK H. FERRARA SCHOOL 


EAST HAVEN 


3 


3 


2 


2 


2 


D.C. MOORE SCHOOL 


EAST HAVEN 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Elementary Schools (N = 640) 



(continued. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


EAST HAVEN 


ROBERT W. CARBONE SCHOOL 


3 


3 


2 


0 


0 


EAST HAVEN 


ACADAMY SCHOOL 


0 


0 


0 


3 


3 


EAST LYME 


FLANDERS SCHOOL 


3 


0 


2 


2 


0 


EAST LYME 


NIANTIC CENTER SCHOOL 


3 


2 


0 


3 


3 


EAST LYME 


LILLIE B. HAYNES SCHOOL 


2 


1 


2 


0 


0 


EASTON 


SAMUEL STAPLES ELEMENTARY 


3 


0 


3 


0 


3 


EAST WINDSOR 


BROAD BROOK ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 


EAST WINDSOR 


EAST WINDSOR INTERMEDIATE SCH 


3 


3 


0 


3 


3 


ELLINGTON 


CENTER SCHOOL 


3 


3 


0 


3 


3 


ELLINGTON 


CRYSTAL LAKE SCHOOL 


0 


3 


0 


3 


4 


ELLINGTON 


WINDERMERE SCHOOL 


4 


4 


3 


3 


3 


ENFIELD 


ENFIELD STREET SCHOOL 


4 


2 


2 


0 


0 


ENFIELD 


HAZARDVILLE MEMORIAL SCHOOL 


2 


2 


0 


3 


2 


ENFIELD 


NATHAN HALE SCHOOL 


3 


2 


2 


0 


0 


ENFIELD 


HARRIET BEECHER STOWE SCHOOL 


2 


2 


1 


0 


0 


ENFIELD 


EDGAR H. PARKMAN SCHOOL 


3 


3 


3 


0 


0 


ENFIELD 


PRUDENCE CRANDALL SCHOOL 


3 


2 


2 


0 


0 


ENFIELD 


ELI WHITNEY SCHOOL 


2 


3 


2 


0 


0 


ENFIELD 


THOMAS G. ALCORN SCHOOL 


3 


4 


3 


3 


3 


ENFIELD 


HENRY BARNARD SCHOOL 


0 


0 


2 


0 


0 


ESSEX 


ESSEX ELEMENTARY SCHOOL 


4 


3 


0 


4 


3 


FAIRFIELD 


DWIGHT ELEMENTARY SCHOOL 


0 


2 


3 


3 


0 


FAIRFIELD 


HOLLAND HILL SCHOOL 


3 


0 


3 


3 


0 


FAIRFIELD 


MCKINLEY SCHOOL 


3 


2 


3 


3 


3 


FAIRFIELD 


MILL HILL SCHOOL 


3 


0 


3 


3 


0 


FAIRFIELD 


RtVERFIELD SCHOOL 


3 


2 


3 


3 


0 


FAIRFIELD 


SHERMAN SCHOOL 


3 


2 


3 


3 


0 


FAIRFIELD 


STRATFIELD SCHOOL 


3 


2 


2 


3 


0 


FAIRFIELD 


NORTH STRATFIELD SCHOOL 


4 


4 


4 


4 


0 


FAIRFIELD 


JENNINGS SCHOOL 


3 


2 


3 


0 


3 


FAIRFIELD 


OSBORN HILL SCHOOL 


4 


4 


4 


4 


0 


FARMINGTON 


UNION SCHOOL 


3 


3 


0 


3 


2 


FARMINGTON 


NOAH WALLACE SCHOOL 


2 


3 


0 


3 


3 


FARMINGTON 


WEST DISTRICT SCHOOL 


3 


3 


4 


0 


0 


FARMINGTON 


EAST FARMS SCHOOL 


3 


3 


0 


3 


3 


FRANKLIN 


FRANKLIN ELEMENTARY SCHOOL 


4 


3 


0 


4 


4 


GLASTONBURY 


BUTTONBALL LANE SCHOOL 


4 


4 


3 


4 


0 


GLASTONBURY 


EASTBURY SCHOOL 


4 


4 


3 


3 


0 


GLASTONBURY 


HEBRON AVENUE SCHOOL 


3 


3 


3 


4 


0 


GLASTONBURY 


HOPEWELL SCHOOL 


3 


1 


2 


4 


0 


GLASTONBURY 


NAUBUC SCHOOL 


3 


2 


2 


2 


0 


GLASTONBURY 


ACADEMY SCHOOL 


4 


3 


3 


3 


0 


GRANBY 


FRANK M. KEARNS PRIMARY SCHOOL 


0 


3 


3 


0 


0 


GRANBY 


WELLS ROAD INTERMEDIATE SCHOOL 


0 


0 


3 


0 


0 


GRANBY 


KELLY LANE INTERMEDIATE SCHOOL 


0 


2 


3 


0 


0 


GREENWICH 


COS COB SCHOOL 


4 


4 


4 


4 


4 


GREENWICH 


JULIAN CURTISS SCHOOL 


3 


3 


3 


3 


4 


GREENWICH 


GLENVILLE SCHOOL 


4 


4 


4 


4 


4 


GREENWICH 


HAMILTON AVENUE SCHOOL 


3 


3 


3 


3 


3 


GREENWICH 


NEW LEBANON SCHOOL 


4 


4 


4 


0 


4 


GREENWICH 


NORTH MIANUS SCHOOL 


3 


3 


3 


0 


3 


GREENWICH 


NORTH STREET SCHOOL 


3 


3 


3 


0 


3 


GREENWICH 


OLD GREENWICH SCHOOL 


4 


4 


4 


0 


4 


GREENWICH 


RIVERSIDE SCHOOL 


3 


3 


3 


0 


3 


GREENWICH 


PARKWAY SCHOOL 


4 


4 


4 


3 


0 


GREENWICH 


DUNDEE SCHOOL 


4 


4 


4 


4 


0 


GRISWOLD 


GRISWOLD ELEMENTARY SCHOOL 


3 


3 


3 


0 


4 


GRISWOLD 


GRISWOLD INTERMEDIATE SCHOOL 


4 


4 


0 


4 


4 


GROTON 


S.B. BUTLER SCHOOL 


2 


0 


0 


3 


3 


GROTON 


CLAUDE CHESTER SCHOOL 


0 


0 


2 


0 


0 


GROTON 


COLONEL LEDYARD SCHOOL 


0 


0 


3 


0 


0 


GROTON 


EASTERN POINT SCHOOL 


1 


2 


0 


1 


2 


GROTON 


GROTON HEIGHTS SCHOOL 


2 


0 


3 


0 


0 


GROTON 


NOANK SCHOOL 


0 


0 


2 


0 


0 


GROTON 


PLEASANT VALLEY SCHOOL 


1 


1 


2 


0 


0 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate: 0 = Not Included in Facility- 
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School Name District 


2 


3 


3 


3 


2 


ROBERT W. CARBONE SCHOOL 


EAST HAVEN 


1 


2 


2 


3 


0 


ACADAMY SCHOOL 


EAST HAVEN 


1 


2 


1 


1 


0 


FLANDERS SCHOOL 


EAST LYME 


3 


4 


4 


3 


0 


NIANTIC CENTER SCHOOL 


EAST LYME 


3 


2 


2 


1 


0 


LILLIE B. HAYNES SCHOOL 


EAST LYME 


3 


0 


4 


2 


2 


SAMUEL STAPLES ELEMENTARY 


EASTON 


3 


4 


3 


3 


3 


BROAD BROOK ELEMENTARY SCHOOL 


EAST WINDSOR 


3 


3 


3 


3 


3 


EAST WINDSOR INTERMEDIATE SCH 


EAST WINDSOR 


4 


0 


3 


3 


3 


CENTER SCHOOL 


ELLINGTON 


3 


0 


3 


2 


3 


CRYSTAL LAKE SCHOOL 


ELLINGTON 


3 


3 


3 


3 


4 


WINDERMERE SCHOOL 


ELLINGTON 


3 


0 


1 


2 


3 


ENFIELD STREET SCHOOL 


ENFIELD 


2 


0 


2 


2 


2 


HA2ARDVILLE MEMORIAL SCHOOL 


ENFIELD 


3 


0 


2 


2 


2 


NATHAN HALE SCHOOL 


ENFIELD 


2 


0 


1 


1 


2 


HARRIET BEECHER STOWE SCHOOL 


ENFIELD 


3 


0 


2 


2 


3 


EDGAR H. PARKMAN SCHOOL 


ENFIELD 


3 


0 


3 


3 


3 


PRUDENCE CRANDALL SCHOOL 


ENFIELD 


2 


0 


2 


2 


3 


ELI WHITNEY SCHOOL 


ENFIELD 


2 


0 


3 


4 


4 


THOMAS G. ALCORN SCHOOL 


ENFIELD 


3 


0 


2 


3 


3 


HENRY BARNARD SCHOOL 


ENFIELD 


4 


4 


4 


2 


4 


ESSEX ELEMENTARY SCHOOL 


ESSEX 


2 


3 


3 


3 


3 


DWIGHT ELEMENTARY SCHOOL 


FAIRFIELD 


3 


3 


3 


3 


3 


HOLLAND HILL SCHOOL 


FAIRFIELD 


3 


3 


3 


2 


3 


MCKINLEY SCHOOL 


FAIRFIELD 


2 


3 


3 


3 


3 


MILL HILL SCHOOL 


FAIRFIELD 


3 


3 


3 


2 


3 


RIVERFIELD SCHOOL 


FAIRFIELD 


3 


3 


3 


3 


3 


SHERMAN SCHOOL 


FAIRFIELD 


2 


3 


3 


3 


3 


STRATFIELD SCHOOL 


FAIRFIELD 


3 


4 


4 


3 


3 


NORTH STRATFIELD SCHOOL 


FAIRFIELD 


3 


3 


3 


3 


3 


JENNINGS SCHOOL 


FAIRFIELD 


3 


4 


4 


4 


4 


OSBORN HILL SCHOOL 


FAIRFIELD 


3 


3 


3 


3 


0 


UNION SCHOOL 


FARMINGTON 


3 


3 


3 


3 


0 


NOAH WALLACE SCHOOL 


FARMINGTON 


3 


3 


2 


3 


0 


WEST DISTRICT SCHOOL 


FARMINGTON 


4 


3 


4 


3 


0 


EAST FARMS SCHOOL 


FARMINGTON 


3 


4 


3 


3 


1 


FRANKLIN ELEMENTARY SCHOOL 


FRANKLIN 


3 


2 


4 


3 


0 


BUTTONBALL LANE SCHOOL 


GLASTONBURY 


3 


2 


4 


3 


0 


EASTBURY SCHOOL 


GLASTONBURY 


3 


2 


4 


2 


0 


HEBRON AVENUE SCHOOL 


GLASTONBURY 


2 


2 


4 


2 


0 


HOPEWELL SCHOOL 


GLASTONBURY 


2 


2 


4 


2 


0 


NAUBUC SCHOOL 


GLASTONBURY 


1 


2 


3 


2 


2 


ACADEMY SCHOOL 


GLASTONBURY 


3 


3 


3 


3 


0 


FRANK M. KEARNS PRIMARY SCHOOL 


GRANBY 


3 


3 


2 


3 


0 


WELLS ROAD INTERMEDIATE SCHOOL 


GRANBY 


3 


3 


2 


3 


0 


KELLY LANE INTERMEDIATE SCHOOL 


GRANBY 


4 


3 


3 


3 


0 


COS COB SCHOOL 


GREENWICH 


3 


3 


3 


3 


0 


JULIAN CURTISS SCHOOL 


GREENWICH 


4 


3 


3 


3 


0 


GLENVILLE SCHOOL 


GREENWICH 


3 


3 


3 


3 


0 


HAMILTON AVENUE SCHOOL 


GREENWICH 


4 


3 


3 


3 


0 


NEW LEBANON SCHOOL 


GREENWICH 


3 


3 


3 


3 


0 


NORTH MIANUS SCHOOL 


GREENWICH 


3 


3 


3 


3 


0 


NORTH STREET SCHOOL 


GREENWICH 


4 


4 


4 


4 


0 


OLD GREENWICH SCHOOL 


GREENWICH 


4 


3 


3 


3 


0 


RIVERSIDE SCHOOL 


GREENWICH 


4 


3 


3 


4 


0 


PARKWAY SCHOOL 


GREENWICH 


4 


4 


4 


4 


0 


DUNDEE SCHOOL 


GREENWICH 


3 


3 


3 


4 


3 


GRISWOLD ELEMENTARY SCHOOL 


GRISWOLD 


4 


4 


4 


3 


4 


GRISWOLD INTERMEDIATE SCHOOL 


GRISWOLD 


3 


4 


2 


1 


0 


S.B. BUTLER SCHOOL 


GROTON 


3 


4 


3 


1 


0 


CLAUDE CHESTER SCHOOL 


GROTON 


2 


4 


3 


3 


0 


COLONEL LEDYARD SCHOOL 


GROTON 


1 


4 


1 


1 


0 


EASTERN POINT SCHOOL 


GROTON 


1 


4 


1 


1 


0 


GROTON HEIGHTS SCHOOL 


GROTON 


2 


4 


2 


1 


0 


NOANK SCHOOL 


GROTON 


2 


4 


1 


2 


0 


PLEASANT VALLEY SCHOOL 


GROTON 



Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate: 2 = Minimally Adequate: 1 = Less than Adequate: 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
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Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


GROTON 


WILLIAM SEELY SCHOOL 


0 


1 


3 


0 


0 


GROTON 


MARY MORRISSON SCHOOL 


1 


1 


3 


0 


0 


GROTON 


CHARLES BARNUM SCHOOL 


1 


1 


3 


0 


0 


GUILFORD 


GUILFORD LAKES SCHOOL 


4 


4 


0 


4 


4 


GUILFORD 


MELISSA JONES SCHOOL 


4 


3 


0 


3 


3 


GUILFORD 


CALVIN LEETE SCHOOL 


4 


3 


3 


0 


4 


GUILFORD 


A.W. COX SCHOOL 


4 


4 


4 


0 


0 


HAMDEN 


SHEPHERD GLEN SCHOOL 


4 


2 


3 


3 


3 


HAMDEN 


CHURCH STREET SCHOOL 


4 


4 


0 


3 


3 


HAMDEN 


DUNBAR HILL SCHOOL 


4 


4 


4 


0 


3 


HAMDEN 


HELEN STREET SCHOOL 


3 


3 


2 


0 


0 


HAMDEN 


ALICE PECK SCHOOL 


3 


3 


0 


3 


3 


HAMDEN 


SPRING GLEN SCHOOL 


4 


4 


2 


2 


3 


HAMDEN 


RIDGE HILL SCHOOL 


4 


4 


3 


2 


3 


HAMDEN 


BEAR PATH SCHOOL 


3 


3 


0 


2 


2 


HAMDEN 


WEST WOODS SCHOOL 


3 


2 


3 


3 


3 


HAMPTON 


HAMPTON ELEMENTARY SCHOOL 


4 


0 


3 


0 


0 


HARTFORD 


SAND EVERYWHERE SCHOOL 


4 


4 


0 


4 


4 


HARTFORD 


BARBOUR SCHOOL 


2 


0 


0 


1 


0 


HARTFORD 


BARNARD-BROWN SCHOOL 


3 


2 


0 


3 


3 


HARTFORD 


BATCHELDER SCHOOL 


3 


2 


0 


3 


4 


HARTFORD 


BURNS SCHOOL 


3 


2 


. 0 


3 


3 


HARTFORD 


DWIGHT SCHOOL 


2 


2 


2 


0 


1 


HARTFORD 


M. D. FOX ELEMENTARY SCHOOL 


3 


0 


0 


3 


3 


HARTFORD 


HOOKER SCHOOL 


2 


2 


1 


0 


0 


HARTFORD 


KENNELLY SCHOOL 


0 


0 


0 


3 


4 


HARTFORD 


KINSELLA SCHOOL 


2 


3 


0 


3 


3 


HARTFORD 


NAYLOR SCHOOL 


1 


1 


1 


2 


0 


HARTFORD 


PARKVILLE COMMUNITY 


3 


2 


0 


3 


2 


HARTFORD 


M. L KING SCHOOL 


4 


4 


0 


4 


4 


HARTFORD 


RAWSON SCHOOL 


1 


1 


0 


1 


1 


HARTFORD 


TWAIN SCHOOL 


1 


1 


0 


1 


1 


HARTFORD 


MILNER SCHOOL 


3 


3 


0 


3 


3 


HARTFORD 


WEBSTER SCHOOL 


1 


2 


0 


2 


1 


HARTFORD 


WEST MIDDLE SCHOOL 


1 


2 


0 


2 


1 


HARTFORD 


WISH SCHOOL 


3 


3 


0 


3 


1 


HARTFORD 


BURR SCHOOL 


1 


1 


1 


1 


1 


HARTFORD 


CLARK SCHOOL 


2 


2 


2 


3 


3 


HARTFORD 


FISHER SCHOOL 


3 


3 


0 


2 


2 


HARTFORD 


SIMPSON-WAVERLY SCHOOL 


3 


3 


0 


4 


3 


HARTFORD 


DR. RAMON E. BETANCES SCHOOL 


3 


0 


0 


2 


2 


HARTFORD 


SANCHEZ SCHOOL 


3 


3 


0 


4 


4 


HARTFORD 


MOYLAN ELEMENTARY 


4 


4 


0 


4 


4 


HARTLAND 


HARTLAND ELEMENTARY SCHOOL 


2 


0 


4 


0 


0 


HEBRON 


HEBRON ELEMENTARY SCHOOL 


4 


3 


2 


0 


0 


HEBRON 


GILEAD HILL SCHOOL 


4 


4 


3 


0 


3 


KENT 


KENT CENTER SCHOOL 


4 


4 


3 


3 


4 


KILLINGLY 


KILLINGLY CENTRAL SCHOOL 


3 


1 


0 


4 


4 


KILLINGLY 


KILLINGLY MEMORIAL SCHOOL 


3 


0 


0 


4 


4 


KILLINGLY 


GOODYEAR EARLY CHILDHOOD CTR 


0 


0 


0 


3 


0 


LEBANON 


LEBANON ELEMENTARY SCHOOL 


3 


2 


4 


4 


3 


LEDYARD 


LEDYARD CENTER SCHOOL 


2 


2 


2 


0 


0 


LEDYARD 


GALES FERRY SCHOOL 


2 


2 


3 


0 


0 


LEDYARD 


JULIET W. LONG SCHOOL 


3 


3 


0 


3 


0 


LEDYARD 


GALLUP HILL SCHOOL 


2 


2 


2 


0 


0 


LISBON 


LISBON CENTRAL SCHOOL 


4 


4 


2 


3 


4 


LITCHFIELD 


CENTER SCHOOL 


3 


2 


3 


0 


3 


LITCHFIELD 


LITCHFIELD INTERMEDIATE SCHOOL 


2 


3 


2 


0 


0 


MADISON 


J. MILTON JEFFREY ELEMENTARY 


3 


3 


3 


3 


0 


MADISON 


ISLAND AVENUE ELEMENTARY 


0 


0 


3 


0 


0 


MADISON 


KATHLEEN H. RYERSON ELEMENTARY 


3 


3 


3 


0 


0 


MADISON 


ACADEMY ELEMENTARY SCHOOL 


2 


2 


2 


0 


2 


MANCHESTER 


BOWERS SCHOOL 


4 


3 


0 


3 


2 


MANCHESTER 


BUCKLEY SCHOOL 


0 


3 


3 


0 


3 


MANCHESTER 


HIGHLAND PARK SCHOOL 


2 


0 


2 


0 


3 
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School Name 


District 


2 


4 


2 


2 


0 


WILLIAM SEELY SCHOOL 


GROTON 


2 


4 


2 


3 


0 


MARY MORRISSON SCHOOL 


GROTON 


2 


4 


2 


3 


0 


CHARLES BARNUM SCHOOL 


GROTON 


4 


2 


4 


4 


0 


GUILFORD LAKES SCHOOL 


GUILFORD 


4 


2 


4 


4 


0 


MELISSA JONES SCHOOL 


GUILFORD 


4 


2 


4 


3 


0 


CALVIN LEETE SCHOOL 


GUILFORD 


4 


2 


4 


3 


0 


A.W. COX SCHOOL 


GUILFORD 


1 


1 


4 


2 


2 


SHEPHERD GLEN SCHOOL 


HAMDEN 


3 


3 


3 


2 


0 


CHURCH STREET SCHOOL 


HAMDEN 


3 


3 


4 


4 


3 


DUNBAR HILL SCHOOL 


HAMDEN 


2 


0 


2 


2 


1 


HELEN STREET SCHOOL 


HAMDEN 


3 


2 


3 


3 


0 


ALICE PECK SCHOOL 


HAMDEN 


1 


2 


3 


3 


2 


SPRING GLEN SCHOOL 


HAMDEN 


3 


2 


3 


2 


3 


RIDGE HILL SCHOOL 


HAMDEN 


2 


2 


2 


2 


0 


BEAR PATH SCHOOL 


HAMDEN 


2 


2 


3 


2 


0 


WEST WOODS SCHOOL 


HAMDEN 


3 


2 


4 


3 


3 


HAMPTON ELEMENTARY SCHOOL 


HAMPTON 


4 


4 


4 


3 


3 


SAND EVERYWHERE SCHOOL 


HARTFORD 


2 


1 


1 


3 


2 


BARBOUR SCHOOL 


HARTFORD 


3 


0 


3 


3 


2 


BARNARD-BROWN SCHOOL 


HARTFORD 


2 


2 


2 


3 


3 


BATCHELDER SCHOOL 


HARTFORD 


3 


2 


3 


2 


0 


BURNS SCHOOL 


HARTFORD 


2 


0 


2 


2 


0 


DWIGHT SCHOOL 


HARTFORD 


1 


1 


3 


3 


3 


M, D, FOX ELEMENTARY SCHOOL 


HARTFORD 


1 


1 


1 


2 


1 


HOOKER SCHOOL 


HARTFORD 


3 


2 


2 


3 


2 


KENNELLY SCHOOL 


HARTFORD 


1 


2 


2 


2 


3 


KINSELLA SCHOOL 


HARTFORD 


2 


1 


1 


1 


1 


NAYLOR SCHOOL 


HARTFORD 


3 


3 


2 


3 


0 


PARKVILLE COMMUNITY 


HARTFORD 


3 


1 


4 


3 


3 


M. L KING SCHOOL 


HARTFORD ‘ 


2 


1 


1 


1 


0 


RAWSON SCHOOL 


HARTFORD 


1 


1 


3 


3 


0 


TWAIN SCHOOL 


HARTFORD 


3 


4 


4 


4 


4 


MILNER SCHOOL 


HARTFORD 


2 


1 


1 


1 


0 


WEBSTER SCHOOL 


HARTFORD 


2 


1 


1 


1 


1 


WEST MIDDLE SCHOOL 


HARTFORD 


4 


1 


4 


3 


4 


WISH SCHOOL 


HARTFORD 


1 


1 


1 


1 


1 


BURR SCHOOL 


HARTFORD 


2 


1 


2 


2 


0 


CLARK SCHOOL 


HARTFORD 


1 


2 


2 


2 


2 


FISHER SCHOOL 


HARTFORD 


4 


1 


4 


4 


0 


SIMPSON-WAVERLY SCHOOL 


HARTFORD 


2 


0 


2 


2 


0 


DR. RAMON E. BETANCES SCHOOL 


HARTFORD 


2 


2 


2 


4 


0 


SANCHEZ SCHOOL 


HARTFORD 


4 


4 


4 


4 


0 


MOYLAN ELEMENTARY 


HARTFORD 


2 


2 


3 


3 


0 


HARTLAND ELEMENTARY SCHOOL 


HARTLAND 


2 


4 


3 


3 


0 


HEBRON ELEMENTARY SCHOOL 


HEBRON 


2 


2 


3 


4 


0 


GILEAD HILL SCHOOL 


HEBRON 


4 


4 


4 


3 


4 


KENT CENTER SCHOOL 


KENT 


3 


3 


2 


2 


3 


KILLiNGLY CENTRAL SCHOOL 


KILLINGLY 


1 


4 


2 


2 


4 


KILLINGLY MEMORIAL SCHOOL 


KILLINGLY 


3 


4 


0 


4 


1 


GOODYEAR EARLY CHILDHOOD CTR 


KILLINGLY 


3 


3 


2 


2 


3 


LEBANON ELEMENTARY SCHOOL 


LEBANON 


1 


2 


2 


2 


0 


LEDYARD CENTER SCHOOL 


LEDYARD 


3 


1 


2 


1 


1 


GALES FERRY SCHOOL 


LEDYARD 


3 


1 


1 


2 


3 


JULIET W. long school 


LEDYARD 


3 


2 


2 


3 


1 


GALLUP HILL SCHOOL 


LEDYARD 


2 


2 


2 


3 


4 


LISBON CENTRAL SCHOOL 


LISBON 


3 


3 


3 


2 


3 


CENTER SCHOOL 


LITCHFIELD 


2 


3 


2 


2 


2 


LITCHFIELD INTERMEDIATE SCHOOL 


LITCHFIELD 


2 


2 


3 


3 


3 


J. MILTON JEFFREY ELEMENTARY 


MADISON 


2 


0 


3 


3 


3 


ISLAND AVENUE ELEMENTARY 


MADISON 


3 


3 


3 


2 


2 


KATHLEEN H. RYERSON ELEMENTARY 


MADISON 


3 


3 


3 


2 


0 


ACADEMY ELEMENTARY SCHOOL 


MADISON 


2 


1 


2 


2 


0 


BOWERS SCHOOL 


MANCHESTER 


3 


0 


2 


2 


0 


BUCKLEY SCHOOL 


MANCHESTER 


3 


0 


2 


3 


2 


HIGHLAND PARK SCHOOL 


MANCHESTER 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
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Table 5K 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


All-Purpose 

Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


MANCHESTER 


KEENEY SCHOOL 


0 


2 


0 


3 


3 


MANCHESTER 


NATHAN HALE SCHOOL 


3 


3 


3 


3 


2 


MANCHESTER 


ROBERTSON SCHOOL 


0 


0 


3 


0 


3 


MANCHESTER 


VERPLANCK SCHOOL 


0 


0 


3 


0 


3 


MANCHESTER 


WADDELL SCHOOL 


4 


3 


3 


0 


4 


MANCHESTER 


WASHINGTON SCHOOL 


3 


3 


0 


3 


3 


MANCHESTER 


MARTIN SCHOOL 


0 


0 


3 


0 


3 


MANSFIELD 


DOROTHY C. GOODWIN 


3 


3 


3 


0 


0 


MANSFIELD 


ANNIE E. VINTON SCHOOL 


3 


3 


3 


0 


0 


MANSFIELD 


SOUTHEAST ELEMENTARY SCHOOL 


3 


3 


3 


0 


0 


MARLBOROUGH 


MARLBOROUGH ELEMENTARY 


3 


3 


2 


2 


0 


MERIDEN 


BENJAMIN FRANKLIN SCHOOL 


4 


4 


3 


0 


4 


MERIDEN 


HANOVER SCHOOL 


4 


0 


3 


0 


4 


MERIDEN 


ISRAEL PUTNAM SCHOOL 


0 


0 


3 


0 


3 


MERIDEN 


JOHN BARRY SCHOOL 


4 


4 


3 


0 


4 


MERIDEN 


NATHAN HALE SCHOOL 


4 


0 


3 


0 


4 


MERIDEN 


ROGER SHERMAN SCHOOL 


4 


4 


3 


0 


4 


MERIDEN 


THOMAS HOOKER SCHOOL 


0 


0 


2 


3 


1 


MERIDEN 


CASIMIR PULASKI SCHOOL 


3 


0 


2 


0 


0 


MIDDLETOWN 


SPENCER SCHOOL 


3 


4 


3 


0 


3 


MIDDLETOWN 


BIELEFIELD SCHOOL 


2 


3 


0 


2 


2 


MIDDLETOWN 


FARM HILL SCHOOL 


2 


3 


3 


0 


3 


MIDDLETOWN 


MACDONOUGH SCHOOL 


3 


3 


3 


0 


3 


MIDDLETOWN 


SNOW SCHOOL 


4 


4 


0 


3 


4 


MIDDLETOWN 


MOODY SCHOOL 


3 


3 


3 


3 


4 


MIDDLETOWN 


LAWRENCE SCHOOL 


2 


1 


0 


2 


2 


MIDDLETOWN 


WESLEY SCHOOL 


1 


1 


0 


2 


2 


MIDDLETOWN 


KEIGWIN SCHOOL 


3 


1 


0 


3 


2 


MILFORD 


CALF PEN MEADOW SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


MEADOWSIDE SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


ORANGE AVENUE SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


PUMPKIN DELIGHT SCHOOL 


3 


0 


2 


0 


0 


MILFORD 


SIMON LAKE SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


LIVE OAKS SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


MATHEWSON SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


ORCHARD HILLS SCHOOL 


3 


0 


3 


0 


0 


MILFORD 


J.F. KENNEDY SCHOOL 


3 


0 


3 


0 


0 


MONROE 


MONROE ELEMENTARY SCHOOL 


4 


4 


2 


0 


3 


MONROE 


STEPNEY ELEMENTARY SCHOOL 


4 


4 


3 


4 


0 


MONROE 


FAWN HOLLOW ELEMENTARY SCHOOL 


3 


3 


3 


4 


0 


MONTVILLE 


MOHEGAN SCHOOL 


3 


3 


0 


3 


3 


MONTVILLE 


OAKDALE SCHOOL 


3 


3 


3 


0 


0 


MONTVILLE 


DR. CHARLES E. MURPHY SCHOOL 


4 


2 


3 


4 


4 


NAUGATUCK 


CENTRAL AVENUE SCHOOL 


3 


3 


0 


4 


3 


NAUGATUCK 


CROSS STREET SCHOOL 


0 


0 


0 


4 


4 


NAUGATUCK 


MAPLE HILL SCHOOL 


4 


3 


0 


4 


3 


NAUGATUCK 


HOP BROOK SCHOOL 


0 


0 


0 


4 


4 


NAUGATUCK 


PROSPECT STREET SCHOOL 


0 


0 


0 


3 


4 


NAUGATUCK 


SALEM SCHOOL 


3 


1 


0 


0 


1 


NAUGATUCK 


WESTERN SCHOOL 


0 


0 


0 


3 


3 


NAUGATUCK 


ANDREW AVENUE SCHOOL 


1 


0 


0 


4 


3 


NEW BRITAIN 


CHAMBERLAIN SCHOOL 


3 


4 


0 


3 


4 


NEW BRITAIN 


GAFFNEY SCHOOL 


4 


3 


0 


3 


3 


NEW BRITAIN 


HOLMES SCHOOL 


4 


4 


0 


4 


4 


NEW BRITAIN 


JEFFERSON SCHOOL 


4 


3 


4 


3 


4 


NEW BRITAIN 


LINCOLN SCHOOL 


3 


2 


3 


3 


0 


NEW BRITAIN 


NORTHEND SCHOOL 


3 


3 


3 


3 


0 


NEW BRITAIN 


DILORETO MAGNET 


3 


3 


0 


3 


3 


NEW BRITAIN 


SMALLEY ACADEMY 


4 


4 


4 


3 


4 


NEW BRITAIN 


SMITH SCHOOL 


4 


4 


4 


4 


4 


NEW BRITAIN 


VANCE SCHOOL 


3 


3 


3 


3 


0 


NEW CANAAN 


SOUTH SCHOOL 


4 


4 


4 


4 


0 


NEW CANAAN 


WEST SCHOOL 


4 


4 


4 


4 


0 


NEW CANAAN 


EAST SCHOOL 


4 


4 


4 


4 


0 


NEW FAIRFIELD 


CONSOLIDATED SCHOOL 


2 


2 


2 


3 


3 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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School Name District 


3 


1 


3 


1 


3 


KEENEY SCHOOL 


MANCHESTER 


3 


3 


3 


3 


3 


NATHAN HALE SCHOOL 


MANCHESTER 


3 


1 


2 


3 


2 


ROBERTSON SCHOOL 


MANCHESTER 


3 


0 


3 


3 


0 


VERPLANCK SCHOOL 


MANCHESTER 


4 


1 


3 


3 


3 


WADDELL SCHOOL 


MANCHESTER 


3 


3 


3 


3 


3 


WASHINGTON SCHOOL 


MANCHESTER 


3 


0 


3 


3 


0 


MARTIN SCHOOL 


MANCHESTER 


3 


2 


1 


2 


2 


DOROTHY C, GOODWIN 


MANSFIELD 


3 


2 


1 


2 


2 


ANNIE E. VINTON SCHOOL 


MANSFIELD 


3 


2 


1 


2 


2 


SOUTHEAST ELEMENTARY SCHOOL 


MANSFIELD 


1 


3 


2 


2 


2 


MARLBOROUGH ELEMENTARY 


MARLBOROUGH 


2 


2 


2 


4 


4 


BENJAMIN FRANKLIN SCHOOL 


MERIDEN 


3 


2 


3 


3 


4 


HANOVER SCHOOL 


MERIDEN 


3 


2 


2 


3 


3 


ISRAEL PUTNAM SCHOOL 


MERIDEN 


3 


3 


4 


4 


4 


JOHN BARRY SCHOOL 


MERIDEN 


2 


2 


3 


3 


3 


NATHAN HALE SCHOOL 


MERIDEN 


3 


2 


2 


4 


4 


ROGER SHERMAN SCHOOL 


MERIDEN 


3 


2 


1 


2 


2 


THOMAS HOOKER SCHOOL 


MERIDEN 


2 


2 


2 


2 


2 


CASIMIR PULASKI SCHOOL 


MERIDEN 


2 


1 


2 


2 


0 


SPENCER SCHOOL 


MIDDLETOWN 


2 


1 


1 


2 


0 


BIELEFELD SCHOOL 


MIDDLETOWN 


3 


1 


3 


3 


0 


FARM HILL SCHOOL 


MIDDLETOWN 


2 


0 


2 


3 


0 


MACDONOUGH SCHOOL 


MIDDLETOWN 


3 


4 


4 


4 


0 


SNOW SCHOOL 


MIDDLETOWN 


4 


3 


3 


3 


3 


MOODY SCHOOL 


MIDDLETOWN 


3 


1 


2 


2 


2 


LAWRENCE SCHOOL 


MIDDLETOWN 


2 


1 


1 


2 


0 


WESLEY SCHOOL 


MIDDLETOWN 


1 


2 


2 


3 


2 


KEIGWIN SCHOOL 


MIDDLETOWN 


2 


2 


2 


2 


2 


CALF PEN MEADOW SCHOOL 


MILFORD 


3 


2 


4 


2 


2 


MEADOWSIDE SCHOOL 


MILFORD 


3 


2 


3 


2 


2 


ORANGE AVENUE SCHOOL 


MILFORD 


2 


2 


3 


3 


3 


PUMPKIN DELIGHT SCHOOL 


MILFORD 


2 


2 


3 


3 


2 


SIMON LAKE SCHOOL 


MILFORD 


3 


2 


3 


2 


2 


LIVE OAKS SCHOOL 


MILFORD 


3 


2 


3 


2 


2 


MATHEWSON SCHOOL 


MILFORD 


4 


2 


3 


2 


2 


ORCHARD HILLS SCHOOL 


MILFORD 


4 


2 


4 


2 


2 


J.F. KENNEDY SCHOOL 


MILFORD 


3 


3 


3 


3 


1 


MONROE ELEMENTARY SCHOOL 


MONROE 


4 


4 


3 


3 


3 


STEPNEY ELEMENTARY SCHOOL 


MONROE 


3 


4 


3 


3 


2 


FAWN HOLLOW ELEMENTARY SCHOOL 


MONROE 


3 


0 


3 


2 


3 


MOHEGAN SCHOOL 


MONTVILLE 


3 


0 


3 


3 


0 


OAKDALE SCHOOL 


MONTVILLE 


2 


0 


4 


3 


3 


DR. CHARLES E. MURPHY SCHOOL 


MONTVILLE 


1 


4 


3 


1 


1 


CENTRAL AVENUE SCHOOL 


NAUGATUCK 


3 


0 


0 


2 


0 


CROSS STREET SCHOOL 


NAUGATUCK 


2 


0 


4 


4 


4 


MAPLE HILL SCHOOL 


NAUGATUCK 


3 


3 


0 


4 


1 


HOP BROOK SCHOOL 


NAUGATUCK 


3 


0 


2 


2 


0 


PROSPECT STREET SCHOOL 


NAUGATUCK 


1 


0 


2 


1 


1 


SALEM SCHOOL 


NAUGATUCK 


3 


0 


3 


3 


3 


WESTERN SCHOOL 


NAUGATUCK 


3 


0 


2 


3 


3 


ANDREW AVENUE SCHOOL 


NAUGATUCK 


3 


3 


3 


3 


3 


CHAMBERLAIN SCHOOL 


NEW BRITAIN 


3 


1 


3 


3 


3 


GAFFNEY SCHOOL 


NEW BRITAIN 


0 


4 


4 


4 


4 


HOLMES SCHOOL 


NEW BRITAIN 


2 


3 


4 


4 


3 


JEFFERSON SCHOOL 


NEW BRITAIN 


3 


2 


2 


2 


2 


LINCOLN SCHOOL 


NEW BRITAIN 


0 


2 


3 


3 


2 


NORTHEND SCHOOL 


NEW BRITAIN 


3 


4 


3 


3 


3 


DILORETO MAGNET 


NEW BRITAIN 


3 


4 


4 


4 


4 


SMALLEY ACADEMY 


NEW BRITAIN 


3 


3 


4 


3 


4 


SMITH SCHOOL 


NEW BRITAIN 


2 


1 


2 


2 


0 


VANCE SCHOOL 


NEW BRITAIN 


3 


3 


4 


3 


0 


SOUTH SCHOOL 


NEW CANAAN 


3 


3 


4 


3 


0 


WEST SCHOOL 


NEW CANAAN 


3 


3 


4 


3 


0 


EAST SCHOOL 


NEW CANAAN 


3 


0 


2 


1 


0 


CONSOLIDATED SCHOOL 


NEW FAIRFIELD 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 
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Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


NEW FAIRFIELD 


MEETING HOUSE HILL SCHOOL 


4 


3 


0 


3 


3 


NEW HARTFORD 


BAKERVILLE CONSOLIDATED SCHOOL 


0 


0 


2 


0 


0 


NEW HARTFORD 


NEW HARTFORD ELEMENTARY SCHOOL 


0 


0 


3 


0 


0 


NEW HARTFORD 


ANN ANTOLINI SCHOOL 


4 


3 


3 


0 


0 


new haven 


BARNARD SCHOOL 


0 


0 


2 


0 


0 


NEW HAVEN 


BEECHER SCHOOL 


0 


0 


2 


0 


0 


new haven 


KATHERINE BRENNAN SCHOOL 


0 


2 


2 


3 


2 


new haven 


CLINTON AVENUE SCHOOL 


1 


0 


0 


3 


2 


new haven 


HILL CENTRAL SCHOOL 


2 


2 


3 


2 


3 


NEW HAVEN 


DAVIS STREET MAGNET 


2 


2 


2 


0 


0 


NEW HAVEN 


TIMOTHY DWIGHT SCHOOL 


0 


0 


2 


0 


0 


NEW HAVEN 


EDGEWOOD SCHOOL 


4 


4 


4 


0 


0 


NEW HAVEN 


NATHAN HALE SCHOOL 


2 


0 


2 


0 


2 


NEW HAVEN 


BENJAMIN JEPSON MAGNET SCHOOL 


0 


0 


2 


0 


2 


NEW HAVEN 


LINCOLN-BASSETT SCHOOL 


2 


2 


0 


2 


2 


NEW HAVEN 


PRINCE SCHOOL 


0 


0 


0 


2 


2 


NEW HAVEN 


VINCENTE. MAURO SCHOOL 


0 


0 


2 


0 


0 


NEW HAVEN 


STRONG TRANSITIONAL MAGNET ACA 


3 


3 


3 


0 


0 


NEW HAVEN 


TRUMAN SCHOOL 


3 


2 


1 


0 


0 


NEW HAVEN 


WEST HILL ELEMENTARY MAGNET 


0 


2 


3 


0 


0 


NEW HAVEN 


ISADORE WEXLER SCHOOL 


0 


3 


0 


3 


3 


NEW HAVEN 


WOODWARD SCHOOL 


0 


0 


2 


0 


0 


NEW HAVEN 


QUINNIPIAC SCHOOL 


0 


0 


3 


0 


0 


NEW HAVEN 


HELENE GRANT SCHOOL 


0 


0 


2 


0 


0 


NEW HAVEN 


WORTHINGTON HOOKER SCHOOL 


0 


2 


2 


0 


0 


NEW HAVEN 


WELCH ANNEX SCHOOL 


0 


0 


0 


0 


1 


NEW HAVEN 


MARTIN LUTHER KING SCHOOL 


0 


0 


1 


0 


0 


NEW HAVEN 


CHRISTOPHER COLUMBUS SCHOOL 


0 


0 


1 


0 


0 


NEW HAVEN 


BISHOP WOODS SCHOOL 


0 


0 


3 


0 


2 


NEW HAVEN 


EAST ROCK COMMUNITY SCHOOL 


2 


2 


0 


2 


2 


NEWINGTON 


ELIZABETH GREEN SCHOOL 


2 


1 


3 


3 


0 


NEWINGTON 


ANNA REYNOLDS SCHOOL 


2 


3 


3 


3 


0 


NEWINGTON 


RUTH CHAFFEE SCHOOL 


1 


0 


2 


0 


2 


NEWINGTON 


JOHN PATERSON SCHOOL 


2 


2 


3 


0 


2 


NEW LONDON 


EDGERTON SCHOOL 


0 


0 


1 


0 


0 


NEW LONDON 


HARBOR SCHOOL 


4 


0 


4 


0 


0 


NEW LONDON 


JENNINGS SCHOOL 


0 


0 


0 


2 


2 


NEW LONDON 


WINTHROP SCHOOL 


0 


0 


1 


0 


0 


NEW LONDON 


NATHAN HALE SCHOOL 


1 


0 


3 


0 


3 


NEW MILFORD 


HILL AND PLAIN SCHOOL 


0 


0 


0 


3 


3 


NEW MILFORD 


JOHN PETTIBONE SCHOOL 


0 


0 


0 


3 


3 


NEW MILFORD 


NORTHVILLE ELEMENTARY SCHOOL 


0 


0 


0 


4 


3 


NEWTOWN 


HAWLEY ELEMENTARY SCHOOL 


4 


3 


3 


4 


0 


NEWTOWN 


SANDY HOOK ELEMENTARY SCHOOL 


4 


3 


3 


3 


0 


NEWTOWN 


MIDDLE GATE ELEMENTARY SCHOOL 


4 


2 


0 


3 


3 


NEWTOWN 


HEAD O'MEADOW ELEMENTARY 


4 


4 


4 


4 


4 


NORFOLK 


BOTELLE ELEMENTARY SCHOOL 


3 


3 


3 


0 


3 


NORTH BRANFORD 


STANLEY T. WILLIAMS SCHOOL 


0 


0 


3 


0 


0 


NORTH BRANFORD 


TOTOKET VALLEY ELEMENTARY 


3 


2 


0 


4 


3 


NORTH CANAAN 


NORTH CANAAN ELEMENTARY SCHOOL 


2 


3 


2 


0 


3 


NORTH HAVEN 


MONTOWESE ELEMENTARY SCHOOL 


4 


4 


0 


4 


4 ' 


NORTH HAVEN 


RIDGE ROAD ELEMENTARY SCHOOL 


4 


3 


0 


4 


4 


NORTH HAVEN 


GREEN ACRES ELEMENTARY SCHOOL 


4 


3 


0 


4 


4 


NORTH HAVEN 


CLINTONVILLE ELEMENTARY SCHOOL 


4 


4 


4 


4 


4 


NORTH STONINGTON 


NORTH STONINGTON ELEMENTARY 


3 


3 


3 


0 


0 


NORWALK 


BROOKSIDE ELEMENTARY SCHOOL 


0 


2 


2 


2 


0 


NORWALK 


COLUMBUS ELEMENTARY SCHOOL 


2 


2 


1 


1 


0 


NORWALK 


CRANBURY ELEMENTARY SCHOOL 


0 


3 


3 


3 


0 


NORWALK 


JEFFERSON ELEMENTARY SCHOOL 


0 


0 


0 


3 


0 


NORWALK 


KENDALL ELEMENTARY SCHOOL 


0 


3 


0 


3 


3 


NORWALK 


ROWAYTON SCHOOL 


3 


3 


3 


3 


3 


NORWALK 


TRACEY SCHOOL 


3 


3 


0 


3 


3 


NORWALK 


FOX RUN ELEMENTARY SCHOOL 


0 


0 


3 


3 


0 


NORWALK 


NARAMAKE ELEMENTARY SCHOOL 


3 


3 


3 


3 


0 


NORWALK 


MARVIN ELEMENTARY SCHOOL 


3 


3 


3 


3 


3 
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Elementary Schools (N = 640) 



Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


School Name 


District 


3 


3 


3 


3 


3 


MEETING HOUSE HILL SCHOOL 


NEW FAIRFIELD 


3 


0 


2 


2 


0 


BAKERVILLE CONSOLIDATED SCHOOL 


NEW HARTFORD 


3 


0 


3 


3 


0 


NEW HARTFORD ELEMENTARY SCHOOL 


NEW HARTFORD 


4 


2 


3 


3 


0 


ANNANTOLINI SCHOOL 


NEW HARTFORD 


2 


2 


0 


3 


0 


BARNARD SCHOOL 


NEW HAVEN 


2 


1 


2 


1 


1 


BEECHER SCHOOL 


NEW HAVEN 


2 


2 


2 


2 


2 


KATHERINE BRENNAN SCHOOL 


NEW HAVEN 


3 


1 


3 


2 


2 


CLINTON AVENUE SCHOOL 


NEW HAVEN 


3 


2 


3 


2 


0 


HILL CENTRAL SCHOOL 


NEW HAVEN 


3 


3 


3 


1 


0 


DAVIS STREET MAGNET 


NEW HAVEN 


2 


2 


2 


3 


0 


TIMOTHY DWIGHT SCHOOL 


NEW HAVEN 


3 


4 


4 


3 


4 


EDGEWOOD SCHOOL 


NEW HAVEN 


1 


1 


2 


1 


2 


NATHAN HALE SCHOOL 


NEW HAVEN 


3 


3 


2 


3 


3 


BENJAMIN JEPSON MAGNET SCHOOL 


NEW HAVEN 


2 


1 


3 


2 


0 


LINCOLN*BASSETT SCHOOL 


NEW HAVEN 


0 


2 


0 


2 


0 


PRINCE SCHOOL 


NEW HAVEN 


3 


2 


3 


3 


1 


VINCENT E. MAURO SCHOOL 


NEW HAVEN 


4 


3 


0 


2 


0 


STRONG TRANSITIONAL MAGNET ACA 


NEW HAVEN 


2 


3 


3 


2 


0 


TRUMAN SCHOOL 


NEW HAVEN 


3 


2 


3 


3 


2 


WEST HILL ELEMENTARY MAGNET 


NEW HAVEN 


1 


2 


3 


3 


2 


ISADORE WEXLER SCHOOL 


NEW HAVEN 


2 


2 


2 


1 


0 


WOODWARD SCHOOL 


NEW HAVEN 


2 


3 


4 


2 


1 


QUINNIPIAC SCHOOL 


NEW HAVEN 


3 


1 


2 


1 


0 


HELENE GRANT SCHOOL 


NEW HAVEN 


1 


0 


2 


2 


0 


WORTHINGTON HOOKER SCHOOL 


NEW HAVEN 


0 


3 


2 


2 


1 


WELCH ANNEX SCHOOL 


NEW HAVEN 


2 


0 


1 


1 


1 


MARTIN LUTHER KING SCHOOL 


NEW HAVEN 


2 


3 


3 


2 


0 


CHRISTOPHER COLUMBUS SCHOOL 


NEW HAVEN 


1 


0 


3 


2 


0 


BISHOP WOODS SCHOOL 


NEW HAVEN 


1 


3 


3 


2 


2 


EAST ROCK COMMUNITY SCHOOL 


NEW HAVEN 


4 


1 


1 


1 


0 


ELIZABETH GREEN SCHOOL 


NEWINGTON 


2 


1 


1 


1 


0 


ANNA REYNOLDS SCHOOL 


NEWINGTON 


1 


1 


1 


1 


0 


RUTH CHAFFEE SCHOOL 


NEWINGTON 


2 


1 


1 


1 


0 


JOHN PATERSON SCHOOL 


NEWINGTON 


1 


1 


2 


1 


0 


EDGERTON SCHOOL 


NEW LONDON 


1 


0 


2 


3 


1 


HARBOR SCHOOL 


NEW LONDON 


2 


3 


3 


1 


0 


JENNINGS SCHOOL 


NEW LONDON 


1 


2 


2 


2 


0 


WINTHROP SCHOOL 


NEW LONDON 


3 


2 


1 


3 


2 


NATHAN HALE SCHOOL 


NEW LONDON 


3 


2 


3 


3 


2 


HILL AND PLAIN SCHOOL 


NEW MILFORD 


3 


2 


3 


3 


2 


JOHN PETTIBONE SCHOOL 


NEW MILFORD 


3 


2 


3 


3 


3 


NORTHVILLE ELEMENTARY SCHOOL 


NEW MILFORD 


3 


2 


4 


3 


2 


HAWLEY ELEMENTARY SCHOOL 


NEWTOWN 


3 


1 


3 


3 


2 


SANDY HOOK ELEMENTARY SCHOOL 


NEWTOWN 


3 


3 


4 


3 


4 


MIDDLE GATE ELEMENTARY SCHOOL 


NEWTOWN 


2 


3 


3 


4 


3 


HEAD O'MEADOW ELEMENTARY 


NEWTOWN 


3 


3 


3 


3 


0 


BOTELLE ELEMENTARY SCHOOL 


NORFOLK 


1 


3 


3 


3 


0 


STANLEY T. WILLIAMS SCHOOL 


NORTH BRANFORD 


3 


3 


3 


3 


3 


TOTOKET VALLEY ELEMENTARY 


NORTH BRANFORD 


3 


2 


3 


2 


1 


NORTH CANAAN ELEMENTARY SCHOOL 


NORTH CANAAN 


4 


4 


4 


4 


4 


MONTOWESE ELEMENTARY SCHOOL 


NORTH HAVEN 


2 


4 


4 


4 


4 


RIDGE ROAD ELEMENTARY SCHOOL 


NORTH HAVEN 


4 


4 


4 


4 


4 


GREEN ACRES ELEMENTARY SCHOOL 


NORTH HAVEN 


3 


4 


4 


4 


4 


CLINTONVILLE ELEMENTARY SCHOOL 


NORTH HAVEN 


4 


4 


2 


3 


2 


NORTH STONINGTON ELEMENTARY 


NORTH STONINGTON 


2 


2 


3 


3 


0 


BROOKSIDE ELEMENTARY SCHOOL 


NORWALK 


2 


2 


3 


2 


0 


COLUMBUS ELEMENTARY SCHOOL 


NORWALK 


3 


2 


3 


3 


3 


CRANBURY ELEMENTARY SCHOOL 


NORWALK 


3 


3 


2 


2 


0 


JEFFERSON ELEMENTARY SCHOOL 


NORWALK 


3 


2 


3 


2 


0 


KENDALL ELEMENTARY SCHOOL 


NORWALK 


3 


3 


3 


3 


0 


ROWAYTON SCHOOL 


NORWALK 


3 


2 


3 


3 


0 


TRACEY SCHOOL 


NORWALK 


3 


3 


3 


3 


0 


FOX RUN ELEMENTARY SCHOOL 


NORWALK 


3 


3 


3 


3 


0 


NARAMAKE ELEMENTARY SCHOOL 


NORWALK 


3 


3 


3 


3 


0 


MARVIN ELEMENTARY SCHOOL 


NORWALK 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 



(continued.. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


NORWALK 


SILVERMINE ELEMENTARY SCHOOL 


3 


0 


3 


3 


3 


NORWALK 


WOLFPIT SCHOOL 


3 


3 


0 


3 


0 


NORWICH 


BISHOP SCHOOL 


3 


3 


1 


0 


0 


NORWICH 


WILLIAM A. BUCKINGHAM SCHOOL 


3 


2 


3 


0 


0 


NORWICH 


GREENEVILLE SCHOOL 


1 


1 


2 


0 


0 


NORWICH 


SAMUEL HUNTINGTON SCHOOL 


0 


0 


0 


0 


0 


NORWICH 


JOHN B. STANTON SCHOOL 


2 


2 


3 


0 


0 


NORWICH 


WEQUONNOC SCHOOL 


0 


0 


3 


0 


0 


NORWICH 


THOMAS W. MAHAN SCHOOL 


1 


1 


3 


0 


0 


NORWICH 


VETERANS’ MEMORIAL SCHOOL 


0 


0 


2 


0 


0 


NORWICH 


UNCAS SCHOOL 


0 


0 


0 


3 


3 


NORWICH 


JOHN M. MORIARTY SCHOOL 


1 


1 


0 


3 


2 


OLD SAYBROOK 


KATHLEEN E. GOODWIN SCHOOL 


3 


3 


0 


2 


4 


ORANGE 


MARY L. TRACY SCHOOL 


3 


2 


0 


4 


4 


ORANGE 


RACE BROOK SCHOOL 


4 


4 


0 


4 


4 


ORANGE 


TURKEY HILL SCHOOL 


4 


3 


0 


4 


3 


ORANGE 


PECK PLACE SCHOOL 


4 


3 


3 


0 


0 


OXFORD 


OXFORD CENTER SCHOOL 


2 


3 


2 


0 


0 


OXFORD 


QUAKER FARMS SCHOOL 


4 


4 


0 


4 


4 


PLAINFIELD 


MOOSUP ELEMENTARY SCHOOL 


3 


3 


3 


3 


0 


PLAINFIELD 


PLAINFIELD MEMORIAL SCHOOL 


3 


3 


3 


0 


3 


PLAINFIELD 


SHEPARD HILL ELEMENTARY SCHOOL 


3 


3 


3 


3 


0 


PLAINVILLE 


LINDEN STREET SCHOOL 


1 


1 


2 


2 


2 


PLAINVILLE 


FRANK T. WHEELER SCHOOL 


4 


4 


4 


4 


3 


PLAINVILLE 


LOUIS TOFFOLON SCHOOL 


2 


2 


3 


2 


2 


PLYMOUTH 


EAST MAIN STREET SCHOOL 


1 


1 


3 


0 


2 


PLYMOUTH 


PLYMOUTH CENTER SCHOOL 


4 


4 


0 


4 


4 


PLYMOUTH 


PROSPECT STREET SCHOOL 


0 


0 


0 


0 


1 


POMFRET 


POMFRET COMMUNITY SCHOOL 


4 


2 


2 


2 


4 


PORTLAND 


VALLEY VIEW SCHOOL 


4 


4 


4 


0 


4 


PORTLAND 


GILDERSLEEVE SCHOOL 


4 


4 


4 


4 


0 


PRESTON 


POQUETANUCK SCHOOL 


0 


0 


1 


0 


0 


PRESTON 


PRESTON CITY SCHOOL 


0 


0 


1 


0 


0 


PUTNAM 


PUTNAM ELEMENTARY SCHOOL 


3 


2 


0 


4 


2 


REDDING 


REDDING ELEMENTARY SCHOOL 


3 


4 


0 


3 


3 


RIDGEFIELD 


VETERANS PARK ELEMENTARY 


3 


3 


0 


3 


3 


RIDGEFIELD 


RIDGEBURY ELEMENTARY SCHOOL 


3 


2 


2 


0 


0 


RIDGEFIELD 


FARMINGVILLE ELEMENTARY SCHOOL 


3 


3 


3 


3 


0 


RIDGEFIELD 


SCOTLAND ELEMENTARY SCHOOL 


3 


4 


3 


3 


0 


RIDGEFIELD 


BRANCHVILLE ELEMENTARY SCHOOL 


3 


4 


3 


3 


0 


ROCKY HILL 


DR. ORAN A. MOSER SCHOOL 


2 


2 


3 


2 


1 


ROCKY HILL 


MYRTLE H. STEVENS SCHOOL 


3 


2 


3 


4 


0 


ROCKY HILL 


WEST HILL SCHOOL 


4 


4 


0 


4 


4 


SALEM 


SALEM ELEMENTARY SCHOOL 


4 


4 


4 


4 


0 


SALISBURY 


SALISBURY CENTRAL SCHOOL 


4 


4 


0 


4 


3 


SCOTLAND 


SCOTLAND ELEMENTARY SCHOOL 


0 


0 


2 


0 


0 


SEYMOUR 


BUNGAY SCHOOL 


1 


1 


0 


4 


4 


SEYMOUR 


ANNA L. LOPRESTI SCHOOL 


4 


3 


4 


0 


3 


SEYMOUR 


PAUL CHATFIELD SCHOOL 


0 


0 


0 


3 


4 


SHARON 


SHARON CENTER SCHOOL 


4 


3 


4 


4 


4 


SHELTON 


LAFAYETTE SCHOOL 


0 


0 


0 


3 


3 


SHELTON 


ELIZABETH SHELTON SCHOOL 


0 


0 


0 


3 


2 


SHELTON 


SUNNYSIDE SCHOOL 


0 


0 


0 


4 


4 


SHELTON 


long hill school 


0 


0 


0 


3 


3 


SHELTON 


MOHEGAN SCHOOL 


0 


0 


0 


3 


3 


SHELTON 


BOOTH HILL SCHOOL 


0 


0 


0 


3 


3 


SHERMAN 


SHERMAN SCHOOL 


2 


3 


4 


4 


1 


SIMSBURY 


CENTRAL SCHOOL 


4 


4 


3 


0 


3 


SIMSBURY 


TARIFFVILLE SCHOOL 


3 


3 


3 


0 


2 


SIMSBURY 


TOOTIN’ HILLS SCHOOL 


2 


2 


3 


0 


4 


SIMSBURY 


LATIMER LANE SCHOOL 


2 


2 


2 


0 


3 


SIMSBURY 


SQUADRON LINE SCHOOL 


3 


3 


3 


0 


3 


SOMERS 


SOMERS ELEMENTARY SCHOOL 


4 


4 


0 


4 


4 


SOUTHINGTON 


HATTON SCHOOL 


0 


0 


1 


0 


0 


SOUTHINGTON 


PLANTSVILLE SCHOOL 


2 


2 


3 


0 


0 



Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate; 2 = Minimally Adequate: 1 = Less than Adequate; 0 = Not Included in Facility. 
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Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


Dedicated Specialty Areas (1011999): 
Elementary Schools (N = 640) 

School Name District 


3 


3 


3 


3 


0 


SILVERMINE ELEMENTARY SCHOOL 


NORWALK 


3 


2 


3 


3 


0 


WOLFPIT SCHOOL 


NORWALK 


2 


1 


1 


1 


1 


BISHOP SCHOOL 


NORWICH 


3 


3 


3 


3 


2 


WILLIAM A. BUCKINGHAM SCHOOL 


NORWICH 


2 


1 


1 


1 


1 


GREENEVILLE SCHOOL 


NORWICH 


1 


3 


1 


2 


2 


SAMUEL HUNTINGTON SCHOOL 


NORWICH 


3 


3 


3 


3 


0 


JOHN B. STANTON SCHOOL 


NORWICH 


3 


2 


3 


2 


0 


WEQUONNOC SCHOOL 


NORWICH 


3 


3 


3 


2 


2 


THOMAS W. MAHAN SCHOOL 


NORWICH 


1 


0 


2 


2 


2 


VETERANS’ MEMORIAL SCHOOL 


NORWICH 


3 


3 


3 


2 


2 


UNCAS SCHOOL 


NORWICH 


3 


1 


3 


3 


1 


JOHN M. MORIARTY SCHOOL 


NORWICH 


3 


3 


3 


3 


2 


KATHLEEN E. GOODWIN SCHOOL 


OLD SAYBROOK 


4 


3 


3 


3 


3 


MARY L. TRACY SCHOOL 


ORANGE 


4 


3 


3 


3 


3 


RACE BROOK SCHOOL 


ORANGE 


3 


3 


3 


3 


3 


TURKEY HILL SCHOOL 


ORANGE 


4 


3 


3 


2 


3 


PECK PLACE SCHOOL 


ORANGE 


4 


1 


1 


1 


0 


OXFORD CENTER SCHOOL 


OXFORD 


4 


4 


4 


4 


4 


QUAKER FARMS SCHOOL 


OXFORD 


3 


2 


3 


3 


3 


MOOSUP ELEMENTARY SCHOOL 


PLAINFIELD 


3 


3 


3 


3 


3 


PLAINFIELD MEMORIAL SCHOOL 


PLAINFIELD 


3 


3 


3 


3 


3 


SHEPARD HILL ELEMENTARY SCHOOL 


PLAINFIELD 


2 


3 


1 


2 


2 


LINDEN STREET SCHOOL 


PLAINVILLE 


2 


3 


4 


3 


3 


FRANK T. WHEELER SCHOOL 


PLAINVILLE 


2 


3 


1 


2 


2 


LOUIS TOFFOLON SCHOOL 


PLAINVILLE 


2 


3 


2 


3 


2 


EAST MAIN STREET SCHOOL 


PLYMOUTH 


4 


4 


4 


4 


4 


PLYMOUTH CENTER SCHOOL 


PLYMOUTH 


2 


0 


1 


1 


1 


PROSPECT STREET SCHOOL 


PLYMOUTH 


3 


3 


3 


3 


3 


POMFRET COMMUNITY SCHOOL 


POMFRET 


4 


1 


4 


3 


0 


VALLEY VIEW SCHOOL 


PORTLAND 


4 


1 


4 


2 


0 


GILDERSLEEVE SCHOOL 


PORTLAND 


1 


0 


0 


1 


0 


POQUETANUCK SCHOOL 


PRESTON 


3 


0 


2 


1 


0 


PRESTON CITY SCHOOL 


PRESTON 


2 


1 


3 


2 


0 


PUTNAM ELEMENTARY SCHOOL 


PUTNAM 


2 


3 


3 


2 


0 


REDDING ELEMENTARY SCHOOL 


REDDING 


2 


2 


2 


2 


2 


VETERANS PARK ELEMENTARY 


RIDGEFIELD 


2 


2 


3 


2 


2 


RIDGEBURY ELEMENTARY SCHOOL 


RIDGEFIELD 


3 


2 


2 


3 


2 


FARMINGVILLE ELEMENTARY SCHOOL 


RIDGEFIELD 


3 


2 


3 


3 


2 


SCOTLAND ELEMENTARY SCHOOL 


RIDGEFIELD 


3 


2 


3 


3 


3 


BRANCHVILLE ELEMENTARY SCHOOL 


RIDGEFIELD 


3 


0 


3 


2 


1 


DR. ORAN A. MOSER SCHOOL 


ROCKY HILL 


2 


2 


3 


2 


1 


MYRTLE H. STEVENS SCHOOL 


ROCKY HILL 


4 


2 


4 


3 


4 


WEST HILL SCHOOL 


ROCKY HILL 


3 


3 


4 


3 


3 


SALEM ELEMENTARY SCHOOL 


SALEM 


4 


3 


4 


3 


2 


SALISBURY CENTRAL SCHOOL 


SALISBURY 


4 


0 


4 


4 


3 


SCOTLAND ELEMENTARY SCHOOL 


SCOTLAND 


3 


3 


3 


4 


3 


BUNGAY SCHOOL 


SEYMOUR 


2 


2 


2 


2 


2 


ANNAL. LOPRESTI SCHOOL 


SEYMOUR 


3 


4 


2 


3 


3 


PAUL CHATFIELD SCHOOL 


SEYMOUR 


4 


4 


4 


3 


2 


SHARON CENTER SCHOOL 


SHARON 


1 


0 


2 


1 


1 


LAFAYETTE SCHOOL 


SHELTON 


2 


1 


2 


2 


1 


ELIZABETH SHELTON SCHOOL 


SHELTON 


4 ' 


0 


3 


3 


2 


SUNNYSIDE SCHOOL 


SHELTON 


2 


1 


3 


3 


1 


LONG HILL SCHOOL 


SHELTON 


4 


1 


3 


3 


1 


MOHEGAN SCHOOL 


SHELTON 


2 


2 


1 


2 


1 


BOOTH HILL SCHOOL 


SHELTON 


2 


3 


1 


2 


2 


SHERMAN SCHOOL 


SHERMAN 


3 


4 


4 


4 


0 


CENTRAL SCHOOL 


SIMSBURY 


2 


4 


3 


2 


0 


TARIFFVILLE SCHOOL 


SIMSBURY 


3 


4 


2 


2 


0 


TOOTIN’ HILLS SCHOOL 


SIMSBURY 


2 


4 


2 


2 


0 


LATIMER LANE SCHOOL 


SIMSBURY 


3 


4 


3 


3 


0 


SQUADRON LINE SCHOOL 


SIMSBURY 


4 


4 


4 


4 


3 


SOMERS ELEMENTARY SCHOOL 


SOMERS 


1 


0 


1 


1 


0 


HATTON SCHOOL 


SOUTHINGTON 


4 


0 


2 


3 


2 


PLANTSVILLE SCHOOL 


SOUTHINGTON 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate: 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 



(continued.. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Roc^s 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


SOUTHINGTON 


SOUTH END SCHOOL 


0 


0 


3 


0 


0 


SOUTHINGTON 


STRONG SCHOOL 


1 


2 


3 


0 


0 


SOUTHINGTON 


THALBERG SCHOOL 


0 


0 


3 


0 


3 


SOUTHINGTON 


NORTH CENTER SCHOOL 


3 


3 


3 


0 


0 


SOUTHINGTON 


FLANDERS SCHOOL 


0 


0 


3 


2 


0 


SOUTHINGTON 


URBIN T. KELLEY SCHOOL 


3 


3 


3 


2 


3 


SOUTHINGTON 


DERYNOSKI ELEMENTARY SCHOOL 


3 


3 


0 


4 


3 


SOUTH WINDSOR 


PHILIP R. SMITH SCHOOL 


3 


1 


0 


3 


2 


SOUTH WINDSOR 


PLEASANT VALLEY SCHOOL 


3 


1 


0 


2 


2 


SOUTH WINDSOR 


WAPPING ELEMENTARY SCHOOL 


4 


3 


0 


4 


4 


SOUTH WINDSOR 


ORCHARD HILL SCHOOL 


4 


3 


3 


0 


4 


SOUTH WINDSOR 


ELI TERRY SCHOOL 


2 


3 


0 


3 


3 


SPRAGUE 


SAYLES ELEMENTARY SCHOOL 


2 


4 


1 


3 


2 


STAFFORD 


BOROUGH ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


STAFFORD 


STAFFORDVILLE SCHOOL 


4 


3 


3 


0 


0 


STAFFORD 


WEST STAFFORD SCHOOL 


4 


4 


4 


4 


4 


STAFFORD 


EARL M. WITT INTERMEDIATE 


2 


2 


2 


0 


3 


STAMFORD 


K.T. MURPHY SCHOOL 


3 


2 


2 


0 


0 


STAMFORD 


NEWFIELD SCHOOL 


4 


0 


2 


0 


0 


STAMFORD 


ROGERS SCHOOL 


4 


3 


0 


4 


4 


STAMFORD 


ROXBURY SCHOOL 


3 


2 


2 


2 


0 


STAMFORD 


SPRINGDALE SCHOOL 


2 


2 


2 


0 


0 


STAMFORD 


JULIA A. STARK SCHOOL 


4 


4 


4 


4 


4 


STAMFORD 


WE STOVER SCHOOL 


4 


4 


0 


4 


4 


STAMFORD 


NORTHEAST SCHOOL 


3 


0 


2 


4 


2 


STAMFORD 


BANK STREET PROGRAM AT TOQUAM 


3 


3 


3 


3 


0 


STAMFORD 


DAVENPORT RIDGE SCHOOL 


3 


3 


3 


3 


3 


STAMFORD 


STILLMEADOW SCHOOL 


3 


2 


2 


0 


0 


STAMFORD 


HART MAGNET (AIMS EDUC CENTER) 


4 


3 


4 


0 


0 


STERLING 


STERLING MEMORIAL SCHOOL 


2 


1 


0 


2 


0 


STONINGTON 


WEST BROAD STREET SCHOOL 


3 


3 


3 


0 


3 


STONINGTON 


DEANS MILL SCHOOL 


2 


1 


3 


3 


3 


STONINGTON 


WEST VINE STREET SCHOOL 


0 


0 


3 


0 


0 


STRATFORD 


CENTER SCHOOL 


0 


0 


3 


0 


0 


STRATFORD 


CHAPEL SCHOOL 


0 


0 


3 


0 


0 


STRATFORD 


FRANKLIN SCHOOL 


1 


0 


0 


3 


3 


STRATFORD 


LORDSHIP SCHOOL 


0 


0 


3 


0 


0 


STRATFORD 


NICHOLS SCHOOL 


0 


0 


0 


2 


3 


STRATFORD 


SECOND HILL LANE SCHOOL 


0 


0 


2 


0 


0 


STRATFORD 


WHITNEY SCHOOL 


0 


0 


0 


3 


3 


STRATFORD 


WILCOXSON SCHOOL 


0 


0 


0 


3 


3 


STRATFORD 


STRATFORD ACDMY-JOHNSN/HONYSPT 


3 


3 


0 


3 


3 


SUFFIELD 


BRIDGE STREET SCHOOL 


3 


1 


2 


2 


2 


SUFFIELD 


A. WARD SPAULDING SCHOOL 


4 


4 


0 


3 


3 


THOMASTON 


BLACK ROCK SCHOOL 


1 


3 


3 


3 


4 


THOMASTON 


THOMASTON MIDDLE SCHOOL 


3 


0 


2 


1 


1 


THOMPSON 


MARY R. FISHER ELEMENTARY SCH 


3 


2 


0 


1 


2 


TOLLAND 


PARKER MEMORIAL SCHOOL 


3 


3 


2 


3 


3 


TORRINGTON 


EAST SCHOOL 


4 


2 


3 


3 


0 


1 TORRINGTON 


FORBES SCHOOL 


4 


4 


4 


4 


4 


TORRINGTON 


SOUTHWEST SCHOOL 


0 


0 


2 


0 


2 


TORRINGTON 


TORRINGFORD SCHOOL 


1 


1 


0 


1 


1 


TORRINGTON 


VOGEL-WETMORE 


4 


4 


4 


4 


0 


TRUMBULL 


BOOTH HILL SCHOOL 


4 


4 


3 


4 


3 


TRUMBULL 


MIDDLEBROOK SCHOOL 


3 


3 


3 


3 


2 


TRUMBULL 


JANE RYAN SCHOOL 


4 


3 


3 


4 


3 


TRUMBULL 


DANIELS FARM SCHOOL 


4 


4 


3 


3 


2 


TRUMBULL 


TASHUA SCHOOL 


4 


4 


3 


3 


2 


UNION 


UNION ELEMENTARY SCHOOL 


0 


0 


0 


0 


0 


VERNON 


LAKE STREET SCHOOL 


3 


3 


3 


0 


3 


VERNON 


MAPLE STREET SCHOOL 


2 


3 


2 


0 


3 


VERNON 


NORTHEAST SCHOOL 


3 


3 


3 


0 


3 


VERNON 


SKINNER ROAD SCHOOL 


3 


3 


2 


0 


2 


VERNON 


CENTER ROAD SCHOOL 


3 


3 


3 


0 


3 


VOL UNTOWN 


VOLUNTOWN ELEMENTARY SCHOOL 


1 


1 


4 


0 


0 


Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 


= Minimally Adequate; 1 = 


Less than Adequate; 0 = 


Not Included in Facility. 
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Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


Dedicated Specialty Areas (1011999): 
Elementary Schools (N = 640) 

School Name District 


3 


1 


2 


2 


1 


SOUTH END SCHOOL 


SOUTHINGTON 


3 


0 


2 


1 


1 


STRONG SCHOOL 


SOUTHINGTON 


3 


1 


2 


2 


1 


THALBERG SCHOOL 


SOUTHINGTON 


2 


1 


2 


3 


2 


NORTH CENTER SCHOOL 


SOUTHINGTON 


3 


0 


2 


2 


2 


FLANDERS SCHOOL 


SOUTHINGTON 


3 


1 


2 


2 


1 


URBIN T. KELLEY SCHOOL 


SOUTHINGTON 


0 


1 


3 


2 


2 


DERYNOSKI ELEMENTARY SCHOOL 


SOUTHINGTON 


2 


1 


2 


2 


0 


PHILIP R. SMITH SCHOOL 


SOUTH WINDSOR 


3 


2 


2 


3 


2 


PLEASANT VALLEY SCHOOL 


SOUTH WINDSOR 


3 


2 


3 


3 


3 


WAPPING ELEMENTARY SCHOOL 


SOUTH WINDSOR 


4 


2 


3 


1 


3 


ORCHARD HILL SCHOOL 


SOUTH WINDSOR 


2 


2 


1 


3 


0 


ELI TERRY SCHOOL 


SOUTH WINDSOR 


2 


4 


1 


2 


1 


SAYLES ELEMENTARY SCHOOL 


SPRAGUE 


2 


0 


1 


2 


0 


BOROUGH ELEMENTARY SCHOOL 


STAFFORD 


2 


2- 


2 


3 


0 


STAFFORDVILLE SCHOOL 


STAFFORD 


4 


2 


4 


4 


4 


WEST STAFFORD SCHOOL 


STAFFORD 


2 


2 


2 


2 


0 


EARL M. WITT INTERMEDIATE 


STAFFORD 


2 


2 


3 


2 


0 


K.T. MURPHY SCHOOL 


STAMFORD 


3 


3 


4 


3 


0 


NEWFIELD SCHOOL 


STAMFORD 


2 


3 


4 


4 


4 


ROGERS SCHOOL 


STAMFORD 


1 


2 


3 


2 


3 


ROXBURY SCHOOL 


STAMFORD 


2 


1 


3 


2 


0 


SPRINGDALE SCHOOL 


STAMFORD 


4 


4 


4 


3 


3 


JULIA A. STARK SCHOOL 


STAMFORD 


4 


1 


1 


1 


1 


WESTOVER SCHOOL 


STAMFORD 


4 


2 


2 


2 


2 


NORTHEAST SCHOOL 


STAMFORD 


2 


2 


3 


2 


3 


BANK STREET PROGRAM AT TOQUAM 


STAMFORD 


4 


2 


3 


3 


3 


DAVENPORT RIDGE SCHOOL 


STAMFORD 


2 


2 


3 


2 


1 


STILLMEADOW SCHOOL 


STAMFORD 


4 


4 


4 


4 


4 


HART MAGNET (AIMS EDUC CENTER) 


STAMFORD 


3 


2 


3 


3 


0 


STERLING MEMORIAL SCHOOL 


STERLING 


3 


2 


2 


3 


0 


WEST BROAD STREET SCHOOL 


STONINGTON 


3 


0 


3 


3 


0 


DEANS MILL SCHOOL 


STONINGTON 


3 


2 


2 


3 


0 


WEST VINE STREET SCHOOL 


STONINGTON 


3 


1 


3 


3 


0 


CENTER SCHOOL 


STRATFORD 


2 


2 


2 


2 


0 


CHAPEL SCHOOL 


STRATFORD 


1 


1 


2 


3 


0 


FRANKLIN SCHOOL 


STRATFORD 


3 


2 


2 


2 


0 


LORDSHIP SCHOOL 


STRATFORD 


2 


2 


3 


3 


0 


NICHOLS SCHOOL 


STRATFORD 


2 


1 


1 


2 


0 


SECOND HILL LANE SCHOOL 


STRATFORD 


3 


2 


3 


3 


0 


WHITNEY SCHOOL 


STRATFORD 


3 


2 


3 


3 


0 


WILCOXSON SCHOOL 


STRATFORD 


3 


3 


3 


3 


0 


STRATFORD ACDMY-JOHNSN/HONYSPT 


STRATFORD 


3 


3 


2 


2 


0 


BRIDGE STREET SCHOOL 


SUFFIELD 


3 


4 


2 


2 


2 


A. WARD SPAULDING SCHOOL 


SUFFIELD 


3 


4 


1 


2 


2 


BLACK ROCK SCHOOL 


THOMASTON 


1 


3 


1 


1 


1 


THOMASTON MIDDLE SCHOOL 


THOMASTON 


3 


1 


3 


2 


1 


MARY R. FISHER ELEMENTARY SCH 


THOMPSON 


3 


0 


2 


2 


2 


PARKER MEMORIAL SCHOOL 


TOLLAND 


3 


0 


3 


2 


2 


EAST SCHOOL 


TORRINGTON 


1 


3 


4 


3 


3 


FORBES SCHOOL 


TORRINGTON 


3 


3 


2 


2 


0 


SOUTHWEST SCHOOL 


TORRINGTON 


1 


1 


1 


1 


1 


TORRINGFORD SCHOOL 


TORRINGTON 


2 


4 


4 


4 


4 


VOGEL-WETMORE 


TORRINGTON 


2 


3 


3 


3 


3 


BOOTH HILL SCHOOL 


TRUMBULL 


1 


3 


4 


3 


3 


MIDDLEBROOK SCHOOL 


TRUMBULL 


2 


3 


3 


3 


3 


JANE RYAN SCHOOL 


TRUMBULL 


2 


3 


3 


3 


3 


DANIELS FARM SCHOOL 


TRUMBULL 


2 


3 


3 


3 


3 


TASHUA SCHOOL 


TRUMBULL 


3 


0 


0 


1 


0 


UNION ELEMENTARY SCHOOL 


UNION 


4 


2 


2 


3 


0 


LAKE STREET SCHOOL 


VERNON 


3 


2 


2 


3 


0 


MAPLE STREET SCHOOL 


VERNON 


3 


2 


2 


3 


0 


NORTHEAST SCHOOL 


VERNON 


3 


2 


2 


3 


0 


SKINNER ROAD SCHOOL 


VERNON 


3 


2 


3 


3 


0 


CENTER ROAD SCHOOL 


VERNON 


1 


3 


3 


2 


1 


VOLUNTOWN ELEMENTARY SCHOOL 


VOLUNTOWN 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N = 640) 



(continued. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymnasium 


Cafeteria 


WALLINGFORD 


MOSES Y. BEACH SCHOOL 


2 


3 


4 


4 


4 


WALLINGFORD 


HIGHLAND SCHOOL 


2 


2 


0 


4 


4 


WALLINGFORD 


PARKER FARMS SCHOOL 


3 


3 


3 


0 


3 


WALLINGFORD 


ROCK HILL SCHOOL 


3 


3 


3 


0 


0 


WALLINGFORD 


YALESVILLE SCHOOL 


4 


4 


0 


4 


4 


WALLINGFORD 


EVARTS C. STEVENS SCHOOL 


3 


2 


3 


0 


3 


WALLINGFORD 


COOK HILL SCHOOL 


3 


3 


0 


2 


2 


WALLINGFORD 


POND HILL SCHOOL 


2 


2 


0 


3 


3 


WATERBURY 


BARNARD SCHOOL 


1 


1 


0 


3 


3 


WATERBURY 


BUCKS HILL SCHOOL 


2 


1 


0 


2 


2 


WATERBURY 


BUNKER HILL SCHOOL 


4 


4 


4 


4 


4 


WATERBURY 


H.S. CHASE SCHOOL 


2 


0 


2 


0 


0 


WATERBURY 


WENDELL L. CROSS SCHOOL 


0 


0 


1 


0 


0 


WATERBURY 


DRIGGS SCHOOL 


0 


0 


0 


1 


1 


WATERBURY 


MARGARET M GENERALI ELEMENTARY 


0 


0 


0 


3 


1 


WATERBURY 


HOPEVILLE SCHOOL 


0 


0 


0 


1 


2 


WATERBURY 


F.J. KINGSBURY SCHOOL 


2 


2 


2 


2 


0 


WATERBURY 


SPRAGUE SCHOOL 


2 


2 


0 


3 


2 


WATERBURY 


B.W. TINKER SCHOOL 


3 


3 


0 


3 


3 


WATERBURY 


WALSH SCHOOL 


3 


3 


4 


0 


0 


WATERBURY 


WASHINGTON SCHOOL 


2 


2 


2 


0 


0 


WATERBURY 


GILMARTIN SCHOOL 


0 


0 


3 


0 


0 


WATERBURY 


CARRINGTON SCHOOL 


2 


2 


3 


0 


0 


WATERBURY 


REGAN SCHOOL 


0 


0 


2 


0 


0 


WATERBURY 


MARY F. ROTELLA SCHOOL 


0 


0 


2 


0 


0 


WATERBURY 


MALONEY INTERDISTRICT MAGNET 


4 


4 


4 


4 


0 


WATERBURY 


WOODROW WILSON SCHOOL 


1 


1 


1 


1 


1 


WATERFORD 


COHAN2IE ELEMENTARY SCHOOL 


3 


2 


0 


3 


3 


WATERFORD 


GREAT NECK ELEMENTARY SCHOOL 


3 


3 


3 


0 


0 


WATERFORD 


QUAKER HILL ELEMENTARY SCHOOL 


4 


3 


3 


4 


4 


WATERFORD 


SOUTHWEST ELEMENTARY SCHOOL 


3 


3 


4 


0 


0 


WATERFORD 


OSWEGATCHIE ELEMENTARY SCHOOL 


3 


3 


3 


0 


0 


WATERTOWN 


BALDWIN SCHOOL 


1 


1 


0 


0 


1 


WATERTOWN 


FLETCHER W. JUDSON SCHOOL 


2 


2 


3 


0 


3 


WATERTOWN 


POLK SCHOOL 


4 


4 


0 


3 


3 


WATERTOWN 


GRIFFIN SCHOOL 


1 


0 


1 


1 


3 


WATERTOWN 


HEMINWAY PARK SCHOOL 


1 


2 


0 


2 


1 


WESTBROOK 


DAISY INGRAHAM SCHOOL 


4 


3 


0 


4 


4 


WEST HARTFORD 


BRAEBURN SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


BUGBEE SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


CHARTER OAK SCHOOL 


3 


3 


3 


3 


3 


WEST HARTFORD 


DUFFY SCHOOL 


3 


0 


3 


3 


3 


WEST HARTFORD 


MORLEY SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


NORFELDT SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


WEBSTER HILL SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


WHITING LANE SCHOOL 


4 


4 


0 


3 


4 


WEST HARTFORD 


WOLCOTT SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


AIKEN SCHOOL 


3 


3 


0 


3 


3 


WEST HARTFORD 


SMITH SCHOOL 


4 


4 


0 


4 


4 


WEST HAVEN 


FOREST SCHOOL 


3 


3 


3 


4 


0 


WEST HAVEN 


SETH G. HALEY SCHOOL 


3 


0 


0 


4 


3 


WEST HAVEN 


EDITH E, MACKRILLE SCHOOL 


3 


3 


3 


0 


0 


WEST HAVEN 


ALMA E. PAGELS SCHOOL 


2 


1 


1 


0 


0 


WEST HAVEN 


EDGAR C. STILES SCHOOL 


2 


2 


1 


0 


0 


WEST HAVEN 


LARENCE E. THOMPSON SCHOOL 


3 


3 


2 


2 


2 


WEST HAVEN 


WASHINGTON SCHOOL 


3 


2 


0 


4 


3 


WEST HAVEN 


ANNA V. MOLLOY SCHOOL 


0 


0 


3 


0 


0 


WEST HAVEN 


SAVIN ROCK COMMUNITY SCHOOL 


4 


4 


0 


4 


3 


WESTON 


HURLBUTT ELEMENTARY SCHOOL 


4 


2 


2 


2 


2 


WESTPORT 


COLEYTOWN ELEMENTARY SCHOOL 


3 


2 


2 


3 


2 


WESTPORT 


KING'S HIGHWAY ELEMENTARY 


3 


2 


0 


2 


3 


WESTPORT 


LONG LOTS SCHOOL 


2 


4 


0 


4 


3 


WETHERSFIELD 


EMERSON-WILLIAMS SCHOOL 


3 


3 


3 


3 


3 


WETHERSFIELD 


ALFRED W. HANMER SCHOOL 


4 


3 


3 


3 


0 


WETHERSFIELD 


CHARLES WRIGHT SCHOOL 


4 


3 


3 


3 


0 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 1 = Less than Adequate: 0 = Not Included in Facility. 
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Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


Dedicated Specialty Areas (1011999): 
Elementary Schools (N = 640) 

School Name District 


3 


3 


3 


2 


2 


MOSES Y. BEACH SCHOOL 


WALLINGFORD 


4 


2 


2 


3 


2 


HIGHLAND SCHOOL 


WALLINGFORD 


3 


4 


2 


3 


2 


PARKER FARMS SCHOOL 


WALLINGFORD 


2 


0 


2 


3 


2 


ROCK HILL SCHOOL 


WALLINGFORD 


3 


4 


4 


4 


3 


YALESVILLE SCHOOL 


WALLINGFORD 


3 


2 


3 


2 


2 


EVARTS C. STEVENS SCHOOL 


WALLINGFORD 


4 


4 


1 


2 


2 


COOK HILL SCHOOL 


WALLINGFORD 


3 


2 


2 


2 


2 


POND HILL SCHOOL 


WALLINGFORD 


1 


0 


3 


1 


0 


BARNARD SCHOOL 


WATERBURY 


2 


1 


2 


2 


1 


BUCKS HILL SCHOOL 


WATERBURY 


4 


1 


4 


1 


1 


BUNKER HILL SCHOOL 


WATERBURY 


2 


2 


2 


2 


2 


H.S. CHASE SCHOOL 


WATERBURY 


1 


0 


1 


1 


0 


WENDELL L CROSS SCHOOL 


WATERBURY 


1 


1 


1 


1 


0 


DRIGGS SCHOOL 


WATERBURY 


2 


0 


1 


1 


0 


MARGARET M GENERALI ELEMENTARY 


WATERBURY 


0 


0 


1 


2 


0 


HOPEVILLE SCHOOL 


WATERBURY 


2 


0 


2 


1 


0 


F.J. KINGSBURY SCHOOL 


WATERBURY 


2 


2 


2 


2 


0 


SPRAGUE SCHOOL 


WATERBURY 


2 


1 


2 


1 


0 


B.W. TINKER SCHOOL 


WATERBURY 


2 


3 


3 


3 


0 


WALSH SCHOOL 


WATERBURY 


1 


2 


2 


2 


0 


WASHINGTON SCHOOL 


WATERBURY 


3 


2 


2 


1 


1 


GILMARTIN SCHOOL 


WATERBURY 


1 


0 


2 


2 


0 


CARRINGTON SCHOOL 


WATERBURY 


3 


3 


3 


4 


1 


REGAN SCHOOL 


WATERBURY 


3 


0 


2 


3 


0 


MARY F. ROTELLA SCHOOL 


WATERBURY 


1 


4 


4 


4 


0 


MALONEY INTERDISTRICT MAGNET 


WATERBURY 


1 


2 


1 


1 


0 


WOODROW WILSON SCHOOL 


WATERBURY 


2 


2 


2 


3 


2 


COHANZIE ELEMENTARY SCHOOL 


WATERFORD 


3 


4 


4 


4 


0 


GREAT NECK ELEMENTARY SCHOOL 


WATERFORD 


4 


2 


4 


3 


3 


QUAKER HILL ELEMENTARY SCHOOL 


WATERFORD 


3 


3 


3 


2 


2 


SOUTHWEST ELEMENTARY SCHOOL 


WATERFORD 


4 


4 


3 


3 


0 


OSWEGATCHIE ELEMENTARY SCHOOL 


WATERFORD 


1 


1 


1 


1 


1 


BALDWIN SCHOOL 


WATERTOWN 


3 


0 


2 


3 


3 


FLETCHER W. JUDSON SCHOOL 


WATERTOWN 


3 


3 


3 


3 


2 


POLK SCHOOL 


WATERTOWN 


1 


1 


1 


1 


1 


griffin school 


WATERTOWN 


2 


3 


2 


2 


1 


HEMINWAY PARK SCHOOL 


WATERTOWN 


4 


4 


4 


4 


3 


DAISY INGRAHAM SCHOOL 


WESTBROOK 


3 


3 


3 


3 


3 


BRAEBURN SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


BUGBEE SCHOOL 


WEST HARTFORD 


3 


3 


3 


2 


2 


CHARTER OAK SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


DUFFY SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


MORLEY SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


NORFELDT SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


WEBSTER HILL SCHOOL 


WEST HARTFORD 


4 


4 


4 


4 


4 


WHITING LANE SCHOOL 


WEST HARTFORD 


3 


3 


3 


2 


2 


WOLCOTT SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


AIKEN SCHOOL 


WEST HARTFORD 


4 


3 


4 


3 


3 


SMITH SCHOOL 


WEST HARTFORD 


2 


0 


2 


3 


2 


FOREST SCHOOL 


WEST HAVEN 


3 


2 


2 


4 


0 


SETH G. HALEY SCHOOL 


WEST HAVEN 


3 


3 


3 


3 


0 


EDITH E. MACKRILLE SCHOOL 


WEST HAVEN 


3 


1 


1 


2 


1 


ALMA E. PAGELS SCHOOL 


WEST HAVEN 


2 


2 


1 


1 


0 


EDGAR C. STILES SCHOOL 


WEST HAVEN 


1 


2 


2 


2 


0 


LARENCE E. THOMPSON SCHOOL 


WEST HAVEN 


2 


2 


4 


2 


2 


WASHINGTON SCHOOL 


WEST HAVEN 


3 


2 


1 


4 


2 


ANNA V, MOLLOY SCHOOL 


WEST HAVEN 


4 


1 


3 


4 


3 


SAVIN ROCK COMMUNITY SCHOOL 


WEST HAVEN 


3 


4 


4 


4 


4 


HURLBUTT ELEMENTARY SCHOOL 


WESTON 


3 


3 


4 


3 


3 


COLEYTOWN ELEMENTARY SCHOOL 


WESTPORT 


3 


3 


4 


3 


2 


KING’S HIGHWAY ELEMENTARY 


WESTPORT 


2 


3 


3 


2 


3 


LONG LOTS SCHOOL 


WESTPORT 


3 


0 


4 


2 


0 


EMERSON-WILLIAMS SCHOOL 


WETHERSFIELD 


3 


1 


3 


3 


0 


ALFRED W. HANMER SCHOOL 


WETHERSFIELD 


4 


2 


4 


3 


3 


CHARLES WRIGHT SCHOOL 


WETHERSFIELD 



Rating Scale; 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Elementary Schools (N - 640) 



(continued. ) 



Table 5K 



All-Purpose 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(GynVAud/Caf.) 


Gymnasium 


Cafeteria 


WETHERSFIELD 


HIGHCREST SCHOOL 


4 


3 


0 


4 


3 


WETHERSFIELD 


WEBB KINDERGARTEN CENTER 


0 


0 


0 


2 


2 


WILLINGTON 


CENTER SCHOOL 


2 


2 


3 


0 


3 


WILTON 


TILFORD W. MILLER SCHOOL 


1 


1 


2 


2 


2 


WILTON 


INA E. DRISCOLL SCHOOL 


1 


1 


2 


3 


2 


WILTON 


CIDER MILL SCHOOL 


2 


2 


2 


3 


2 


WINCHESTER 


MARY P. HINSDALE SCHOOL 


4 


4 


3 


0 


0 


WINCHESTER 


BATCHELLER ELEMENTARY SCHOOL 


4 


3 


3 


0 


0 


WINDHAM 


NATCHAUG SCHOOL 


2 


2 


0 


3 


3 


WINDHAM 


NORTH WINDHAM SCHOOL 


2 


2 


2 


0 


4 


WINDHAM 


WINDHAM CENTER SCHOOL 


2 


1 


2 


0 


0 


WINDHAM 


W.B. SWEENEY SCHOOL 


2 


1 


2 


0 


0 


WINDSOR 


CLOVER STREET SCHOOL 


2 


1 


2 


3 


0 


WINDSOR 


POQUONOCK ELEMENTARY SCHOOL 


3 


2 


2 


0 


1 


WINDSOR 


JOHN F. KENNEDY SCHOOL 


4 


3 


2 


4 


0 


WINDSOR 


OLIVER ELLSWORTH SCHOOL 


3 


3 


3 


4 


0 


WINDSOR 


ROGER WOLCOTT EARLY CHILD CTR. 


3 


1 


3 


0 


0 


WINDSOR LOCKS 


NORTH STREET SCHOOL 


4 


4 


4 


4 


3 


WINDSOR LOCKS 


SOUTH ELEMENTARY SCHOOL 


4 


4 


4 


4 


3 


WOLCOTT 


FRISBIE SCHOOL 


2 


0 


2 


0 


1 


WOLCOTT 


WAKELEE SCHOOL 


2 


0 


0 


4 


3 


WOLCOTT 


TYRRELL SCHOOL 


0 


3 


0 


3 


3 


WOODBRIDGE 


BEECHER ROAD SCHOOL 


4 


3 


3 


4 


4 


WOODSTOCK 


WOODSTOCK ELEMENTARY SCHOOL 


2 


2 


3 


0 


3 


DISTRICT NO. 6 


GOSHEN CENTER SCHOOL 


1 


1 


0 


3 


2 


DISTRICT NO. 6 


JAMES MORRIS SCHOOL 


1 


0 


0 


2 


2 


DISTRICT NO. 6 


WARREN ELEMENTARY SCHOOL 


4 


4 


3 


0 


0 


DISTRICT NO. 10 


LAKE GARDA ELEMENTARY SCHOOL 


2 


4 


3 


4 


3 


DISTRICT NO. 10 


HARWINTON CONSOLIDATED SCHOOL 


3 


4 


0 


4 


3 


DISTRICT NO. 12 


THE BURNHAM SCHOOL 


3 


0 


3 


0 


0 


DISTRICT NO. 12 


BOOTH FREE SCHOOL 


2 


2 


3 


0 


0 


DISTRICT NO. 12 


WASHINGTON PRIMARY SCHOOL 


3 


3 


0 


3 


3 


DISTRICT NO. 13 


FREDERICK BREWSTER SCHOOL 


4 


3 


3 


0 


0 


DISTRICT NO. 13 


FRANCIS E. KORN SCHOOL 


0 


0 


0 


2 


3 


DISTRICT NO. 13 


MIDDLEFIELD MEMORIAL SCHOOL 


4 


2 


3 


4 


4 


DISTRICT NO. 13 


JOHN LYMAN SCHOOL 


4 


4 


4 


0 


0 


DISTRICT NO. 14 


BETHLEHEM ELEMENTARY SCHOOL 


3 


2 


3 


3 


4 


DISTRICT NO. 14 


MITCHELL ELEMENTARY SCHOOL 


3 


2 


3 


0 


3 


DISTRICT NO. 15 


GAINFIELD ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


DISTRICT NO. 15 


POMPERAUG SCHOOL 


4 


2 


0 


4 


3 


DISTRICT NO. 15 


MIDDLEBURY ELEMENTARY SCHOOL 


3 


3 


0 


3 


3 


DISTRICT NO. 15 


LONG MEADOW ELEMENTARY 


4 


4 


0 


4 


4 


DISTRICT NO. 16 


LAUREL LEDGE SCHOOL 


3 


0 


0 


4 


4 


DISTRICT NO. 16 


COMMUNITY SCHOOL 


3 


3 


3 


0 


0 


DISTRICT NO. 16 


ALGONQUIN SCHOOL 


1 


1 


1 


0 


0 


DISTRICT NO. 17 


HAD DAM ELEMENTARY SCHOOL 


4 


3 


3 


3 


0 


DISTRICT NO. 17 


BURR DISTRICT ELEMENTARY 


3 


3 


3 


3 


0 


DISTRICT NO. 17 


KILLINGWORTH ELEMENTARY SCHOOL 


3 


3 


3 


4 


0 


DISTRICT NO. 18 


LYME CONSOLIDATED SCHOOL 


3 


0 


2 


0 


3 


DISTRICT NO. 18 


MILE CREEK SCHOOL 


2 


1 


3 


4 


1 


DISTRICT NO. 18 


CENTER SCHOOL 


1 


1 


0 


1 


2 


CREC 


E HARTFORD/GLASTONBURY MAGNET 


3 


3 


3 


0 


0 


CES 


SIX-SIX MAGNET SCHOOL 


3 


2 


0 


2 


3 


ACES 


MAGNET WINTERGREEN INTERDISTRI 


0 


3 


2 


0 


0 


LEARN 


MULTICULTURAL MAGNET SCHOOL 


2 


3 


0 


0 


0 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (1011999): 
Elementary Schools (N = 640) 



Outdoor 

Play 

Areas 


Educational 

Technology 


Library 

Media 

Center 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


School Name 


District 


4 


2 


4 


4 


3 


HIGHCREST SCHOOL 


WETHERSFIELD 


2 


0 


3 


3 


0 


WEBB KINDERGARTEN CENTER 


WETHERSFIELD 


2 


3 


3 


2 


2 


CENTER SCHOOL 


WILLINGTON 


4 


2 


3 


4 


2 


TILFORD W. MILLER SCHOOL 


WILTON 


4 


2 


3 


4 


2 


INA E. DRISCOLL SCHOOL 


WILTON 


3 


1 


2 


1 


3 


CIDER MILL SCHOOL 


WILTON 


2 


4 


4 


2 


4 


MARY P. HINSDALE SCHOOL 


WINCHESTER 


3 


4 


3 


3 


4 


BATCHELLER ELEMENTARY SCHOOL 


WINCHESTER 


1 


1 


2 


2 


0 


NATCHAUG SCHOOL 


WINDHAM 


3 


0 


2 


2 


0 


NORTH WINDHAM SCHOOL 


WINDHAM 


3 


1 


2 


2 


0 


WINDHAM CENTER SCHOOL 


WINDHAM 


3 


1 


2 


2 


0 


W.B. SWEENEY SCHOOL 


WINDHAM 


2 


2 


3 


3 


0 


CLOVER STREET SCHOOL 


WINDSOR 


2 


2 


3 


1 


0 


POQUONOCK ELEMENTARY SCHOOL 


WINDSOR 


1 


2 


3 


2 


0 


JOHN F. KENNEDY SCHOOL 


WINDSOR 


2 


2 


3 


2 


0 


OLIVER ELLSWORTH SCHOOL 


WINDSOR 


1 


2 


1 


2 


0 


ROGER WOLCOTT EARLY CHILD CTR. 


WINDSOR 


3 


3 


4 


4 


4 


NORTH STREET SCHOOL 


WINDSOR LOCKS 


3 


3 


4 


4 


4 


SOUTH ELEMENTARY SCHOOL 


WINDSOR LOCKS 


2 


0 


2 


1 


2 


FRISBIE SCHOOL 


WOLCOTT 


4 


0 


2 


2 


2 


WAKELEE SCHOOL 


WOLCOTT 


2 


0 


2 


2 


2 


TYRRELL SCHOOL 


WOLCOTT 


4 


4 


4 


4 


4 


BEECHER ROAD SCHOOL 


WOODBRIDGE 


3 


0 


1 


3 


3 


WOODSTOCK ELEMENTARY SCHOOL 


WOODSTOCK 


4 


0 


2 


2 


0 


GOSHEN CENTER SCHOOL 


DISTRICT NO. 6 


3 


0 


3 


2 


1 


JAMES MORRIS SCHOOL 


DISTRICT NO. 6 


3 


0 


3 


3 


4 


WARREN ELEMENTARY SCHOOL 


DISTRICT NO. 6 


3 


2 


4 


3 


0 


LAKE GARDA ELEMENTARY SCHOOL 


DISTRICT NO. 10 


3 


2 


4 


3 


0 


HARWINTON CONSOLIDATED SCHOOL 


DISTRICT NO. 10 


3 


1 


2 


3 


1 


THE BURNHAM SCHOOL 


DISTRICT NO. 12 


3 


1 


2 


3 


1 


BOOTH FREE SCHOOL 


DISTRICT NO. 12 


3 


2 


2 


3 


3 


WASHINGTON PRIMARY SCHOOL 


DISTRICT NO. 12 


3 


0 


2 


2 


0 


FREDERICK BREWSTER SCHOOL 


DISTRICT NO. 13 


3 


3 


3 


3 


0 


FRANCIS E. KORN SCHOOL 


DISTRICT NO. 13 


1 


2 


4 


4 


4 


MIDDLEFIELD MEMORIAL SCHOOL 


DISTRICT NO. 13 


4 


2 


4 


3 


3 


JOHN LYMAN SCHOOL 


DISTRICT NO. 13 


4 


3 


4 


4 


3 


BETHLEHEM ELEMENTARY SCHOOL 


DISTRICT NO. 14 


3 


4 


3 


3 


3 


MITCHELL ELEMENTARY SCHOOL 


DISTRICT NO. 14 


3 


3 


4 


2 


2 


GAINFIELD ELEMENTARY SCHOOL 


DISTRICT NO. 15 


3 


3 


3 


3 


2 


POMPERAUG SCHOOL 


DISTRICT NO. 15 


3 


2 


4 


3 


2 


MIDDLEBURY ELEMENTARY SCHOOL 


DISTRICT NO. 15 


4 


4 


4 


4 


0 


LONG MEADOW ELEMENTARY 


DISTRICT NO. 15 


3 


3 


3 


4 


3 


LAUREL LEDGE SCHOOL 


DISTRICT NO. 16 


1 


3 


3 


2 


0 


COMMUNITY SCHOOL 


DISTRICT NO. 16 


2 


0 


1 


1 


1 


ALGONQUIN SCHOOL 


DISTRICT NO. 16 


2 


0 


1 


2 


2 


HADDAM ELEMENTARY SCHOOL 


DISTRICT NO. 17 


3 


2 


3 


2 


0 


BURR DISTRICT ELEMENTARY 


DISTRICT NO. 17 


3 


0 


1 


2 


2 


KILLINGWORTH ELEMENTARY SCHOOL 


DISTRICT NO. 17 


2 


1 


3 


2 


2 


LYME CONSOLIDATED SCHOOL 


DISTRICT NO. 18 


3 


0 


4 


2 


2 


MILE CREEK SCHOOL 


DISTRICT NO. 18 


1 


0 


1 


1 


1 


CENTER SCHOOL 


DISTRICT NO. 18 


2 


3 


3 


2 


0 


E HARTFORD/GLASTONBURY MAGNET 


CREC 


3 


4 


2 


3 


2 


SIX>SlX MAGNET SCHOOL 


CES 


2 


2 


0 


2 


2 


MAGNET WINTERGREEN INTERDISTRI 


ACES 


2 


2 


1 


1 


1 


MULTICULTURAL MAGNET SCHOOL 


LEARN 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 



(continued.. ) 



Table 5L 



Outdoor 

All-Purpose Ath- 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Room 

(Gym/Aud/Caf.) 


Gymna- 

sium 


Audi- 

torium 


Cafeteria 


letic 

Facilities 


AN SONIA 


ANSONIA MIDDLE SCHOOL 


3 


3 


3 


2 


0 


3 


2 


AVON 


AVON MIDDLE SCHOOL 


3 


4 


3 


3 


0 


3 


2 


BERLIN 


CATHERINE M. MCGEE MIDDLE 


3 


3 


0 


3 


4 


3 


3 


BETHEL 


BETHEL MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


4 


BLOOMFIELD 


CARMEN ARACE MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


2 


BRANFORD 


FRANCIS WALSH INTERMEDIATE 


3 


2 


0 


1 


1 


3 


1 


BRISTOL 


CHIPPENS HILL MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


4 


BRISTOL 


NORTHEAST MIDDLE SCHOOL 


2 


3 


0 


2 


0 


1 


2 


BRISTOL 


MEMORIAL BLVD MIDDLE SCHOOL 


1 


1 


0 


1 


3 


1 


3 


BROOKFIELD 


WHISCONIER MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


2 


BROOKLYN 


BROOKLYN MIDDLE SCHOOL 


3 


4 


0 


4 


4 


3 


4 


CANTERBURY 


DR. HELEN BALDWIN MIDDLE SCH 


2 


2 


0 


1 


0 


1 


1 


CHESHIRE 


DODD MIDDLE SCHOOL 


3 


2 


3 


2 


0 


0 


2 


CLINTON 


JARED ELIOT SCHOOL 


3 


3 


2 


3 


0 


0 


3 


COLCHESTER 


WM. J. JOHNSTON SCHOOL 


2 


2 


0 


2 


0 


1 


2 


COVENTRY 


CAPT. NATHAN HALE SCHOOL 


2 


3 


3 


3 


3 


3 


3 


CROMWELL 


CROMWELL MIDDLE SCHOOL 


3 


2 


3 


3 


3 


3 


0 


DANBURY 


BROADVIEW MIDDLE SCHOOL 


4 


4 


4 


4 


0 


4 


2 


DANBURY 


ROGERS PARK MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


2 


DARIEN 


MIDDLESEX MIDDLE SCHOOL 


2 


2 


2 


2 


2 


2 


2 


EAST GRANBY 


EAST GRANBY MIDDLE SCHOOL 


4 


4 


4 


3 


4 


2 


1 


EAST HADDAM 


NATHAN HALE-RAY MIDDLE SCHOOL 


2 


2 


2 


2 


0 


0 


2 


EAST HAMPTON 


EAST HAMPTON MIDDLE SCHOOL 


4 


4 


4 


4 


0 


0 


3 


EAST HARTFORD 


EAST HARTFORD MIDDLE SCHOOL 


2 


2 


0 


3 


3 


2 


1 


EAST HAVEN 


JOSEPH MELILLO MIDDLE SCHOOL 


3 


3 


2 


3 


2 


2 


1 


EAST LYME 


EAST LYME MIDDLE SCHOOL 


2 


1 


0 


1 


0 


1 


2 


EASTON 


HELEN KELLER MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


3 


EAST WINDSOR 


EAST WINDSOR JUNIOR HIGH 


3 


3 


2 


3 


4 


3 


4 


ELLINGTON 


ELLINGTON MIDDLE SCHOOL 


3 


3 


2 


1 


0 


2 


3 


ENFIELD 


JOHN F. KENNEDY MIDDLE SCHOOL 


3 


1 


0 


2 


2 


3 


1 


FAIRFIELD 


TOMLINSON MIDDLE SCHOOL 


3 


2 


0 


3 


3 


3 


0 


FAIRFIELD 


FAIRFIELD WOODS MIDDLE 


4 


4 


3 


4 


0 


4 


0 


FAIRFIELD 


ROGER LUDLOWE MIDDLE SCHOOL 


4 


4 


0 


3 


3 


4 


0 


FARMINGTON 


IRVING A. ROBBINS MIDDLE SCH 


4 


3 


0 


4 


3 


2 


4 


GLASTONBURY 


GIDEON WELLES SCHOOL 


3 


2 


0 


4 


2 


3 


3 


GRANBY 


GRANBY MEMORIAL MIDDLE SCHOOL 


4 


4 


0 


3 


0 


3 


4 


GREENWICH 


CENTRAL MIDDLE SCHOOL 


3 


3 


0 


3 


4 


3 


3 


GREENWICH 


EASTERN MIDDLE SCHOOL 


3 


3 


0 


4 


3 


4 


4 


GREENWICH 


WESTERN MIDDLE SCHOOL 


3 


2 


0 


3 


2 


2 


2 


GRISWOLD 


GRISWOLD MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


3 


GROTON 


FITCH MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


GROTON 


WEST SIDE MIDDLE SCHOOL 


4 


4 


0 


3 


0 


3 


1 


GROTON 


CARLO. CUTLER MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


3 


GUILFORD 


A. BALDWIN MIDDLE SCHOOL 


4 


4 


0 


4 


0 


4 


4 


GUILFORD 


E.C. ADAMS MIDDLE SCHOOL 


4 


4 


0 


4 


0 


4 


4 


HAMDEN 


HAMDEN MIDDLE SCHOOL 


3 


3 


0 


2 


3 


2 


3 


HARTFORD 


SOUTH MIDDLE SCHOOL 


2 


2 


0 


3 


3 


3 


0 


HARTFORD 


FOX MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


0 


HARTFORD 


QUIRK MIDDLE SCHOOL 


3 


3 


0 


2 


1 


2 


1 


KILLINGLY 


KILLINGLY INTERMEDIATE SCHOOL 


4 


4 


0 


4 


4 


4 


3 


LEBANON 


LEBANON MIDDLE SCHOOL 


4 


2 


0 


3 


0 


2 


3 


LEDYARD 


LEDYARD MIDDLE SCHOOL 


4 


3 


3 


3 


0 


0 


3 


MADISON 


DR. ROBERT H. BROWN SCHOOL 


2 


3 


0 


4 


3 


2 


2 


MANCHESTER 


BENNET MIDDLE SCHOOL 


4 


4 


0 


4 


0 


3 


0 


MANCHESTER 


illing middle school 


3 


3 


3 


3 


3 


3 


4 


MANSFIELD 


MANSFIELD MIDDLE SCHOOL 


3 


3 


0 


3 


4 


3 


4 


MERIDEN 


LINCOLN MIDDLE SCHOOL 


2 


2 


0 


3 


3 


2 


2 


MERIDEN 


WASHINGTON MIDDLE SCHOOL 


3 


2 


0 


3 


2 


2 


2 


MIDDLETOWN 


WOODROW WILSON MIDDLE SCHOOL 


2 


2 


0 


3 


3 


3 


2 


MILFORD 


EAST SHORE MIDDLE 


3 


0 


0 


3 


0 


4 


3 


MILFORD 


HARBORSIDE MIDDLE 


3 


0 


1 


4 


0 


4 


4 


MILFORD 


WEST SHORE MIDDLE 


3 


0 


0 


2 


0 


2 


3 


MONROE 


CHALK HILL MIDDLE SCHOOL 


4 


2 


0 


3 


0 


3 


3 


MONROE 


JOCKEY HOLLOW SCHOOL 


4 


4 


0 


4 


4 


4 


4 


MONTVILLE 


LEONARD J. TYL MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


3 



Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 





Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 



Educational 

Tech* 

noloqy 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services School Name 


District 


3 


1 


3 


0 


0 


4 


4 


ANSONIA MIDDLE SCHOOL 


ANSONIA 


3 


3 


4 


0 


0 


3 


3 


AVON MIDDLE SCHOOL 


AVON 


3 


3 


4 


0 


3 


2 


3 


CATHERINE M. MCGEE MIDDLE 


BERLIN 


4 


4 


4 


0 


3 


4 


4 


BETHEL MIDDLE SCHOOL 


BETHEL 


3 


3 


3 


3 


3 


3 


3 


CARMEN ARACE MIDDLE SCHOOL 


BLOOMFIELD 


2 


2 


4 


1 


1 


2 


2 


FRANCIS WALSH INTERMEDIATE 


BRANFORD 


2 


4 


4 


0 


4 


4 


4 


CHIPPENS HILL MIDDLE SCHOOL 


BRISTOL 


0 


1 


1 


0 


0 


1 


1 


NORTHEAST MIDDLE SCHOOL 


BRISTOL 


0 


1 


1 


0 


0 


1 


1 


MEMORIAL BLVD MIDDLE SCHOOL 


BRISTOL 


3 


2 


3 


0 


0 


2 


2 


WHISCONIER MIDDLE SCHOOL 


BROOKFIELD 


4 


4 


4 


0 


4 


4 


4 


BROOKLYN MIDDLE SCHOOL 


BROOKLYN 


1 


1 


2 


1 


0 


1 


2 


DR. HELEN BALDWIN MIDDLE SCH 


CANTERBURY 


4 


4 


4 


0 


3 


4 


4 


DODD MIDDLE SCHOOL 


CHESHIRE 


3 


3 


3 


2 


3 


2 


2 


JARED ELIOT SCHOOL 


CLINTON 


1 


2 


3 


0 


1 


3 


2 


WM. J. JOHNSTON SCHOOL 


COLCHESTER 


3 


3 


1 


0 


2 


2 


2 


CAPT. NATHAN HALE SCHOOL 


COVENTRY 


3 


2 


3 


0 


0 


2 


2 


CROMWELL MIDDLE SCHOOL 


CROMWELL 


3 


3 


3 


3 


2 


4 


4 


BROADVIEW MIDDLE SCHOOL 


DANBURY 


3 


3 


3 


3 


2 


4 


4 


ROGERS PARK MIDDLE SCHOOL 


DANBURY 


2 


1 


3 


0 


2 


3 


2 


MIDDLESEX MIDDLE SCHOOL 


DARIEN 


3 


4 


4 


0 


2 


3 


4 


EAST GRANBY MIDDLE SCHOOL 


EAST GRANBY 


3 


3 


2 


0 


2 


3 


3 


NATHAN HALE-RAY MIDDLE SCHOOL 


EAST HADDAM 


3 


4 


4 


0 


4 


4 


4 


EAST HAMPTON MIDDLE SCHOOL 


EAST HAMPTON 


3 


3 


3 


3 


0 


2 


2 


EAST HARTFORD MIDDLE SCHOOL 


EAST HARTFORD 


3 


0 


3 


0 


0 


2 


2 


JOSEPH MELILLO MIDDLE SCHOOL 


EAST HAVEN 


2 


3 


2 


0 


1 


1 


1 


EAST LYME MIDDLE SCHOOL 


EAST LYME 


2 


3 


3 


0 


2 


3 


2 


HELEN KELLER MIDDLE SCHOOL 


EASTON 


0 


3 


3 


0 


0 


3 


4 


EAST WINDSOR JUNIOR HIGH 


EAST WINDSOR 


2 


2 


2 


0 


2 


3 


3 


ELLINGTON MIDDLE SCHOOL 


ELLINGTON 


0 


1 


1 


0 


2 


2 


3 


JOHN F. KENNEDY MIDDLE SCHOOL 


ENFIELD 


3 


3 


3 


3 


3 


3 


3 


TOMLINSON MIDDLE SCHOOL 


FAIRFIELD 


3 


4 


4 


4 


4 


4 


4 


FAIRFIELD WOODS MIDDLE 


FAIRFIELD 


4 


4 


4 


4 


4 


4 


4 


ROGER LUDLOWE MIDDLE SCHOOL 


FAIRFIELD 


4 


4 


4 


0 


4 


4 


4 


IRVING A. ROBBINS MIDDLE SCH 


FARMINGTON 


2 


2 


3 


2 


2 


2 


3 


GIDEON WELLES SCHOOL 


GLASTONBURY 


4 


2 


4 


0 


4 


4 


4 


GRANBY MEMORIAL MIDDLE SCHOOL 


GRANBY 


3 


4 


4 


0 


3 


2 


2 


CENTRAL MIDDLE SCHOOL 


GREENWICH 


3 


4 


3 


0 


4 


4 


4 


EASTERN MIDDLE SCHOOL 


GREENWICH 


3 


2 


3 


0 


3 


3 


3 


WESTERN MIDDLE SCHOOL 


GREENWICH 


3 


4 


4 


2 


4 


2 


4 


GRISWOLD MIDDLE SCHOOL 


GRISWOLD 


4 


3 


3 


0 


2 


3 


2 


FITCH MIDDLE SCHOOL 


GROTON 


4 


4 


4 


0 


3 


3 


4 


WEST SIDE MIDDLE SCHOOL 


GROTON 


4 


2 


2 


0 


2 


2 


2 


CARL C. CUTLER MIDDLE SCHOOL 


GROTON 


2 


4 


4 


0 


0 


4 


4 


A. BALDWIN MIDDLE SCHOOL 


GUILFORD 


2 


4 


4 


0 


0 


3 


3 


E.C. ADAMS MIDDLE SCHOOL 


GUILFORD 


2 


2 


2 


0 


2 


1 


2 


HAMDEN MIDDLE SCHOOL 


HAMDEN 


4 


3 


3 


0 


2 


3 


4 


SOUTH MIDDLE SCHOOL 


HARTFORD 


1 


2 


2 


0 


2 


2 


2 


FOX MIDDLE SCHOOL 


HARTFORD 


1 


3 


4 


0 


3 


4 


4 


QUIRK MIDDLE SCHOOL 


HARTFORD 


4 


3 


4 


0 


4 


4 


4 


KILLINGLY INTERMEDIATE SCHOOL 


KILLINGLY 


3 


4 


4 


0 


1 


3 


3 


LEBANON MIDDLE SCHOOL 


LEBANON 


2 


3 


4 


2 


3 


3 


3 


LEDYARD MIDDLE SCHOOL 


LEDYARD 


2 


2 


2 


0 


0 


2 


2 


DR. ROBERT H. BROWN SCHOOL 


MADISON 


3 


1 


3 


0 


1 


3 


2 


BENNET MIDDLE SCHOOL 


MANCHESTER 


3 


2 


3 


0 


1 


3 


3 


ILLING MIDDLE SCHOOL 


MANCHESTER 


2 


3 


2 


0 


4 


2 


3 


MANSFIELD MIDDLE SCHOOL 


MANSFIELD 


1 


2 


2 


0 


2 


2 


1 


LINCOLN MIDDLE SCHOOL 


MERIDEN 


1 


3 


3 


0 


0 


3 


3 


WASHINGTON MIDDLE SCHOOL 


MERIDEN 


2 


2 


2 


2 


0 


3 


2 


WOODROW WILSON MIDDLE SCHOOL 


MIDDLETOWN 


1 


3 


4 


0 


3 


2 


2 


EAST SHORE MIDDLE 


MILFORD 


1 


3 


2 


0 


3 


2 


2 


HARBORSIDE MIDDLE 


MILFORD 


1 


3 


3 


0 


3 


3 


3 


WEST SHORE MIDDLE 


MILFORD 


3 


3 


2 


0 


2 


3 


2 


CHALK HILL MIDDLE SCHOOL 


MONROE 


4 


4 


4 


0 


4 


4 


4 


JOCKEY HOLLOW SCHOOL 


MONROE 


4 


4 


4 


0 


3 


4 


4 


LEONARD J. TYL MIDDLE SCHOOL 


MONTVILLE 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 1 = Less than Adequate: 0 = Not Included in Facility. 





Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 


Art 


Music 


All'Purpose 

Room 


Gymna- 


(ccHitinued.. ) 

Audi- 


Table 5L 

Outdoor 

Ath- 

letic 


District School Name 


Rooms 


Rooms 


(Gym/Aud/Caf.) 


sium 


torium Cafeteria 


Facilities 



NAUGATUCK 


CITY HILL MIDDLE SCHOOL 


4 


3 


0 


3 


4 


4 


1 


NAUGATUCK 


HILLSIDE MIDDLE SCHOOL 


1 


1 


0 


3 


0 


2 


0 


NEW BRITAIN 


ROOSEVELT MIDDLE SCHOOL 


3 


4 


3 


3 


0 


0 


3 


NEW BRITAIN 


SLADE MIDDLE SCHOOL 


4 


3 


0 


4 


4 


4 


3 


NEW BRITAIN 


PULASKI MIDDLE SCHOOL 


4 


3 


0 


3 


3 


3 


3 


NEW CANAAN 


SAXE MIDDLE SCHOOL 


2 


1 


0 


2 


3 


2 


3 


NEW FAIRFIELD 


NEW FAIRFIELD MIDDLE SCHOOL 


3 


3 


3 


3 


2 


2 


2 


NEW HAVEN 


URBAN YOUTH SCHOOL 


0 


0 


0 


1 


0 


3 


0 


NEW HAVEN 


FAIR HAVEN MIDDLE SCHOOL 


3 


3 


0 


3 


2 


3 


0 


NEW HAVEN 


SHERIDAN MIDDLE SCHOOL 


3 


3 


0 


3 


1 


3 


0 


NEW HAVEN 


TROUP MIDDLE SCHOOL 


2 


2 


0 


2 


1 


2 


2 


NEW HAVEN 


BETSY ROSS ARTS MAGNET SCHOOL 


3 


3 


0 


3 


1 


2 


2 


NEW HAVEN 


J. ROBINSON MIDDLE SCHOOL 


2 


2 


2 


3 


0 


2 


3 


NEW HAVEN 


CLEMENTE MIDDLE SCHOOL 


4 


4 


4 


4 


4 


3 


2 


NEW HAVEN 


WEST HILLS MIDDLE MAGNET 


0 


0 


3 


0 


0 


0 


0 


NEWINGTON 


MARTIN KELLOGG MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


2 


NEWINGTON 


JOHN WALLACE MIDDLE SCHOOL 


4 


3 


0 


4 


3 


3 


3 


NEW LONDON 


BENNIE DOVER JACKSON MIDDLE 


4 


4 


0 


4 


0 


4 


1 


NEW MILFORD 


SCHAGHTICOKE MIDDLE SCHOOL 


3 


4 


3 


3 


0 


3 


3 


NEWTOWN 


NEWTOWN MIDDLE SCHOOL 


3 


3 


0 


3 


2 


3 


3 


NORTH BRANFORD 


NORTH BRANFORD INTERMEDIATE 


3 


3 


0 


3 


0 


3 


3 


NORTH HAVEN 


NORTH HAVEN MIDDLE SCHOOL 


3 


3 


0 


4 


3 


4 


4 


NORTH STONINGTON 


WHEELER MIDDLE SCHOOL 


3 


3 


3 


0 


0 


3 


3 


NORWALK 


NATHAN HALE MIDDLE SCHOOL 


2 


3 


3 


2 


2 


3 


3 


NORWALK 


PONUS RIDGE MIDDLE SCHOOL 


2 


3 


2 


2 


3 


3 


3 


NORWALK 


WEST ROCKS MIDDLE SCHOOL 


2 


2 


2 


2 


2 


2 


2 


NORWALK 


ROTON MIDDLE SCHOOL 


3 


3 


3 


3 


3 


3 


2 


NORWICH 


KELLY MIDDLE SCHOOL 


4 


2 


0 


4 


0 


4 


4 


NORWICH 


TEACHERS’ MEMORIAL MIDDLE 


3 


3 


0 


3 


3 


3 


3 


OLD SAYBROOK 


OLD SAYBROOK MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


3 


OXFORD 


GREAT OAK SCHOOL 


4 


1 


0 


4 


0 


3 


3 


PLAINFIELD 


PLAINFIELD CENTRAL SCHOOL 


3 


3 


3 


3 


0 


0 


3 


PLAINVILLE 


MIDDLE SCHOOL OF PLAINVILLE 


4 


4 


4 


4 


4 


4 


3 


PLYMOUTH 


HARRY S. FISHER SCHOOL 


2 


0 


3 


3 


0 


3 


4 


PORTLAND 


PORTLAND MIDDLE SCHOOL 


3 


3 


0 


3 


4 


3 


3 


PRESTON 


PRESTON PLAINS SCHOOL 


1 


0 


0 


1 


0 


4 


2 


PUTNAM 


PUTNAM MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


2 


REDDING 


JOHN READ MIDDLE SCHOOL 


3 


2 


0 


2 


0 


3 


0 


RIDGEFIELD 


EAST RIDGE MIDDLE SCHOOL 


1 


2 


0 


3 


3 


3 


3 


ROCKY HILL 


ALBERT D. GRISWOLD JUNIOR HIGH 


4 


3 


0 


3 


0 


4 


2 


SEYMOUR 


SEYMOUR MIDDLE SCHOOL 


3 


0 


0 


2 


0 


4 


2 


SHELTON 


INTERMEDIATE SCHOOL 


2 


2 


0 


2 


2 


2 


1 


SIMSBURY 


HENRY JAMES MEMORIAL SCHOOL 


2 


2 


0 


3 


0 


3 


3 


SOMERS 


MABELLE B. AVERY MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


4 


SOUTHINGTON 


JOSEPH A. DEPAOLO MIDDLE SCHL 


2 


2 


0 


3 


3 


3 


4 


SOUTHINGTON 


JOHN F. KENNEDY MIDDLE SCHOOL 


3 


2 


0 


3 


3 


3 


3 


SOUTH WINDSOR 


TIMOTHY EDWARDS SCHOOL 


3 


2 


2 


2 


0 


2 


2 


STAFFORD 


STAFFORD MIDDLE SCHOOL 


4 


3 


0 


3 


4 


4 


2 


STAMFORD 


DOLAN SCHOOL 


2 


2 


2 


2 


1 


2 


2 


STAMFORD 


TURN OF RIVER SCHOOL 


4 


3 


0 


4 


4 


2 


2 


STAMFORD 


CLOONAN SCHOOL 


4 


4 


0 


4 


4 


4 


2 


STAMFORD 


RIPPOWAM MAGNET MIDDLE SCHOOL 


3 


3 


2 


1 


1 


1 


3 


STONINGTON 


PAWCATUCK MIDDLE SCHOOL 


3 


4 


0 


3 


0 


4 


2 


STONINGTON 


MYSTIC MIDDLE SCHOOL 


4 


4 


0 


4 


0 


4 


2 


STRATFORD 


DAVID WOOSTER MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


STRATFORD 


HARRY B. FLOOD MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


SUFFIELD 


MCALISTER MIDDLE SCHOOL 


2 


2 


0 


1 


0 


1 


1 


THOMPSON 


THOMPSON MIDDLE SCHOOL 


2 


2 


3 


3 


0 


3 


3 


TOLLAND 


TOLLAND MIDDLE SCHOOL 


4 


2 


4 


3 


3 


4 


3 


TORRINGTON 


TORRINGTON MIDDLE SCHOOL 


4 


2 


0 


3 


4 


4 


4 


TRUMBULL 


MADISON MIDDLE SCHOOL 


3 


3 


3 


3 


3 


2 


2 


TRUMBULL 


HILLCREST MIDDLE SCHOOL 


3 


3 


3 


3 


2 


2 


3 


VERNON 


VERNON CENTER MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


4 


WALLINGFORD 


DAG HAMMARSKJOLD SCHOOL 


4 


3 


0 


3 


3 


4 


3 


WALLINGFORD 


JAMES H. MORAN MIDDLE SCHOOL 


4 


4 


0 


4 


3 


4 


3 
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Educational 

Tech- 

nology 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 

Guidance 

and 

Student 

Services School Name District 


0 


2 


3 


1 


2 


3 


3 


CITY HILL MIDDLE SCHOOL 


NAUGATUCK 


3 


0 


1 


0 


2 


1 


2 


HILLSIDE MIDDLE SCHOOL 


NAUGATUCK 


3 


3 


3 


0 


4 


3 


3 


ROOSEVELT MIDDLE SCHOOL 


NEW BRITAIN 


2 


4 


4 


0 


3 


4 


4 


SLADE MIDDLE SCHOOL 


NEW BRITAIN 


2 


4 


4 


0 


3 


3 


3 


PULASKI MIDDLE SCHOOL 


NEW BRITAIN 


1 


1 


2 


1 


0 


1 


2 


SAXE MIDDLE SCHOOL 


NEW CANAAN 


3 


3 


3 


3 


3 


3 


1 


NEW FAIRFIELD MIDDLE SCHOOL 


NEW FAIRFIELD 


4 


3 


2 


0 


0 


2 


1 


URBAN YOUTH SCHOOL 


NEW HAVEN 


1 


3 


3 


0 


0 


3 


3 


FAIR HAVEN MIDDLE SCHOOL 


NEW HAVEN 


3 


4 


4 


0 


0 


3 


3 


SHERIDAN MIDDLE SCHOOL 


NEW HAVEN 


3 


2 


3 


0 


0 


2 


3 


TROUP MIDDLE SCHOOL 


NEW HAVEN 


2 


2 


2 


0 


0 


3 


3 


BETSY ROSS ARTS MAGNET SCHOOL 


NEW HAVEN 


2 


2 


3 


2 


3 


3 


3 


J, ROBINSON MIDDLE SCHOOL 


NEW HAVEN 


3 


4 


3 


0 


0 


3 


3 


CLEMENTE MIDDLE SCHOOL 


NEW HAVEN 


0 


0 


3 


0 


0 


3 


3 


WEST HILLS MIDDLE MAGNET 


NEW HAVEN 


1 


0 


2 


0 


2 


1 


2 


MARTIN KELLOGG MIDDLE SCHOOL 


NEWINGTON 


1 


0 


2 


0 


2 


1 


2 


JOHN WALLACE MIDDLE SCHOOL 


NEWINGTON 


3 


3 


3 


0 


3 


3 


3 


BENNIE DOVER JACKSON MIDDLE 


NEW LONDON 


2 


3 


4 


0 


3 


3 


3 


SCHAGHTICOKE MIDDLE SCHOOL 


NEW MILFORD 


2 


3 


3 


3 


0 


3 


4 


NEWTOWN MIDDLE SCHOOL 


NEWTOWN 


3 


1 


2 


0 


1 


1 


2 


NORTH BRANFORD INTERMEDIATE 


NORTH BRANFORD 


1 


3 


3 


0 


0 


3 


2 


NORTH HAVEN MIDDLE SCHOOL 


NORTH HAVEN 


2 


3 


3 


0 


0 


3 


3 


WHEELER MIDDLE SCHOOL 


NORTH STONINGTON 


3 


3 


3 


3 


3 


3 


3 


NATHAN HALE MIDDLE SCHOOL 


NORWALK 


2 


2 


3 


2 


3 


2 


3 


PONUS RIDGE MIDDLE SCHOOL 


NORWALK 


2 


2 


2 


2 


2 


2 


2 


WEST ROCKS MIDDLE SCHOOL 


NORWALK 


2 


3 


2 


3 


3 


3 


2 


ROTON MIDDLE SCHOOL 


NORWALK 


3 


3 


3 


0 


2 


2 


3 


KELLY MIDDLE SCHOOL 


NORWICH 


2 


0 


3 


0 


3 


3 


3 


TEACHERS’ MEMORIAL MIDDLE 


NORWICH 


4 


4 


4 


0 


0 


4 


4 


OLD SAYBROOK MIDDLE SCHOOL 


OLD SAYBROOK 


3 


2 


1 


0 


1 


3 


4 


GREAT OAK SCHOOL 


OXFORD 


2 


3 


3 


2 


2 


3 


3 


PLAINFIELD CENTRAL SCHOOL 


PLAINFIELD 


4 


4 


4 


0 


0 


4 


4 


MIDDLE SCHOOL OF PLAINVILLE 


PLAINVILLE 


3 


2 


2 


0 


1 


2 


2 


HARRY S. FISHER SCHOOL 


PLYMOUTH 


0 


3 


2 


0 


0 


3 


3 


PORTLAND MIDDLE SCHOOL 


PORTLAND 


3 


3 


1 


0 


0 


1 


1 


PRESTON PLAINS SCHOOL 


PRESTON 


2 


3 


3 


0 


2 


3 


2 


PUTNAM MIDDLE SCHOOL 


PUTNAM 


0 


0 


3 


0 


0 


1 


3 


JOHN READ MIDDLE SCHOOL 


REDDING 


3 


1 


1 


0 


2 


2 


2 


EAST RIDGE MIDDLE SCHOOL 


RIDGEFIELD 


4 


4 


4 


0 


4 


4 


4 


ALBERT D. GRISWOLD JUNIOR HIGH 


ROCKY HILL 


2 


0 


2 


0 


1 


1 


2 


SEYMOUR MIDDLE SCHOOL 


SEYMOUR 


1 


1 


1 


0 


2 


1 


1 


INTERMEDIATE SCHOOL 


SHELTON 


4 


2 


2 


0 


2 


2 


3 


HENRY JAMES MEMORIAL SCHOOL 


SIMSBURY 


4 


2 


3 


0 


2 


2 


2 


MABELLE B. AVERY MIDDLE SCHOOL 


SOMERS 


2 


2 


3 


0 


4 


2 


3 


JOSEPH A. DEPAOLO MIDDLE SCHL 


SOUTHINGTON 


2 


2 


2 


0 


1 


2 


3 


JOHN F. KENNEDY MIDDLE SCHOOL 


SOUTHINGTON 


1 


1 


2 


0 


2 


2 


1 


TIMOTHY EDWARDS SCHOOL 


SOUTH WINDSOR 


2 


2 


2 


0 


2 


3 


3 


STAFFORD MIDDLE SCHOOL 


STAFFORD 


2 


2 


1 


0 


2 


1 


2 


DOLAN SCHOOL 


STAMFORD 


3 


2 


2 


0 


3 


1 


1 


TURN OF RIVER SCHOOL 


STAMFORD 


4 


3 


3 


0 


2 


4 


4 


CLOONAN SCHOOL 


STAMFORD 


3 


2 


2 


0 


0 


2 


2 


RIPPOWAM MAGNET MIDDLE SCHOOL 


STAMFORD 


1 


2 


3 


0 


0 


3 


3 


PAWCATUCK MIDDLE SCHOOL 


STONINGTON 


2 


4 


4 


0 


2 


4 


3 


MYSTIC MIDDLE SCHOOL 


STONINGTON 


3 


3 


3 


0 


3 


3 


3 


DAVID WOOSTER MIDDLE SCHOOL 


STRATFORD 


2 


3 


3 


0 


3 


3 


3 


HARRY B. FLOOD MIDDLE SCHOOL 


STRATFORD 


1 


1 


1 


0 


1 


1 


1 


MCALISTER MIDDLE SCHOOL 


SUFFIELD 


1 


3 


3 


0 


0 


2 


2 


THOMPSON MIDDLE SCHOOL 


THOMPSON 


3 


4 


4 


0 


3 


3 


3 


TOLLAND MIDDLE SCHOOL 


TOLLAND 


3 


4 


4 


0 


3 


3 


4 


TORRINGTON MIDDLE SCHOOL 


TORRINGTON 


3 


2 


2 


2 


2 


3 


3 


MADISON MIDDLE SCHOOL 


TRUMBULL 


2 


2 


2 


1 


2 


2 


2 


HILLCREST MIDDLE SCHOOL 


TRUMBULL 


2 


3 


2 


0 


0 


3 


3 


VERNON CENTER MIDDLE SCHOOL 


VERNON 


2 


3 


4 


0 


2 


4 


4 


DAG HAMMARSKJOLD SCHOOL 


WALLINGFORD 


3 


3 


4 


0 


3 


4 


4 


JAMES H. MORAN MIDDLE SCHOOL 


WALLINGFORD 



Rating Scale; 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 

District School Name 


Art 

Rooms 


Music 

Rooms 


AlUPurpose 

Room 

(Gym/Aud/Caf.) 


Gymna* 

slum 


(continued.. ) 

Audi* 

torium Cafeteria 


Table 5L 

Outdoor 

Ath- 

letic 

Facilities 


WATERBURY 


MICHAEL F. WALLACE MIDDLE SCH 


2 


3 


0 


3 


3 


3 


3 


WATERBURY 


WEST SIDE MIDDLE SCHOOL 


3 


3 


3 


3 


0 


2 


2 


WATERBURY 


NORTH END MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


2 


WATERFORD 


CLARK LANE MIDDLE SCHOOL 


4 


4 


3 


4 


0 


4 


4 


WATERTOWN 


SWIFT JUNIOR HIGH SCHOOL 


3 


3 


0 


3 


2 


3 


3 


WESTBROOK 


WESTBROOK MIDDLE SCHOOL 


4 


4 


4 


4 


4 


4 


4 


WEST HARTFORD 


KING PHILIP MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


WEST HARTFORD 


SEDGWICK MIDDLE SCHOOL 


3 


3 


0 


3 


3 


3 


3 


WEST HAVEN 


HARRY M. BAILEY MIDDLE SCHOOL 


3 


2 


0 


1 


1 


1 


2 


WEST HAVEN 


MAY V. CARRIGAN MIDDLE SCHOOL 


3 


4 


0 


4 


4 


4 


4 


WESTON 


WESTON MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


3 


WESTPORT 


BEDFORD MIDDLE SCHOOL 


4 


3 


0 


3 


3 


3 


4 


WESTPORT 


COLEYTOWN MIDDLE SCHOOL 


3 


4 


0 


4 


4 


4 


3 


WETHERSFIELD 


SILAS DEANE MIDDLE SCHOOL 


3 


2 


0 


2 


3 


3 


3 


WILLINGTON 


HALL MEMORIAL SCHOOL 


2 


2 


0 


3 


0 


3 


2 


WILTON 


MIDDLEBROOK SCHOOL 


4 


4 


0 


4 


3 


4 


3 


WINCHESTER 


PEARSON MIDDLE SCHOOL 


4 


4 


4 


4 


0 


4 


2 


WINDHAM 


WINDHAM MIDDLE SCHOOL 


4 


4 


0 


4 


4 


4 


4 


WINDSOR 


SAGE PARK MIDDLE SCHOOL 


3 


4 


0 


4 


4 


3 


2 


WINDSOR LOCKS 


WINDSOR LOCKS MIDDLE SCHOOL 


3 


3 


0 


3 


2 


3 


2 


WOLCOTT 


ALCOTT MIDDLE SCHOOL 


2 


1 


2 


3 


0 


2 


2 


WOODSTOCK 


WOODSTOCK MIDDLE SCHOOL 


4 


4 


4 


0 


0 


4 


2 


DISTRICT NO. 4 


JOHN WINTHROP JUNIOR HIGH SCH 


3 


3 


0 


3 


3 


3 


4 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


2 


2 


0 


3 


0 


3 


3 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


3 


4 


0 


3 


0 


3 


2 


DISTRICT NO. 8 


RHAM MIDDLE SCHOOL 


2 


1 


0 


1 


0 


1 


2 


DISTRICT NO. 10 


HAR-BUR MIDDLE SCHOOL 


4 


4 


0 


3 


2 


3 


3 


DISTRICT NO. 12 


SHEPAUG VALLEY MIDDLE SCHOOL 


4 


4 


0 


2 


4 


3 


2 


DISTRICT NO. 13 


FRANK WARD STRONG SCHOOL 


2 


2 


0 


1 


0 


2 


3 


DISTRICT NO. 14 


WOODBURY MIDDLE SCHOOL 


1 


0 


0 


2 


0 


1 


2 


DISTRICT NO. 15 


ROCHAMBEAU MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


3 


DISTRICT NO. 15 


MEMORIAL MIDDLE SCHOOL 


3 


3 


0 


3 


0 


3 


3 


DISTRICT NO. 16 


LONG RIVER MIDDLE SCHOOL 


4 


4 


4 


0 


0 


4 


2 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH MIDDLE 


2 


1 


0 


2 


3 


3 


1 


DISTRICT NO. 18 


LYME-OLD LYME MIDDLE SCHOOL 


2 


2 


0 


2 


3 


3 


3 



BEST COPY AVAILABLE 
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Dedicated Specialty Areas (10/1999): 
Middle Schools (N = 165) 



Educational 

Tech- 

nology 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services School Name 


District 


2 


2 


3 


1 


3 


2 


3 


MICHAEL F. WALLACE MIDDLE SCH 


WATERBURY 


2 


3 


2 


0 


3 


3 


2 


WEST SIDE MIDDLE SCHOOL 


WATERBURY 


3 


3 


3 


3 


2 


3 


2 


NORTH END MIDDLE SCHOOL 


WATERBURY 


2 


2 


4 


0 


3 


3 


2 


CLARK LANE MIDDLE SCHOOL 


WATERFORD 


2 


2 


3 


3 


3 


2 


2 


SWIFT JUNIOR HIGH SCHOOL 


WATERTOWN 


4 


4 


3 


0 


4 


4 


4 


WESTBROOK MIDDLE SCHOOL 


WESTBROOK 


3 


3 


3 


0 


3 


3 


3 


KING PHILIP MIDDLE SCHOOL 


WEST HARTFORD 


3 


3 


3 


3 


3 


2 


3 


SEDGWICK MIDDLE SCHOOL 


WEST HARTFORD 


2 


4 


1 


2 


2 


2 


2 


HARRY M, BAILEY MIDDLE SCHOOL 


WEST HAVEN 


3 


3 


4 


0 


3 


4 


4 


MAY V, CARRIGAN MIDDLE SCHOOL 


WEST HAVEN 


1 


2 


3 


0 


2 


3 


3 


WESTON MIDDLE SCHOOL 


WESTON 


3 


3 


3 


0 


3 


3 


3 


BEDFORD MIDDLE SCHOOL 


WESTPORT 


4 


4 


4 


0 


0 


4 


4 


COLEYTOWN MIDDLE SCHOOL 


WESTPORT 


3 


3 


3 


0 


0 


2 


2 


SILAS DEANE MIDDLE SCHOOL 


WETHERSFIELD 


2 


3 


2 


1 


2 


2 


2 


HALL MEMORIAL SCHOOL 


WILLINGTON 


4 


4 


4 


0 


4 


4 


4 


MIDDLEBROOK SCHOOL 


WILTON 


0 


4 


4 


0 


3 


3 


3 


PEARSON MIDDLE SCHOOL 


WINCHESTER 


4 


4 


4 


4 


4 


4 


4 


WINDHAM MIDDLE SCHOOL 


WINDHAM 


4 


4 


4 


0 


4 


3 


4 


SAGE PARK MIDDLE SCHOOL 


WINDSOR 


3 


3 


4 


0 


3 


4 


4 


WINDSOR LOCKS MIDDLE SCHOOL 


WINDSOR LOCKS 


0 


0 


1 


0 


0 


2 


2 


ALCOTT MIDDLE SCHOOL 


WOLCOTT 


4 


4 


4 


2 


3 


4 


4 


WOODSTOCK MIDDLE SCHOOL 


WOODSTOCK 


3 


3 


3 


0 


0 


3 


3 


JOHN WINTHROP JUNIOR HIGH SCH 


DISTRICT NO. 4 


4 


3 


4 


0 


0 


2 


3 


AMITY REGIONAL JUNIOR HIGH SCH 


DISTRICT NO. 5 


4 


3 


3 


0 


0 


3 


3 


AMITY REGIONAL JUNIOR HIGH SCH 


DISTRICT NO. 5 


3 


1 


2 


1 


2 


1 


0 


RHAM MIDDLE SCHOOL 


DISTRICT NO. 8 


3 


3 


4 


2 


0 


4 


3 


HAR-BUR MIDDLE SCHOOL 


DISTRICT NO. 10 


4 


4 


4 


0 


2 


3 


3 


SHEPAUG VALLEY MIDDLE SCHOOL 


DISTRICT NO. 12 


2 


1 


1 


0 


2 


1 


1 


FRANK WARD STRONG SCHOOL 


DISTRICT NO. 13 


1 


0 


0 


0 


2 


2 


2 


WOODBURY MIDDLE SCHOOL 


DISTRICT NO. 14 


4 


3 


3 


0 


3 


3 


3 


ROCHAMBEAU MIDDLE SCHOOL 


DISTRICT NO. 15 


4 


3 


3 


0 


3 


2 


2 


MEMORIAL MIDDLE SCHOOL 


DISTRICT NO. 15 


4 


4 


4 


3 


3 


4 


4 


LONG RIVER MIDDLE SCHOOL 


DISTRICT NO. 16 


0 


2 


2 


0 


2 


2 


2 


HADDAM-KILLING WORTH MIDDLE 


DISTRICT NO. 17 


2 


1 


2 


0 


3 


2 


3 


LYME-OLD LYME MIDDLE SCHOOL 


DISTRICT NO. 18 



BEST COPY AVAILABLE 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
High Schools (N = 157) 



(continued.. ) 



Table 5M 

















Outdoor 






Art 


Music 








Athletic 


District 


School Name 


Rooms 


Rooms 


Gymnasium 


Auditorium 


Cafeteria 


Facilities 



ANSONIA 


ANSONIA HIGH SCHOOL 


1 


1 


1 


3 


2 


4 


AVON 


AVON HIGH SCHOOL 


4 


4 


3 


4 


4 


3 


BERLIN 


BERLIN HIGH SCHOOL 


3 


3 


3 


2 


2 


3 


BETHEL 


BETHEL HIGH SCHOOL 


3 


2 


3 


2 


2 


4 


BLOOMFIELD 


BLOOMFIELD HIGH SCHOOL 


2 


2 


2 


2 


2 


2 


BOLTON 


BOLTON HIGH SCHOOL 


2 


3 


2 


0 


2 


2 


BRANFORD 


BRANFORD HIGH SCHOOL 


4 


3 


4 


4 


4 


3 


BRIDGEPORT 


BASSICK HIGH SCHOOL 


2 


3 


4 


4 


4 


0 


BRIDGEPORT 


CENTRAL HIGH SCHOOL 


3 


4 


3 


4 


4 


3 


BRIDGEPORT 


HARDING HIGH SCHOOL 


3 


4 


4 


4 


4 


4 


BRISTOL 


BRISTOL CENTRAL HIGH SCHOOL 


2 


2 


3 


3 


3 


2 


BRISTOL 


BRISTOL EASTERN HIGH SCHOOL 


2 


2 


2 


3 


3 


2 


BROOKFIELD 


BROOKFIELD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


CANTON 


CANTON JR SR HIGH SCHOOL 


2 


2 


3 


3 


3 


3 


CHESHIRE 


CHESHIRE HIGH SCHOOL 


3 


2 


4 


4 


2 


4 


CLINTON 


THE MORGAN SCHOOL 


3 


4 


4 


4 


4 


3 


COLCHESTER 


BACON ACADEMY 


4 


4 


4 


4 


4 


3 


COVENTRY 


COVENTRY HIGH SCHOOL 


1 


1 


1 


1 


2 


2 


CROMWELL 


CROMWELL HIGH SCHOOL 


3 


2 


3 


4 


2 


4 


DANBURY 


DANBURY HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


DARIEN 


DARIEN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


DERBY 


DERBY HIGH SCHOOL 


3 


3 


4 


4 


4 


2 


EAST GRANBY 


EAST GRANBY HIGH SCHOOL 


3 


3 


2 


4 


0 


2 


EAST HADDAM 


NATHAN HALE-RAY HIGH SCHOOL 


4 


3 


3 


3 


3 


4 


EAST HAMPTON 


EAST HAMPTON HIGH SCHOOL 


4 


4 


4 


4 


4 


3 


EAST HARTFORD 


EAST HARTFORD HIGH SCHOOL 


3 


3 


3 


3 


2 


3 


EAST HAVEN 


EAST HAVEN HIGH SCHOOL 


3 


4 


4 


4 


4 


3 


EAST LYME 


EAST LYME HIGH SCHOOL 


4 


4 


2 


1 


4 


4 


EAST WINDSOR 


EAST WINDSOR SENIOR HIGH 


3 


3 


3 


4 


3 


4 


ELLINGTON 


ELLINGTON HIGH SCHOOL 


3 


2 


1 


3 


3 


3 


ENFIELD 


ENFIELD HIGH SCHOOL 


2 


2 


3 


2 


3 


2 


ENFIELD 


ENRICO FERMI HIGH SCHOOL 


3 


3 


2 


2 


3 


3 


FAIRFIELD 


FAIRFIELD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


FARMINGTON 


FARMINGTON HIGH SCHOOL 


4 


3 


4 


3 


4 


3 


GLASTONBURY 


GLASTONBURY HIGH SCHOOL 


4 


3 


4 


2 


3 


3 


GRANBY 


GRANBY MEMORIAL HIGH SCHOOL 


2 


2 


3 


0 


0 


2 


GREENWICH 


GREENWICH HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


GRISWOLD 


GRISWOLD SENIOR HIGH SCHOOL 


4 


4 


4 


4 


4 


3 


GROTON 


FITCH SENIOR HIGH SCHOOL 


2 


3 


3 


3 


3 


2 


GUILFORD 


GUILFORD HIGH SCHOOL 


4 


3 


4 


4 


4 


2 


HAMDEN 


HAMDEN HIGH SCHOOL 


4 


3 


4 


4 


4 


2 


HARTFORD 


BULKELEY HIGH SCHOOL 


3 


3 


2 


2 


3 


4 


HARTFORD 


HARTFORD PUBLIC HIGH SCHOOL 


1 


1 


2 


2 


2 


4 


HARTFORD 


WEAVER HIGH SCHOOL 


3 


3 


2 


3 


2 


3 


KILLINGLY 


KILLINGLY HIGH SCHOOL 


3 


4 


2 


4 


4 


4 


LEBANON 


LYMAN MEMORIAL HIGH SCHOOL 


3 


3 


3 


2 


4 


3 


LEDYARD 


LEDYARD HIGH SCHOOL 


2 


3 


3 


3 


2 


3 


LITCHFIELD 


LITCHFIELD HIGH SCHOOL 


2 


1 


2 


0 


2 


1 


MADISON 


DANIEL HAND HIGH SCHOOL 


2 


2 


3 


2 


2 


3 


MANCHESTER 


MANCHESTER HIGH SCHOOL 


3 


3 


2 


3 


2 


3 


MERIDEN 


FRANCIS T. MALONEY HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


MERIDEN 


ORVILLE H. PLATT HIGH SCHOOL 


3 


3 


3 


3 


3 


4 


MIDDLETOWN 


MIDDLETOWN HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


MILFORD 


JONATHAN LAW HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


MILFORD 


JOSEPH A. FORAN HIGH SCHOOL 


4 


4 


4 


3 


3 


3 


MONROE 


MASUK HIGH SCHOOL 


3 


2 


4 


3 


3 


3 


MONTVILLE 


MONTVILLE HIGH SCHOOL 


3 


1 


3 


3 


3 


3 


NAUGATUCK 


NAUGATUCK HIGH SCHOOL 


3 


3 


3 


3 


2 


3 


NEW BRITAIN 


NEW BRITAIN HIGH SCHOOL 


4 


3 


3 


3 


3 


3 


NEW CANAAN 


NEW CANAAN HIGH SCHOOL 


4 


4 


3 


4 


3 


2 


NEW FAIRFIELD 


NEW FAIRFIELD HIGH SCHOOL 


2 


3 


3 


2 


3 


•2 


NEW HAVEN 


WILBUR CROSS HIGH SCHOOL 


2 


1 


1 


1 


1 


3 


NEW HAVEN 


JAMES HILLHOUSE HIGH SCHOOL 


2 


2 


3 


2 


2 


3 


NEW HAVEN 


HILL REGIONAL CAREER HIGH 


4 


4 


4 


4 


4 


0 


NEW HAVEN 


COOPERATIVE HIGH SCHOOL 


1 


2 


3 


0 


3 


0 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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BEST COPY AVAILABLE 



Educational 

Tech- 

nology 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Dedicated Specialty Areas (10/1999): 
High Schoois (N = 157) 

Guidance 

and 

Student 

Services School Name District 


2 


3 


3 


0 


2 


2 


2 


ANSONIA HIGH SCHOOL 


ANSONIA 


4 


4 


3 


0 


3 


3 


4 


AVON HIGH SCHOOL 


AVON 


2 


3 


3 


2 


3 


2 


2 


BERLIN HIGH SCHOOL 


BERLIN 


2 


2 


3 


0 


1 


2 


2 


BETHEL HIGH SCHOOL 


BETHEL 


3 


2 


2 


2 


2 


2 


2 


BLOOMFIELD HIGH SCHOOL 


BLOOMFIELD 


2 


2 


3 


0 


2 


1 


1 


BOLTON HIGH SCHOOL 


BOLTON 


4 


4 


4 


0 


3 


4 


4 


BRANFORD HIGH SCHOOL 


BRANFORD 


3 


3 


3 


3 


0 


1 


1 


BASSICK HIGH SCHOOL 


BRIDGEPORT 


4 


2 


3 


1 


3 


4 


3 


CENTRAL HIGH SCHOOL 


BRIDGEPORT 


3 


3 


3 


2 


0 


3 


2 


HARDING HIGH SCHOOL 


BRIDGEPORT 


0 


2 


1 


0 


1 


1 


2 


BRISTOL CENTRAL HIGH SCHOOL 


BRISTOL 


0 


1 


2 


0 


2 


2 


2 


BRISTOL EASTERN HIGH SCHOOL 


BRISTOL 


0 


3 


3 


0 


2 


3 


3 


BROOKFIELD HIGH SCHOOL 


BROOKFIELD 


2 


3 


3 


0 


2 


2 


2 


CANTON JR SR HIGH SCHOOL 


CANTON 


3 


2 


2 


0 


3 


2 


2 


CHESHIRE HIGH SCHOOL 


CHESHIRE 


3 


2 


3 


1 


2 


3 


2 


THE MORGAN SCHOOL 


CLINTON 


3 


3 


4 


4 


4 


4 


4 


BACON ACADEMY 


COLCHESTER 


1 


1 


1 


0 


1 


1 


2 


COVENTRY HIGH SCHOOL 


COVENTRY 


3 


3 


2 


0 


2 


2 


2 


CROMWELL HIGH SCHOOL 


CROMWELL 


3 


3 


3 


3 


4 


4 


4 


DANBURY HIGH SCHOOL 


DANBURY 


2 


3 


3 


4 


3 


3 


3 


DARIEN HIGH SCHOOL 


DARIEN 


3 


3 


3 


0 


3 


2 


3 


DERBY HIGH SCHOOL 


DERBY 


1 


4 


4 


0 


2 


2 


2 


EAST GRANBY HIGH SCHOOL 


EAST GRANBY 


4 


3 


3 


3 


4 


3 


3 


NATHAN HALE-RAY HIGH SCHOOL 


EAST HADDAM 


4 


4 


2 


0 


2 


4 


4 


EAST HAMPTON HIGH SCHOOL 


EAST HAMPTON 


3 


3 


3 


3 


3 


2 


3 


EAST HARTFORD HIGH SCHOOL 


EAST HARTFORD 


4 


3 


3 


0 


3 


4 


3 


EAST HAVEN HIGH SCHOOL 


EAST HAVEN 


4 


4 


4 


4 


3 


3 


3 


EAST LYME HIGH SCHOOL 


EAST LYME 


3 


4 


3 


0 


4 


3 


4 


EAST WINDSOR SENIOR HIGH 


EAST WINDSOR 


3 


1 


2 


0 


0 


2 


2 


ELLINGTON HIGH SCHOOL 


ELLINGTON 


2 


2 


2 


0 


2 


1 


2 


ENFIELD HIGH SCHOOL 


ENFIELD 


0 


2 


2 


0 


2 


2 


2 


ENRICO FERMI HIGH SCHOOL 


ENFIELD 


3 


3 


3 


3 


3 


3 


3 


FAIRFIELD HIGH SCHOOL 


FAIRFIELD 


4 


4 


4 


4 


4 


4 


4 


FARMINGTON HIGH SCHOOL 


FARMINGTON 


2 


1 


2 


2 


3 


3 


3 


GLASTONBURY HIGH SCHOOL 


GLASTONBURY 


1 


2 


2 


0 


0 


2 


2 


GRANBY MEMORIAL HIGH SCHOOL 


GRANBY 


4 


4 


4 


4 


4 


4 


4 


GREENWICH HIGH SCHOOL 


GREENWICH 


3 


4 


4 


3 


4 


4 


4 


GRISWOLD SENIOR HIGH SCHOOL 


GRISWOLD 


4 


2 


4 


2 


2 


2 


2 


FITCH SENIOR HIGH SCHOOL 


GROTON 


4 


3 


4 


0 


4 


4 


4 


GUILFORD HIGH SCHOOL 


GUILFORD 


4 


4 


4 


2 


2 


3 


3 


HAMDEN HIGH SCHOOL 


HAMDEN 


1 


3 


3 


0 


2 


3 


. 3 


BULKELEY HIGH SCHOOL 


HARTFORD 


1 


1 


1 


0 


2 


2 


2 


HARTFORD PUBLIC HIGH SCHOOL 


HARTFORD 


1 


3 


3 


0 


3 


2 


3 


WEAVER HIGH SCHOOL 


HARTFORD 


3 


3 


1 


0 


2 


3 


2 


KILLINGLY HIGH SCHOOL 


KILLINGLY 


4 


2 


2 


0 


3 


3 


2 


LYMAN MEMORIAL HIGH SCHOOL 


LEBANON 


2 


3 


3 


0 


3 


2 


2 


LEDYARD HIGH SCHOOL 


LEDYARD 


3 


1 


3 


0 


2 


3 


3 


LITCHFIELD HIGH SCHOOL 


LITCHFIELD 


2 


2 


2 


0 


2 


3 


3 


DANIEL HAND HIGH SCHOOL 


MADISON 


2 


3 


3 


0 


3 


3 


3 


MANCHESTER HIGH SCHOOL 


MANCHESTER 


2 


3 


2 


1 


3 


2 


3 


FRANCIS T. MALONEY HIGH SCHOOL 


MERIDEN 


2 


3 


2 


0 


2 


2 


3 


ORVILLE H. PLATT HIGH SCHOOL 


MERIDEN 


3 


3 


3 


3 


3 


2 


2 


MIDDLETOWN HIGH SCHOOL 


MIDDLETOWN 


1 


3 


4 


3 


3 


3 


4 


JONATHAN LAW HIGH SCHOOL 


MILFORD 


1 


3 


4 


3 


4 


4 


3 


JOSEPH A. FORAN HIGH SCHOOL 


MILFORD 


2 


3 


3 


0 


3 


2 


3 


MASUKHIGH SCHOOL 


MONROE 


4 


3 


3 


0 


3 


3 


3 


MONTVILLE HIGH SCHOOL 


MONTVILLE 


0 


3 


3 


0 


3 


2 


2 


NAUGATUCK HIGH SCHOOL 


NAUGATUCK 


3 


3 


3 


0 


3 


3 


4 


NEW BRITAIN HIGH SCHOOL 


NEW BRITAIN 


1 


3 


3 


2 


2 


3 


3 


NEW CANAAN HIGH SCHOOL 


NEW CANAAN 


3 


2 


3 


0 


2 


2 


2 


NEW FAIRFIELD HIGH SCHOOL 


NEW FAIRFIELD 


1 


4 


1 


1 


2 


2 


2 


WILBUR CROSS HIGH SCHOOL 


NEW HAVEN 


3 


4 


4 


0 


3 


3 


2 


JAMES HILLHOUSE HIGH SCHOOL 


NEW HAVEN 


4 


4 


4 


0 


4 


4 


4 


HILL REGIONAL CAREER HIGH 


NEW HAVEN 


3 


1 


3 


0 


0 


2 


3 


COOPERATIVE HIGH SCHOOL 


NEW HAVEN 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
High Schools (N = 157) 



(continued.. ) 



Table 5M 

















Outdoor 






Art 


Music 








Athletic 


District 


School Name 


Rooms 


Rooms 


Gymnasium 


Auditorium 


Cafeteria 


Facilities 



NEW HAVEN 


HIGH SCHOOL IN THE COMMUNITY 


4 


3 


3 


0 


3 


0 


NEW HAVEN 


SOUND SCHOOL 


0 


0 


0 


0 


3 


0 


NEWINGTON 


NEWINGTON HIGH SCHOOL 


3 


3 


3 


3 


3 


4 


NEW LONDON 


NEW LONDON HIGH SCHOOL 


3 


3 


4 


4 


4 


3 


NEW MILFORD 


NEW MILFORD HIGH SCHOOL 


1 


1 


1 


1 


1 


2 


NEWTOWN 


NEWTOWN HIGH SCHOOL 


4 


3 


4 


4 


4 


2 


NORTH BRANFORD 


NORTH BRANFORD HIGH SCHOOL 


3 


3 


3 


0 


2 


3 


NORTH HAVEN 


NORTH HAVEN HIGH SCHOOL 


4 


4 


2 


4 


2 


4 


NORTH STONINGTON 


WHEELER HIGH SCHOOL 


3 


3 


0 


0 


3 


3 


NORWALK 


NORWALK HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


NORWALK 


BRIEN MCMAHON HIGH SCHOOL 


3 


2 


3 


3 


2 


3 


OLD SAYBROOK 


OLD SAYBROOK SENIOR HIGH SCH 


2 


4 


3 


3 


3 


4 


PLAINFIELD 


PLAINFIELD HIGH SCHOOL 


3 


4 


4 


0 


2 


3 


PLAINVILLE 


PLAINVILLE HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


PLYMOUTH 


TERRYVILLE HIGH SCHOOL 


3 


3 


3 


0 


2 


3 


PORTLAND 


PORTLAND HIGH SCHOOL 


3 


3 


3 


4 


4 


4 


PUTNAM 


PUTNAM HIGH SCHOOL 


2 


2 


2 


3 


3 


2 


RIDGEFIELD 


RIDGEFIELD HIGH SCHOOL 


3 


3 


3 


2 


3 


3 


ROCKY HILL 


ROCKY HILL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


SEYMOUR 


SEYMOUR HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


SHELTON 


SHELTON HIGH SCHOOL 


3 


3 


3 


2 


4 


3 


SIMSBURY 


SIMSBURY HIGH SCHOOL 


2 


2 


2 


3 


3 


2 


SOMERS 


SOMERS HIGH SCHOOL 


4 


4 


4 


4 


4 


4 


SOUTHINGTON 


SOUTHINGTON HIGH SCHOOL 


3 


4 


4 


4 


2 


4 


SOUTH WINDSOR 


SOUTH WINDSOR HIGH SCHOOL 


4 


3 


3 


4 


3 


3 


STAFFORD 


STAFFORD HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


STAMFORD 


STAMFORD HIGH SCHOOL 


2 


3 


2 


3 


1 


4 


STAMFORD 


WESTHILL HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


STONINGTON 


STONINGTON HIGH SCHOOL 


3 


3 


2 


3 


4 


3 


STRATFORD 


STRATFORD HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


STRATFORD 


BUNNELL HIGH SCHOOL 


2 


3 


3 


3 


3 


3 


SUFFIELD 


SUFFIELD HIGH SCHOOL 


2 


2 


2 


2 


2 


2 


THOMASTON 


THOMASTON HIGH SCHOOL 


3 


3 


3 


3 


3 


2 


THOMPSON 


TOURTELLOTTE MEMORIAL HIGH SCH 


3 


4 


4 


0 


3 


1 


TOLLAND 


TOLLAND HIGH SCHOOL 


4 


4 


3 


4 


3 


3 


TORRINGTON 


TORRINGTON HIGH SCHOOL 


1 


1 


3 


2 


2 


1 


TRUMBULL 


TRUMBULL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


VERNON 


ROCKVILLE HIGH, SCHOOL 


3 


3 


3 


3 


3 


3 


WALLINGFORD 


LYMAN HALL HIGH SCHOOL 


4 


2 


3 


4 


3 


3 


WALLINGFORD 


MARK T. SHEEHAN HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


WATERBURY 


CROSBY HIGH SCHOOL 


2 


2 


3 


3 


3 


3 


WATERBURY 


WILBY HIGH SCHOOL 


3 


4 


4 


3 


3 


3 


WATERBURY 


JOHN F. KENNEDY HIGH SCHOOL 


2 


2 


3 


4 


2 


1 


WATERFORD 


WATERFORD HIGH SCHOOL 


3 


4 


4 


4 


2 


3 


WATERTOWN 


WATERTOWN HIGH SCHOOL 


3 


3 


4 


3 


3 


3 


WESTBROOK 


WESTBROOK HIGH SCHOOL 


4 


3 


4 


4 


4 


2 


WEST HARTFORD 


CONARD HIGH SCHOOL 


4 


4 


4 


4 


4 


3 


WEST HARTFORD 


HALL HIGH SCHOOL 


3 


3 


3 


3 


3 


3 


WEST HAVEN 


WEST HAVEN HIGH SCHOOL 


2 


2 


3 


3 


3 


4 


WESTON 


WESTON HIGH SCHOOL 


3 


3 


4 


4 


3 


4 


WESTPORT 


STAPLES HIGH SCHOOL 


3 


3 


4 


4 


3 


4 


WETHERSFIELD 


WETHERSFIELD HIGH SCHOOL 


3 


3 


4 


4 


4 


4 


WILTON 


WILTON HIGH SCHOOL 


3 


2 


4 


0 


2 


3 


WINDHAM 


WINDHAM HIGH SCHOOL 


3 


3 


4 


3 


3 


3 


WINDSOR 


WINDSOR HIGH SCHOOL 


2 


3 


2 


2 


2 


2 


WINDSOR LOCKS 


WINDSOR LOCKS HIGH SCHOOL 


4 


2 


4 


3 


3 


3 


WOLCOTT 


WOLCOTT HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


DISTRICT NO. 1 


HOUSATONIC VALLEY REG. H.S. 


4 


3 


4 


4 


4 


4 


DISTRICT NO. 4 


VALLEY REGIONAL HIGH SCHOOL 


4 


3 


4 


3 


4 


4 


DISTRICT NO. 5 


AMITY REGIONAL SENIOR HIGH SCH 


4 


4 


4 


4 


4 


4 


DISTRICT NO. 6 


WAMOGO REGIONAL HIGH SCHOOL 


3 


3 


4 


4 


3 


2 


DISTRICT NO. 7 


NORTHWESTERN REGIONAL 


3 


3 


2 


3 


2 


2 


DISTRICT NO. 8 


RHAM HIGH SCHOOL 


2 


2 


3 


2 


3 


2 


DISTRICT NO. 9 


JOEL BARLOW HIGH SCHOOL 


2 


2 


3 


2 


1 


3 


DISTRICT NO. 10 


LEWIS S. MILLS HIGH SCHOOL 


4 


4 


3 


2 


3 


3 



Rating Scale: 4 = Well Above Adequate: 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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BEST COPY 



Dedicated Specialty Areas (10/1999): 
High Schools (N = 157) 



Educational 

Tech- 

nology 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services School Name 


District 


3 


3 


3 


1 


1 


3 


2 


HIGH SCHOOL IN THE COMMUNITY 


NEW HAVEN 


3 


3 


0 


0 


3 


2 


2 


SOUND SCHOOL 


NEW HAVEN 


1 


1 


2 


0 


2 


1 


2 


NEWINGTON HIGH SCHOOL 


NEWINGTON 


3 


4 


4 


2 


4 


3 


2 


NEW LONDON HIGH SCHOOL 


NEW LONDON 


2 


1 


1 


0 


1 


1 


1 


NEW MILFORD HIGH SCHOOL 


NEW MILFORD 


3 


3 


4 


3 


3 


4 


4 


NEWTOWN HIGH SCHOOL 


NEWTOWN 


3 


2 


3 


0 


3 


3 


2 


NORTH BRANFORD HIGH SCHOOL 


NORTH BRANFORD 


4 


2 


4 


0 


0 


4 


4 


NORTH HAVEN HIGH SCHOOL 


NORTH HAVEN 


2 


3 


3 


0 


0 


3 


3 


WHEELER HIGH SCHOOL 


NORTH STONINGTON 


2 


3 


3 


3 


3 


3 


3 


NORWALK HIGH SCHOOL 


NORWALK 


2 


2 


3 


2 


3 


3 


3 


BRIEN MCMAHON HIGH SCHOOL 


NORWALK 


3 


4 


4 


2 


2 


3 


3 


OLD SAYBROOK SENIOR HIGH SCH 


OLD SAYBROOK 


1 


2 


3 


0 


3 


2 


2 


PLAINFIELD HIGH SCHOOL 


PLAINFIELD 


3 


2 


3 


0 


2 


2 


2 


PLAINVILLE HIGH SCHOOL 


PLAINVILLE 


3 


3 


3 


0 


0 


3 


3 


TERRYVILLE HIGH SCHOOL 


PLYMOUTH 


4 


3 


3 


3 


3 


3 


3 


PORTLAND HIGH SCHOOL 


PORTLAND 


3 


3 


3 


0 


3 


2 


2 


PUTNAM HIGH SCHOOL 


PUTNAM 


1 


3 


3 


2 


2 


2 


2 


RIDGEFIELD HIGH SCHOOL 


RIDGEFIELD 


2 


3 


3 


0 


3 


3 


3 


ROCKY HILL HIGH SCHOOL 


ROCKY HILL 


2 


3 


3 


0 


2 


3 


3 


SEYMOUR HIGH SCHOOL 


SEYMOUR 


1 


2 


3 


0 


1 


2 


2 


SHELTON HIGH SCHOOL 


SHELTON 


4 


2 


2 


3 


3 


3 


3 


SIMSBURY HIGH SCHOOL 


SIMSBURY 


4 


4 


4 


4 


4 


4 


4 


SOMERS HIGH SCHOOL 


SOMERS 


2 


2 


3 


4 


3 


3 


2 


SOUTHINGTON HIGH SCHOOL 


SOUTHINGTON 


3 


3 


3 


0 


3 


4 


3 


SOUTH WINDSOR HIGH SCHOOL 


SOUTH WINDSOR 


4 


3 


3 


0 


2 


2 


2 


STAFFORD HIGH SCHOOL 


STAFFORD 


3 


2 


2 


0 


0 


3 


3 


STAMFORD HIGH SCHOOL 


STAMFORD 


2 


2 


3 


0 


2 


2 


3 


WESTHILLHIGH SCHOOL 


STAMFORD 


2 


3 


3 


1 


2 


2 


2 


STONINGTON HIGH SCHOOL 


STONINGTON 


2 


3 


3 


0 


3 


3 


3 


STRATFORD HIGH SCHOOL 


STRATFORD 


2 


3 


3 


0 


3 


3 


3 


BUNNELL HIGH SCHOOL 


STRATFORD 


2 


2 


2 


0 


2 


3 


3 


SUFFIELDHIGH SCHOOL 


SUFFIELD 


4 


2 


2 


0 


3 


3 


2 


THOMASTON HIGH SCHOOL 


THOMASTON 


4 


4 


3 


4 


3 


3 


3 


TOURTELLOTTE MEMORIAL HIGH SCH 


THOMPSON 


4 


3 


3 


1 


2 


3 


2 


TOLLAND HIGH SCHOOL 


TOLLAND 


2 


1 


1 


0 


1 


1 


1 


TORRINGTON HIGH SCHOOL 


TORRINGTON 


3 


2 


3 


3 


3 


3 


3 


TRUMBULL HIGH SCHOOL 


TRUMBULL 


2 


2 


3 


3 


3 


3 


3 


ROCKVILLE HIGH SCHOOL 


VERNON 


4 


2 


2 


0 


3 


2 


1 


LYMAN HALL HIGH SCHOOL 


WALLINGFORD 


4 


2 


3 


0 


3 


3 


3 


MARKT. SHEEHAN HIGH SCHOOL 


WALLINGFORD 


1 


2 


3 


1 


2 


3 


3 


CROSBY HIGH SCHOOL 


WATERBURY 


3 


3 


3 


0 


2 


3 


3 


WILBY HIGH SCHOOL 


WATERBURY 


2 


4 


2 


1 


2 


3 


3 


JOHN F. KENNEDY HIGH SCHOOL 


WATERBURY 


3 


3 


3 


0 


3 


3 


3 


WATERFORD HIGH SCHOOL 


WATERFORD 


4 


3 


3 


2 


3 


2 


3 


WATERTOWN HIGH SCHOOL 


WATERTOWN 


3 


4 


4 


1 


3 


3 


3 


WESTBROOK HIGH SCHOOL 


WESTBROOK 


4 


4 


4 


4 


4 


4 


4 


CONARD HIGH SCHOOL 


WEST HARTFORD 


4 


. 3 


4 


4 


3 


3 


4 


HALL HIGH SCHOOL 


WEST HARTFORD 


2 


1 


2 


0 


1 


2 


2 


WEST HAVEN HIGH SCHOOL 


WEST HAVEN 


2 


2 


2 


0 


0 


2 


3 


WESTON HIGH SCHOOL 


WESTON 


2 


3 


4 


1 


2 


3 


3 


STAPLES HIGH SCHOOL 


WESTPORT 


3 


2 


3 


4 


3 


4 


4 


WETHERSFIELD HIGH SCHOOL 


WETHERSFIELD 


2 


3 


3 


4 


3 


3 


2 


WILTON HIGH SCHOOL 


WILTON 


2 


3 


3 


3 


3 


2 


2 


WINDHAM HIGH SCHOOL 


WINDHAM 


1 


2 


3 


0 


0 


1 


2 


WINDSOR HIGH SCHOOL 


WINDSOR 


3 


2 


4 


0 


2 


3 


4 


WINDSOR LOCKS HIGH SCHOOL 


WINDSOR LOCKS 


0 


3 


3 


0 


2 


3 


3 


WOLCOTT HIGH SCHOOL 


WOLCOTT 


4 


3 


3 


0 


4 


4 


3 


HOUSATONIC VALLEY REG. H.S. 


DISTRICT NO. 1 


3 


4 


3 


4 


4 


3 


2 


VALLEY REGIONAL HIGH SCHOOL 


DISTRICT NO. 4 


4 


4 


4 


4 


4 


4 


4 


AMITY REGIONAL SENIOR HIGH SCH 


DISTRICT NO. 5 


1 


1 


2 


0 


2 


2 


4 


WAMOGO REGIONAL HIGH SCHOOL 


DISTRICT NO. 6 


2 


3 


2 


4 


2 


2 


3 


NORTHWESTERN REGIONAL 


DISTRICT NO. 7 


3 


3 


3 


3 


3 


3 


2 


RHAM HIGH SCHOOL 


DISTRICT NO. 8 


3 


2 


4 


0 


0 


2 


2 


JOEL BARLOW HIGH SCHOOL 


DISTRICT NO. 9 


2 


4 


4 


2 


3 


3 


4 


LEWIS S. MILLS HIGH SCHOOL 


DISTRICT NO. 10 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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BEST COPY AVAILABLE 



Dedicated Specialty Areas (10/1999): 
High Schools (N = 157) 



(continued.. ) 



Table 5M 



District 


School Name 


Art 

Rooms 


Music 

Rooms 


Gymnasium 


Auditorium 


Cafeteria 


Outdoor 

Athletic 

Facilities 


DISTRICT NO. 11 


PARISH HILL HIGH SCHOOL 


3 


3 


3 


2 


3 


2 


DISTRICT NO. 12 


SHEPAUG VALLEY HIGH SCHOOL 


4 


4 


2 


4 


3 


2 


DISTRICT NO. 13 


COGINCHAUG REGIONAL HIGH SCH 


3 


3 


3 


3 


3 


3 


DISTRICT NO. 14 


NONNEWAUG HIGH SCHOOL 


2 


2 


3 


3 


2 


3 


DISTRICT NO. 15 


POMPERAUG REGIONAL HIGH SCHOOL 


4 


4 


4 


4 


4 


3 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH HIGH 


3 


4 


3 


4 


4 


2 


DISTRICT NO. 18 


LYME-OLD LYME HIGH SCHOOL 


3 


2 


3 


3 


4 


3 


DISTRICT NO. 19 


E. 0. SMITH HIGH SCHOOL 


2 


2 


3 


3 


2 


3 


V-T SCHOOL SYSTEM 


BULLARD-HAVENS V-T SCHOOL 


2 


0 


2 


0 


2 


3 


V-T SCHOOL SYSTEM 


HENRY ABBOTT V-T SCHOOL 


2 


0 


3 


0 


3 


1 


V-T SCHOOL SYSTEM 


H.H. ELLIS V-T SCHOOL 


2 


0 


3 


0 


3 


3 


V-T SCHOOl. SYSTEM 


ELI WHITNEY V-T SCHOOL 


2 


0 


3 


0 


3 


3 


V-T SCHOOL SYSTEM 


A.I. PRINCE V-T SCHOOL 


3 


0 


3 


0 


3 


2 


V-T SCHOOL SYSTEM 


HOWELL CHENEY V-T SCHOOL 


2 


0 


3 


0 


3 


3 


V-T SCHOOL SYSTEM 


H.C. WILCOX V-T SCHOOL 


2 


0 


3 


0 


3 


2 


V-T SCHOOL SYSTEM 


VINAL V-T SCHOOL 


3 


0 


3 


0 


3 


4 


V-T SCHOOL SYSTEM 


E.C. GOODWIN V-T SCHOOL 


2 


0 


3 


0 


3 


3 


V-T SCHOOL SYSTEM 


NORWICH V-T SCHOOL 


2 


0 


3 


0 


2 


3 


V-T SCHOOL SYSTEM 


J.M. WRIGHT V-T SCHOOL 


2 


0 


3 


0 


3 


4 


V-T SCHOOL SYSTEM 


OLIVER WOLCOTT V-T SCHOOL 


4 


0 


3 


0 


4 


2 


V-T SCHOOL SYSTEM 


W.F. KAYNOR V-T SCHOOL 


2 


0 


3 


0 


3 


2 


V-T SCHOOL SYSTEM 


WINDHAM V-T SCHOOL 


3 


0 


3 


0 


3 


3 


V-T SCHOOL SYSTEM 


EMMETT O’BRIEN V-T SCHOOL 


2 


0 


3 


0 


3 


4 


V-T SCHOOL SYSTEM 


PLATT V-T SCHOOL 


2 


0 


3 


0 


3 


3 


V-T SCHOOL SYSTEM 


ELLA T. GRASSO SOUTHEASTERN 


3 


0 


3 


0 


3 


2 


GILBERT SCHOOL 




2 


3 


2 


3 


3 


2 


WOODSTOCK ACADEMY 




3 


3 


4 


3 


3 


3 



BEST COPY AVAILABLE 



Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate: 2 = Minimally Adequate; 1 = Less than Adequate: 0 = Not Included in Facility. 
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Dedicated Specialty Areas (10/1999): 
High Schools (N= 157) 



Educational 

Tech- 

nology 


Science 

Labs 


Library 

Media 

Center 


Language 

Labs 


Technical 
and Career 
Education 


Office 

and 

Administrative 

Space 


Guidance 

and 

Student 

Services 


School Name 


District 


2 


2 


1 


0 


3 


2 


3 


PARISH HILL HIGH SCHOOL 


DISTRICT NO. 11 


4 


4 


4 


0 


2 


4 


4 


SHEPAUG VALLEY HIGH SCHOOL 


DISTRICT NO. 12 


2 


2 


2 


0 


3 


2 


2 


COGINCHAUG REGIONAL HIGH SCH 


DISTRICT NO. 13 


2 


1 


3 


0 


0 


2 


2 


NONNEWAUG HIGH SCHOOL 


DISTRICT NO. 14 


4 


4 


3 


0 


3 


3 


4 


POMPERAUG REGIONAL HIGH SCHOOL 


DISTRICT NO. 15 


2 


3 


2 


0 


2 


3 


2 


HADDAM-KILLINGWORTH HIGH 


DISTRICT NO. 17 


1 


2 


3 


0 


1 


1 


2 


LYME-OLD LYME HIGH SCHOOL 


DISTRICT NO. 18 


2 


2 


2 


2 


2 


2 


2 


E. 0. SMITH HIGH SCHOOL 


DISTRICT NO. 19 


0 


4 


1 


0 


2 


2 


2 


BULLARD-HAVENS V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


1 


0 


3 


1 


2 


HENRY ABBOTT V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


2 


3 


H.H. ELLIS V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


3 


3 


ELI WHITNEY V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


2 


1 


A.I. PRINCE V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


2 


0 


3 


2 


2 


HOWELL CHENEY V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


3 


2 


H.C. WILCOX V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


4 


0 


3 


4 


4 


VINAL V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


3 


0 


3 


2 


4 


E.C. GOODWIN V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


2 


0 


3 


2 


2 


NORWICH V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


3 


0 


3 


3 


4 


J.M. WRIGHT V-T SCHOOL 


V-T SCHOOL SYSTEM 


4 


4 


4 


0 


4 


4 


4 


OLIVER WOLCOTT V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


2 


3 


W.F. KAYNOR V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


3 


0 


3 


4 


4 


WINDHAM V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


4 


2 


0 


3 


2 


3 


EMMETT O’BRIEN V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


3 


0 


3 


4 


4 


PLATT V-T SCHOOL 


V-T SCHOOL SYSTEM 


0 


3 


3 


0 


3 


3 


3 


ELLAT. GRASSO SOUTHEASTERN 


V-T SCHOOL SYSTEM 


1 


3 


2 


1 


3 


2 


3 




GILBERT SCHOOL 


2 


3 


2 


1 


0 


2 


2 




WOODSTOCK ACADEMY 



Rating Scale; 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 1 = Less than Adequate; 0 = Not Included in Facility. 
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Section 6 

Building Size and Capacity 



This section of the report looks at building size and current capacity. Reported items include 
square footage, site acreage, number of general classrooms, number of portable classrooms, 
building capacity (net of portable classrooms) and October 1998 enrollment. Capacity, as used 
in this survey, was determined by school districts based on current programs and usage which 
may differ significantly from originally designed capacity. For example, buildings originally 
constructed to house 30 students per classroom may now carry a capacity far less than that due 
to class size limitations in collective bargaining agreements or local board policy, 
accommodations for handicapped accessibility, and the addition of computer workstations in 
many classrooms. 

In addition, we would urge some caution in using capacity figures alone to determine a 
building’s optimum or desirable enrollment level. While there is no fixed rule, it can be argued 
that a building’s effective capacity may fall between 85 and 95 percent of its maximum capacity. 
This lower figure builds in an allowance for scheduling flexibility and reduces strain on core 
facilities that tend to be designed for use at any one time by only a fraction of a school’s total 
enrollment. It makes sense that as maximum capacity is approached, and certainly when it is 
exceeded, the condition of a building will be taxed more heavily. 

Furthermore, reliance on the maximum capacity figures only may understate additional space 
needs. To illustrate this point, the percentages of schools at or below 100 percent capacity and 
the percentages at 90 percent are compared below: 



Percentage of Schools 



Capacity Level 


Elementary 


Middle 


High 


Less than 100 percent 


75.8% 


71.1% 


87.9% 


Less than 90 percent 


47.8% 


50.6% 


61.1% 



While the vast majority of schools report being under their maximum capacity, only about half of 
elementary and middle schools and three-fifths of high schools are below 90 percent of their 
reported capacity. 

District-level data are as follows: 



Number of Districts 



Capacity Level 


Elementary 


Middle 


High 


Less than 100 percent 


80.6% 


73.1% 


89.3% 


Less than 90 percent 


49.7% 


47.9% 


59.5% 
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Section 6 

Building Size and Capacity (continued) 



About half of the school districts report elementary and middle school usage above the 90 
percent mark; about two-fifths of districts for high schools. While some additional space will 
clearly be necessary by any measure, the amount of new space will be greater if effective 
capacity is the yardstick rather than maximum capacity. 

Enrollment has grown steadily, although at a modest rate throughout this decade (17 percent 
aggregate growth since 1989). Student population has been forecast to continue to grow 
slightly for several more years before leveling off at just over 550,000. The rate of growth has 
not, however, been uniform across all districts. Some have experienced rapid 30 to 40 percent 
growth, others much less, and a few have even declined in enrollment. The need for new 
construction will not impact all districts but will continue to vary from town to town across the 
state. It may even vary within a district where the elementary school in a particular 
neighborhood becomes overcrowded while other neighborhood schools remain within capacity. 
Likewise, growth and the need for space at the elementary level may not translate into new 
space at the middle or high school level, although in many cases it does. A number of high 
schools built at the height of the baby boom enrollment peak still appear to have sufficient 
excess capacity to deal with the larger enrollments being passed on to them from lower grades. 

In addition to enrollment growth, other factors will certainly impact the space needs of schools in 
the years ahead. For example, growth in prekindergarten programs, class size reduction 
incentives in the early grades, and any move toward universal full-day kindergarten programs 
may require hundreds of additional classrooms in elementary schools across the state. The 
immersion of technology into individual classrooms with multiple workstations rather than a 
single instructional computer will shrink the effective capacity of many classrooms. 

When the overall statewide enrollment projection of 550,000 is compared to the maximum 
reported capacity figure of just over 600,000, we would caution against the conclusion that 
space presently exists for 50,000 more students. Keep in mind again that 550,000 divided by 
600,000 shows an overall utilization factor of 91.7 percent which is arguably close to the 
effective maximum usage level. 

Individual differences from town to town and region to region will dictate additional space needs 
in some areas even though others may remain within existing capacity. This pattern suggests 
to us that construction activity in Connecticut will continue to be a mix of renovations to existing 
facilities along with building additions. There will also be some new facilities built where 
expansion is not a viable option and where the age and condition of an existing facility warrants 
total replacement of a building. 
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Building Size and Capacity (10/1999) 
Elementary Schools (N = 645) 




General 


Portable 


Portables 


Table 6A 




Square 


Class- 


Class- 


in Use 


Oct 1998 


District School Name 


Footage 


Acreage rooms 


rooms 


Since 


Capacity Enrollment 



ANDOVER 


ANDOVER ELEMENTARY SCHOOL 


53,543 


10 


16 






400 


314 


ANSONIA 


LINCOLN-HAYES SCHOOL 


15,165 


1 


13 


1 


1967 


330 


317 


ANSONIA 


MEAD SCHOOL 


40,381 


5 


18 






451 


392 


ANSONIA 


PECK SCHOOL 


19,127 


1 


15 






370 


324 


ANSONIA 


WILLIS SCHOOL 


29,327 


1 


11 






200 


192 


ASHFORD 


ASHFORD SCHOOL 


100,000 


42 


34 






600 


552 


AVON 


ROARING BROOK SCHOOL 


75,000 


20 


55 






700 


714 


AVON 


PINE GROVE SCHOOL 


85,090 


21 


32 






609 


609 


BARKHAMSTED 


BARKHAMSTED ELEMENTARY 


47,065 


10 


25 






510 


362 


BERLIN 


RICHARD D. HUBBARD SCHOOL 


45,500 


7 


13 






325 


277 


BERLIN 


EMMA HART WILLARD SCHOOL 


89,900 


20 


29 






720 


623 


BERLIN 


MARY E. GRISWOLD SCHOOL 


63,700 


26 


28 






600 


585 


BETHANY 


BETHANY COMMUNITY SCHOOL 


80,000 


15 


37 






600 


555 


BETHEL 


FRANK A. BERRY SCHOOL 


57,000 


26 


26 






625 


484 


BETHEL 


ANNAH. ROCKWELL SCHOOL 


57,000 


24 


27 






600 


498 


BETHEL 


RALPH M.T. JOHNSON SCHOOL 


80,000 


14 


32 






725 


523 


BLOOMFIELD 


J.P. VINCENT SCHOOL 


45,982 


14 


17 






391 


403 


BLOOMFIELD 


METACOMET SCHOOL 


33,515 


16 


15 






345 


332 


BLOOMFIELD 


LAUREL SCHOOL 


34,543 


20 


15 






345 


339 


BOLTON 


BOLTON CENTER SCHOOL 


96,542 


27 


40 






830 


669 


BOZRAH 


FIELDS MEMORIAL SCHOOL 


58,503 


6 


18 






480 


257 


BRANFORD 


MARY T. MURPHY SCHOOL 


53,000 


7 


24 






564 


558 


BRANFORD 


MARY R. TISKO SCHOOL 


53,000 


12 


23 






564 


499 


BRANFORD 


JOHN B. SLINEY SCHOOL 


54,000 


2 


24 






524 


469 


BRIDGEPORT 


BARNUM SCHOOL 


47,700 


2 


19 






505 


417 


BRIDGEPORT 


BEARDSLEY SCHOOL 


70,553 


2 


24 






675 


754 


BRIDGEPORT 


BLACK ROCK SCHOOL 


44,405 


2 


17 






455 


300 


BRIDGEPORT 


BRYANT SCHOOL 


44,095 


1 


19 






550 


556 


BRIDGEPORT 


COLUMBUS SCHOOL 


125,000 


4 


41 






1,085 


876 


BRIDGEPORT 


EDISON SCHOOL 


17,466 


1 


15 






415 


427 


BRIDGEPORT 


GARFIELD SCHOOL 


46,687 


1 


14 






450 


329 


BRIDGEPORT 


LUIS MUNOZ MARIN SCHOOL 


102,327 


23 


36 






1,080 


1,012 


BRIDGEPORT 


HALL SCHOOL 


44,007 


1 


14 






385 


384 


BRIDGEPORT 


HALLEN SCHOOL 


38,325 


1 


16 






450 


415 


BRIDGEPORT 


HOOKER SCHOOL 


20,870 


2 


21 






405 


412 


BRIDGEPORT 


HOWE SCHOOL 


90,000 


1 


26 






730 


644 


BRIDGEPORT 


PARK CITY MAGNET SCHOOL 


33,024 


16 


21 






590 


497 


BRIDGEPORT 


LONGFELLOW SCHOOL 


81,000 


6 


27 






740 


634 


BRIDGEPORT 


MADISON SCHOOL 


15,240 


1 


21 






510 


495 


BRIDGEPORT 


MAPLEWOOD SCHOOL 


38,800 


1 


21 






530 


480 


BRIDGEPORT 


MCKINLEY SCHOOL 


57,900 


2 


22 






620 


475 


BRIDGEPORT 


NEWFIELD SCHOOL 


8,000 


1 


9 






255 


194 


BRIDGEPORT 


READ SCHOOL 


81,850 


3 


33 






950 


939 


BRIDGEPORT 


ROOSEVELT SCHOOL 


103,000 


8 


48 






1,290 


1,082 


BRIDGEPORT 


WALTERSVILLE SCHOOL 


90,300 


2 


30 






865 


513 


BRIDGEPORT 


WEBSTER SCHOOL 


21,864 


1 


10 






300 


325 


BRIDGEPORT 


WINTHROP SCHOOL 


90,110 


6 


32 


3 


1997 


910 


797 


BRIDGEPORT 


CROSS SCHOOL 


90,000 


11 


23 






630 


515 


BRIDGEPORT 


BLACKHAM SCHOOL 


140,000 


11 


53 






1,395 


1,299 


BRIDGEPORT 


DUNBAR SCHOOL 


79,500 


2 


31 






895 


702 


BRIDGEPORT 


CURIALE SCHOOL 


79,506 


3 


32 






970 


904 


BRIDGEPORT 


SKANE CENTER 


19,800 


8 


11 


2 


1996 


240 


187 


BRIDGEPORT 


HIGH HORIZONS MAGNET SCHOOL 


35,000 


7 


19 






450 


455 


BRIDGEPORT 


MULTICULTURAL MAGNET SCHOOL 


35,000 


7 


19 






450 


451 


BRISTOL 


CLARENCE A. BINGHAM SCHOOL 


40,000 


3 


15 






363 


278 


BRISTOL 


EDGEWOOD SCHOOL 


44,000 


15 


18 






431 


401 


BRISTOL 


GREENE-HILLS SCHOOL 


50,000 


15 


22 






474 


400 


BRISTOL 


JOHN J. JENNINGS SCHOOL 


40,000 


6 


20 






421 


323 


BRISTOL 


CLARA T. O’CONNELL SCHOOL 


50,000 


4 


28 






440 


398 


BRISTOL 


SOUTH SIDE SCHOOL 


87,000 


17 


29 






569 


538 


BRISTOL 


STAFFORD SCHOOL 


61,000 


22 


34 






491 


438 


BRISTOL 


ELLEN P. HUBBELL SCHOOL 


63,000 


20 


28 






529 


523 


BRISTOL 


MOUNTAIN VIEW SCHOOL 


45,000 


11 


23 






441 


353 


BRISTOL 


IVY DRIVE SCHOOL 


43,000 


17 


23 






480 


376 


BROOKFIELD 


CENTER ELEMENTARY SCHOOL 


54,000 


8 


22 






462 


527 
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BROOKFIELD 


HUCKLEBERRY HILL ELEMENTARY SC 


70,450 


46 


32 


4 


1985 


690 


687 


BROOKLYN 


BROOKLYN ELEMENTARY SCHOOL 


75,563 


15 


39 






630 


540 


CANAAN 


LEE H KELLOGG SCHOOL 


21,868 


4 


11 






175 


120 


CANTERBURY 


CANTERBURY ELEMENTARY SCHOOL 


54,000 


29 


33 






560 


329 


CANTON 


CHERRY BROOK SCHOOL 


56,700 


14 


23 






575 


498 


CANTON 


CANTON INTERMEDIATE SCHOOL 


60,136 


7 


17 






400 


371 


CHAPLIN 


CHAPLIN ELEMENTARY SCHOOL 


43,500 


13 


17 






478 


215 


CHESHIRE 


CHAPMAN SCHOOL 


50,104 


6 


19 


2 


1970 


390 


373 


CHESHIRE 


DARCEY SCHOOL 


29,000 


12 


16 






470 


425 


CHESHIRE 


HIGHLAND SCHOOL 


104,000 


25 


42 


2 


1988 


880 


851 


CHESHIRE 


NORTON SCHOOL 


45,081 


15 


24 






480 


498 


CHESHIRE 


DOOLITTLE SCHOOL 


61,711 


25 


30 






600 


597 


CHESTER 


CHESTER ELEMENTARY SCHOOL 


44,200 


8 


23 






400 


336 


CLINTON 


ABRAHAM PIERSON SCHOOL 


39,435 


4 


17 






419 


364 


CLINTON 


LEWIN G. JOEL JR. SCHOOL 


91,270 


52 


38 


7 


1986 


834 


738 


COLCHESTER 


JACK JACKTER ELEMENTARY 


77,000 


10 


40 


8 


1997 


850 


1,013 


COLCHESTER 


COLCHESTER INTERMEDIATE SCHOOL 


65,000 


5 


25 


4 


1998 


400 


482 


COLE BROOK 


COLEBROOK CONSOLIDATED SCHOOL 


19,630 


13 


9 






179 


146 


COLUMBIA 


HORACE W. PORTER SCHOOL 


100,000 


33 


39 






750 


703 


CORNWALL 


CORNWALL CONSOLIDATED SCHOOL 


■ 31 ,000 


4 


12 






225 


202 


COVENTRY 


COVENTRY GRAMMAR SCHOOL 


43,000 


21 


26 






446 


472 


COVENTRY 


GEORGE HERSEY ROBERTSON SCHOOL 


30,400 


20 


16 


1 


1997 


347 


349 


CROMWELL 


EDNA C. STEVENS SCHOOL 


68,600 


11 


37 


3 


1988 


764 


762 


DANBURY 


HAYESTOWN AVENUE SCHOOL 


57,102 


14 


27 






587 


409 


DANBURY 


MILL RIDGE PRIMARY SCHOOL 


42,254 


13 


18 






430 


328 


DANBURY 


MORRIS STREET SCHOOL 


51,556 


2 


19 






450 


322 


DANBURY 


PARK AVENUE SCHOOL 


51,055 


10 


18 






430 


382 


DANBURY 


SOUTH STREET SCHOOL 


42,261 


2 


15 






371 


315 


DANBURY 


GREAT PLAIN SCHOOL 


46,534 


9 


19 






450 


335 


DANBURY 


SHELTER ROCK SCHOOL 


50,125 


12 


20 






450 


363 


DANBURY 


KING STREET PRIMARY SCHOOL 


59,516 


4 


22 






508 


386 


DANBURY 


ROBERTS AVENUE SCHOOL 


35,000 


2 


15 


4 


1988 


371 


303 


DANBURY 


PEMBROKE SCHOOL 


55,330 


20 


22 






508 


343 


DANBURY 


STADLEY ROUGH SCHOOL 


57,151 


16 


21 






489 


433 


DANBURY 


KING STREET INTERMEDIATE 


42,600 


4 


16 






391 


295 


DANBURY 


MILL RIDGE INTERMEDIATE 


62,639 


13 


25 






520 


394 


DARIEN 


HINDLEY ELEMENTARY SCHOOL 


56,495 


8 


22 


2 


1994 


484 


390 


DARIEN 


ROYLE ELEMENTARY SCHOOL 


57,450 


8 


22 


3 


1990 


484 


389 


DARIEN 


TOKENEKE ELEMENTARY SCHOOL 


46,690 


12 


22 


1 


1984 


484 


392 


DARIEN 


HOLMES.ELEMENTARY SCHOOL 


63,266 


5 


22 






484 


425 


DARIEN 


OX RIDGE ELEMENTARY SCHOOL 


58,344 


10 


22 


5 


1987 


484 


449 


DEEP RIVER 


DEEP RIVER ELEMENTARY SCHOOL 


52,664 


7 


26 






464 


427 


DERBY 


IRVING SCHOOL 


59,100 


5 


23 






500 


495 


DERBY 


BRADLEY SCHOOL 


59,462 


17 


22 






500 


461 


EASTFORD 


EASTFORD ELEMENTARY SCHOOL 


36,000 


3 


11 


1 


1989 


276 


184 


EAST GRANBY 


ALLGROVE SCHOOL 


34,000 


18 


16 






340 


253 


EAST GRANBY 


R. DUDLEY SEYMOUR SCHOOL 


23,000 


15 


8 






200 


148 


EAST HADDAM 


EAST HADDAM ELEMENTARY 


75,779 


20 


34 


2 


1982 


613 


709 


EAST HAMPTON 


MEMORIAL SCHOOL 


80,724 


15 


34 






784 


688 


EAST HAMPTON 


CENTER SCHOOL 


43,425 


7 


16 






408 


325 


EAST HARTFORD 


JOSEPH 0. GOODWIN SCHOOL 


54,200 


9 


23 






718 


399 


EAST HARTFORD 


HOCKANUM SCHOOL 


51,800 


10 


17 






518 


384 


EAST HARTFORD 


DR. FRANKLIN H. MAYBERRY 


49,000 


7 


20 






475 


548 


EAST HARTFORD 


ANNA E. NORRIS SCHOOL 


37,000 


2 


15 






350 


444 


EAST HARTFORD 


DR. THOMAS S. O’CONNELL SCHOOL 


49,932 


6 


20 






500 


474 


EAST HARTFORD 


SILVER LANE SCHOOL 


36,000 


4 


14 






525 


399 


EAST HARTFORD 


ROBERT J. O’BRIEN SCHOOL 


60,800 


16 


24 






775 


594 


EAST HARTFORD 


GOVERNOR WM. PITKIN SCHOOL 


44,420 


15 


15 






531 


449 


EAST HARTFORD 


DR. JOHN A. LANGFORD SCHOOL 


49,800 


10 


19 






475 


474 


EAST HARTFORD 


WILLOWBROOK EARLY CHILDHOOD 


19,140 


5 


12 


4 


1999 


360 


359 


EAST HAVEN 


DEER RUN SCHOOL 


40,664 


24 


24 






553 


403 


EAST HAVEN 


MOMAUGUIN SCHOOL 


40,000 


8 


18 






335 


326 


EAST HAVEN 


GROVE J. TUTTLE SCHOOL 


35,185 


2 


14 






325 


285 


EAST HAVEN 


DOMINICK H. FERRARA SCHOOL 


22,304 


9 


10 






225 


202 


EAST HAVEN 


D.C. MOORE SCHOOL 


37,912 


37 


21 






425 


290 
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EAST HAVEN 


ROBERT W. CARBONE SCHOOL 


33,370 


19 


23 






446 


420 


EAST HAVEN 


ACADAMY SCHOOL 


40,000 


7 


20 






500 


241 


EAST LYME 


FLANDERS SCHOOL 


84,207 


8 


28 






555 


630 


EAST LYME 


NIANTIC CENTER SCHOOL 


50,643 


6 


25 






386 


366 


EAST LYME 


LILLIE B. HAYNES SCHOOL 


41.568 


34 


21 






470 


415 


EASTON 


SAMUEL STAPLES ELEMENTARY 


67.270 


14 


28 






600 


660 


EAST WINDSOR 


BROAD BROOK ELEMENTARY SCHOOL 


52,903 


14 


24 






525 


387 


EAST WINDSOR 


EAST WINDSOR INTERMEDIATE SCH 


83.035 


46 


24 






649 


537 


ELLINGTON 


CENTER SCHOOL 


32,000 


4 


18 






259 


246 


ELLINGTON 


CRYSTAL LAKE SCHOOL 


27,000 


8 


11 






204 


177 


ELLINGTON 


WINDERMERE SCHOOL 


80,000 


13 


38 






800 


791 


ENFIELD 


ENFIELD STREET SCHOOL 


35,838 


13 


17 






391 


313 


ENFIELD 


HAZARDVILLE MEMORIAL SCHOOL 


43,470 


6 


19 






435 


417 


ENFIELD 


NATHAN HALE SCHOOL 


29,667 


6 


15 






328 


297 


ENFIELD 


HARRIET BEECHER STOWE SCHOOL 


36.538 


28 


15 






348 


295 


ENFIELD 


EDGAR H. PARKMAN SCHOOL 


45,316 


15 


21 






477 


491 


ENFIELD 


PRUDENCE CRANDALL SCHOOL 


44,818 


16 


24 






456 


498 


ENFIELD 


ELI WHITNEY SCHOOL 


43,589 


10 


22 






477 


459 


ENFIELD 


THOMAS G. ALCORN SCHOOL 


53,950 


53 


23 






460 


321 


ENFIELD 


HENRY BARNARD SCHOOL 


45,676 


20 


23 






488 


510 


ESSEX 


ESSEX ELEMENTARY SCHOOL 


73,800 


14 


37 






650 


502 


FAIRFIELD 


DWIGHT ELEMENTARY SCHOOL 


41,000 


31 


18 


3 


1987 


396 


479 


FAIRFIELD 


HOLLAND HILL SCHOOL 


41,964 


13 


16 


2 


1990 


352 


362 


FAIRFIELD 


MCKINLEY SCHOOL 


51,780 


17 


22 






484 


419 


FAIRFIELD 


MILL HILL SCHOOL 


43,229 


10 


17 


4 


1994 


374 


468 


FAIRFIELD 


RIVERFIELD SCHOOL 


45,140 


30 


17 


1 


1995 


374 


372 


FAIRFIELD 


SHERMAN SCHOOL 


40,387 


10 


15 


3 


1990 


330 


379 


FAIRFIELD 


STRATFIELD SCHOOL 


39,039 


7 


17 


3 


1994 


374 


416 


FAIRFIELD 


NORTH STRATFIELD SCHOOL 


61,110 


10 


22 






484 


465 


FAIRFIELD 


JENNINGS SCHOOL 


45,300 


7 


17 






374 


319 


FAIRFIELD 


OSBORN HILL SCHOOL 


49,146 


11 


20 






440 


401 


FARMINGTON 


UNION SCHOOL 


43,000 


10 


21 






460 


414 


FARMINGTON 


NOAH WALLACE SCHOOL 


52,000 


4 


27 






580 


577 


FARMINGTON 


WEST DISTRICT SCHOOL 


44.860 


40 


22 






480 


419 


FARMINGTON 


EAST FARMS SCHOOL 


50.260 


20 


24 


3 


1999 


520 


556 


FRANKLIN 


FRANKLIN ELEMENTARY SCHOOL 


67,460 


19 


27 






385 


192 


GLASTONBURY 


BUTTONBALL LANE SCHOOL 


58,272 


27 


29 






625 


575 


GLASTONBURY 


EASTBURY SCHOOL 


41,605 


15 


21 


4 


1988 


425 


452 


GLASTONBURY 


HEBRON AVENUE SCHOOL 


56,642 


16 


28 






550 


597 


GLASTONBURY 


HOPEWELL SCHOOL 


52,548 


26 


29 






614 


615 


GLASTONBURY 


NAUBUC SCHOOL 


68.069 


11 


28 






575 


515 


GLASTONBURY 


ACADEMY SCHOOL 


49,289 


36 


25 






377 


443 


GRANBY 


FRANK M. KEARNS PRIMARY SCHOOL 


28,515 


8 


18 






484 


465 


GRANBY 


WELLS ROAD INTERMEDIATE SCHOOL 


18,484 


9 


9 






225 


199 


GRANBY 


KELLY LANE INTERMEDIATE SCHOOL 


26.700 


15 


13 






290 


277 


GREENWICH 


COS COB SCHOOL 


83,270 


6 


24 






480 


486 


GREENWICH 


JULIAN CURTISS SCHOOL 


69,600 


16 


20 






400 


374 


GREENWICH 


GLENVILLE SCHOOL 


65,000 


20 


22 






440 


442 


GREENWICH 


HAMILTON AVENUE SCHOOL 


58,800 


4 


15 






300 


302 


GREENWICH 


NEW LEBANON SCHOOL 


25,150 


7 


13 






260 


261 


GREENWICH 


NORTH MIANUS SCHOOL 


61,560 


10 


23 






460 


453 


GREENWICH 


NORTH STREET SCHOOL 


58.063 


23 


25 






500 


526 


GREENWICH 


OLD GREENWICH SCHOOL 


75.187 


11 


28 






560 


562 


GREENWICH 


RIVERSIDE SCHOOL 


62.600 


11 


25 






500 


518 


GREENWICH 


PARKWAY SCHOOL 


52,100 


16 


21 






420 


427 


GREENWICH 


DUNDEE SCHOOL 


52,126 


11 


18 






360 


93 


GRISWOLD 


GRISWOLD ELEMENTARY SCHOOL 


55,288 


15 


30 






700 


697 


GRISWOLD 


GRISWOLD INTERMEDIATE SCHOOL 


73,450 


36 


25 






475 


447 


GROTON 


S.B. BUTLER SCHOOL 


34,750 


9 


13 


3 


1970 


350 


437 


GROTON 


CLAUDE CHESTER SCHOOL 


43,581 


10 


19 






505 


473 


GROTON 


COLONEL LEDYARD SCHOOL 


20,050 


9 


6 






172 


166 


GROTON 


EASTERN POINT SCHOOL 


54,443 


8 


17 






480 


379 


GROTON 


GROTON HEIGHTS SCHOOL 


24,656 


2 


7 






161 


141 


GROTON 


NOANK SCHOOL 


28.635 


6 


14 






336 


303 


GROTON 


PLEASANT VALLEY SCHOOL 


40,408 


9 


14 


4 


1970 


356 


396 
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GROTON 


WILLIAM SEELY SCHOOL 


29.758 


14 


11 






287 


178 


GROTON 


MARY MORRISSON SCHOOL 


42,240 


13 


17 


2 


1991 


442 


455 


GROTON 


CHARLES BARNUM SCHOOL 


43,513 


16 


16 


2 


1991 


419 


401 


GUILFORD 


GUILFORD LAKES SCHOOL 


63.600 


12 


23 






506 


439 


GUILFORD 


MELISSA JONES SCHOOL 


54.641 


10 


20 






440 


406 


GUILFORD 


CALVIN LEETE SCHOOL 


46.559 


18 


16 






352 


248 


GUILFORD 


A.W. COX SCHOOL 


47,158 


20 


18 






396 


349 


HAMDEN 


SHEPHERD GLEN SCHOOL 


56.000 


20 


17 






477 


330 


HAMDEN 


CHURCH STREET SCHOOL 


68.600 


3 


28 






438 


502 


HAMDEN 


DUNBAR HILL SCHOOL 


51,000 


12 


18 






334 


366 


HAMDEN 


HELEN STREET SCHOOL 


47,500 


2 


20 






350 


395 


HAMDEN 


ALICE PECK SCHOOL 


46,540 


13 


18 






300 


320 


HAMDEN 


SPRING GLEN SCHOOL 


64.000 


4 


22 






456 


410 


HAMDEN 


RIDGE HILL SCHOOL 


96.000 


13 


22 






560 


432 


HAMDEN 


BEAR PATH SCHOOL 


41,000 


21 


19 






340 


343 


HAMDEN 


WEST WOODS SCHOOL 


82,000 


44 


24 






510 


478 


HAMPTON 


HAMPTON ELEMENTARY SCHOOL 


34.560 


8 


15 






391 


185 


HARTFORD 


SAND EVERYWHERE SCHOOL 


81 .684 


3 


24 






480 


370 


HARTFORD 


BARBOUR SCHOOL 


49,000 


19 


17 






340 


211 


HARTFORD 


BARNARD-BROWN SCHOOL 


98,245 


2 


32 






640 


452 


HARTFORD 


BATCHELDER SCHOOL 


96,715 


8 


31 






723 


571 


HARTFORD 


BURNS SCHOOL 


109,850 


8 


40 






800 


666 


HARTFORD 


DWIGHT SCHOOL 


60.869 


1 


21 


9 


1996 


420 


585 


HARTFORD 


M. D. FOX ELEMENTARY SCHOOL 


130,000 


6 


43 






860 


1,024 


HARTFORD 


HOOKER SCHOOL 


70,000 


12 


30 






600 


279 


HARTFORD 


KENNELLY SCHOOL 


89.376 


3 


25 


6 


1996 


500 


911 


HARTFORD 


KINSELLA SCHOOL 


96.741 


2 


37 






520 


537 


HARTFORD 


NAYLOR SCHOOL 


56.000 


5 


21 


4 


1990 


420 


548 


HARTFORD 


PARKVILLE COMMUNITY 


96.971 


4 


31 


12 


1987 


620 


776 


HARTFORD 


M. L. KING SCHOOL 


152,000 


12 


50 






1,000 


663 


HARTFORD 


RAWSON SCHOOL 


58,000 


4 


21 






420 


392 


HARTFORD 


TWAIN SCHOOL 


70,000 


6 


25 






500 


438 


HARTFORD 


MILNER SCHOOL 


93,432 


3 


30 






600 


552 


HARTFORD 


WEBSTER SCHOOL 


64.000 


3 


27 






540 


520 


HARTFORD 


WEST MIDDLE SCHOOL 


91,273 


3 


27 


10 


1988 


540 


934 


HARTFORD 


WISH SCHOOL 


90,402 


19 


34 






680 


428 


HARTFORD 


BURR SCHOOL 


59,000 


7 


28 


7 


1988 


560 


657 


HARTFORD 


CLARK SCHOOL 


104,004 


7 


33 






660 


592 


HARTFORD 


FISHER SCHOOL 


102,400 


6 


34 


2 


1987 


680 


730 


HARTFORD 


SIMPSON-WAVERLY SCHOOL 


104,275 


4 


33 






646 


425 


HARTFORD 


DR. RAMON E. BETANCES SCHOOL 


75,980 


1 


22 


6 


1989 


420 


434 


HARTFORD 


SANCHEZ SCHOOL 


130,360 


1 


28 






560 


522 


HARTFORD 


MONTESSORI/MT LAURAL 


25,800 


1 


7 






140 


106 


HARTFORD 


MOYLAN ELEMENTARY 


141,875 


3 


37 






800 


768 


HARTLAND 


HARTLAND ELEMENTARY SCHOOL 


32.655 


10 


23 


1 


1988 


325 


312 


HEBRON 


HEBRON ELEMENTARY SCHOOL 


45,408 


8 


18 


4 


1993 


431 


427 


HEBRON 


GILEAD HILL SCHOOL 


52.110 


25 


27 






557 


548 


KENT 


KENT CENTER SCHOOL 


55,000 


1 


18 






408 


340 


KILLINGLY 


KILLINGLY CENTRAL SCHOOL 


50,000 


10 


26 






550 


463 


KILLINGLY 


KILLINGLY MEMORIAL SCHOOL 


62,000 


3 


26 


1 


1968 


625 


596 


KILLINGLY 


GOODYEAR EARLY CHILDHOOD CTR 


11,000 


28 


6 






100 


140 


LEBANON 


LEBANON ELEMENTARY SCHOOL 


55,030 


7 


27 






525 


506 


LEDYARD 


LEDYARD CENTER SCHOOL 


42,000 


6 


24 






560 


487 


LEDYARD 


GALES FERRY SCHOOL 


24,000 


6 


12 


1 


1995 


320 


307 


LEDYARD 


JULIET W. LONG SCHOOL 


37.600 


7 


19 






440 


416 


LEDYARD 


GALLUP HILL SCHOOL 


41,950 


6 


21 






465 


371 


LISBON 


LISBON CENTRAL SCHOOL 


74,100 


28 


34 






680 


616 


LITCHFIELD 


CENTER SCHOOL 


56,000 


4 


22 






468 


481 


LITCHFIELD 


LITCHFIELD INTERMEDIATE SCHOOL 


60,030 


18 


17 






340 


337 


MADISON 


J. MILTON JEFFREY ELEMENTARY 


42,481 


16 


25 






550 


499 


MADISON 


ISLAND AVENUE ELEMENTARY 


27,150 


8 


12 


6 


1993 


360 


349 


MADISON 


KATHLEEN H. RYERSON ELEMENTARY 


38,523 


31 


21 






420 


451 


MADISON 


ACADEMY ELEMENTARY SCHOOL 


42,790 


5 


17 






374 


333 


MANCHESTER 


BOWERS SCHOOL 


54.637 


10 


22 






606 


532 


MANCHESTER 


BUCKLEY SCHOOL 


57,357 


10 


14 






450 


368 




1 
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Building Size and Capacity (10/1999) 
Elomentary Schools (N = 645) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


MANCHESTER 


HIGHLAND PARK SCHOOL ' 


28,640 


13 


14 






350 


282 


MANCHESTER 


KEENEY SCHOOL 


50,200 


25 


23 






500 


416 


MANCHESTER 


NATHAN HALE SCHOOL 


48,000 


3 


18 






523 


388 


MANCHESTER 


ROBERTSON SCHOOL 


48,190 


4 


22 


2 


1999 


520 


407 


MANCHESTER 


VERPLANCK SCHOOL 


54,800 


14 


20 






512 


443 


MANCHESTER 


WADDELL SCHOOL 


66,363 


11 


22 






571 


444 


MANCHESTER 


WASHINGTON SCHOOL 


60,500 


8 


17 






541 


325 


MANCHESTER 


MARTIN SCHOOL 


34,961 


18 


11 






290 


247 


MANSFIELD 


DOROTHY C. GOODWIN 


37,864 


12 


20 






403 


299 


MANSFIELD 


ANNIE E. VINTON SCHOOL 


35,654 


22 


20 






374 


253 


MANSFIELD 


SOUTHEAST ELEMENTARY SCHOOL 


33,276 


16 


18 






332 


238 


MARLBOROUGH 


MARLBOROUGH ELEMENTARY 


98,341 


6 


38 






. 826 


660 


MERIDEN 


BENJAMIN FRANKLIN SCHOOL 


71,260 


6 


26 






620 


421 


MERIDEN 


HANOVER SCHOOL 


64,137 


6 


31 






585 


632 


MERIDEN 


ISRAEL PUTNAM SCHOOL 


58,253 


5 


25 






620 


570 


MERIDEN 


JOHN BARRY SCHOOL 


77,705 


6 


26 






620 


618 


MERIDEN 


NATHAN HALE SCHOOL 


71,060 


8 


28 


3 


1987 


670 


677 


MERIDEN 


ROGER SHERMAN SCHOOL 


64,631 


6 


24 






620 


575 


MERIDEN 


THOMAS HOOKER SCHOOL 


44,975 


14 


21 






487 


462 


MERIDEN 


CASIMIR PULASKI SCHOOL 


69,038 


6 


31 






646 


712 


MIDDLETOWN 


SPENCER SCHOOL 


48,534 


16 


21 






400 


344 


MIDDLETOWN 


BIELEFIELD SCHOOL 


42,275 


5 


20 






360 


346 


MIDDLETOWN 


FARM HILL SCHOOL 


52,343 


4 


22 






475 


355 


MIDDLETOWN 


MACDONOUGH SCHOOL 


41,348 


1 


14 






300 


253 


MIDDLETOWN 


SNOW SCHOOL 


65,571 


25 


26 






550 


424 


MIDDLETOWN 


MOODY SCHOOL 


45,934 


33 


20 






450 


341 


MIDDLETOWN 


LAWRENCE SCHOOL 


51,820 


61 


24 






385 


321 


MIDDLETOWN 


WESLEY SCHOOL 


47,778 


15 


19 






425 


338 


MIDDLETOWN 


KEIGWIN SCHOOL 


87,372 


48 


21 






700 


360 


MILFORD 


CALF PEN MEADOW SCHOOL 


47,300 


13 


29 






460 


384 


MILFORD 


MEADOWSIDE SCHOOL 


44,905 


10 


29 






460 


422 


MILFORD 


ORANGE AVENUE SCHOOL 


44,000 


10 


26 






430 


373 


MILFORD 


PUMPKIN DELIGHT SCHOOL 


42,890 


10 


22 






380 


337 


MILFORD 


SIMON LAKE SCHOOL 


45,445 


3 


28 






450 


389 


MILFORD 


LIVE OAKS SCHOOL 


45,970 


13 


26 






450 


392 


MILFORD 


MATHEWSON SCHOOL 


42,485 


14 


26 






430 


377 


MILFORD 


ORCHARD HILLS SCHOOL 


49,450 


6 


29 






460 


482 


MILFORD 


J.F. KENNEDY SCHOOL 


47,597 


12 


29 






460 


431 


MONROE 


MONROE ELEMENTARY SCHOOL 


59,000 


15 


19 






437 


376 


MONROE 


STEPNEY ELEMENTARY SCHOOL 


60,551 


33 


30 






598 


535 


MONROE 


FAWN HOLLOW ELEMENTARY SCHOOL 


66,066 


20 


34 






713 


649 


MONTVILLE 


MOHEGAN SCHOOL 


50,823 


16 


25 






584 


504 


MONTVILLE 


OAKDALE SCHOOL 


45,770 


16 


19 






430 


399 


MONTVILLE 


DR. CHARLES E. MURPHY SCHOOL 


51,935 


16 


26 






528 


525 


NAUGATUCK 


CENTRAL AVENUE SCHOOL 


44,058 


2 


16 






315 


322 


NAUGATUCK 


CROSS STREET SCHOOL 


37,750 


6 


17 






337 


354 


NAUGATUCK 


MAPLE HILL SCHOOL 


76,000 


31 


28 






535 


490 


NAUGATUCK 


HOP BROOK SCHOOL 


55,000 


5 


23 






403 


446 


NAUGATUCK 


PROSPECT STREET SCHOOL 


37,267 


4 


14 


2 


1999 


322 


331 


NAUGATUCK 


SALEM SCHOOL 


41,000 


2 


15 






381 


246 


NAUGATUCK 


WESTERN SCHOOL 


36,000 


5 


16 






381 


379 


NAUGATUCK 


ANDREW AVENUE SCHOOL 


38,590 


9 


13 






297 


292 


NEW BRITAIN 


CHAMBERLAIN SCHOOL 


86,577 


8 


29 


4 


1988 


696 


613 


NEW BRITAIN 


GAFFNEY SCHOOL 


66,942 


7 


25 


4 


1988 


571 


572 


NEW BRITAIN 


HOLMES SCHOOL 


65,912 


4 


29 






761 


591 


NEW BRITAIN 


JEFFERSON SCHOOL 


63,568 


4 


20 


2 


1988 


524 


469 


NEW BRITAIN 


LINCOLN SCHOOL 


54,630 


6 


21 


4 


1988 


549 


472 


NEW BRITAIN 


NORTHEND SCHOOL 


40,581 


1 


13 






337 


300 


NEW BRITAIN 


DILORETO MAGNET 


90,407 


12 


31 


4 


1988 


697 


676 


NEW BRITAIN 


SMALLEY ACADEMY 


81,878 


7 


34 






798 


637 


NEW BRITAIN 


SMITH SCHOOL 


86,140 


12 


30 






799 


645 


NEW BRITAIN 


VANCE SCHOOL 


40,122 


5 


16 


8 


1988 


424 


489 


NEW CANAAN 


SOUTH SCHOOL 


80,937 


12 


27 






600 


475 


NEW CANAAN 


WEST SCHOOL 


82,002 


15 


27 






600 


596 


NEW CANAAN 


EAST SCHOOL 


81,272 


20 


27 






600 


522 
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NEW FAIRFIELD 


CONSOLIDATED SCHOOL 


83,074 


25 


26 






611 


726 


NEW FAIRFIELD 


MEETING HOUSE HILL SCHOOL 


93,350 


25 


37 






770 


676 


NEW HARTFORD 


BAKERVILLE CONSOLIDATED SCHOOL 


13,349 


5 


6 






148 


122 


NEW HARTFORD 


NEW HARTFORD ELEMENTARY SCHOOL 


18.765 


7 


7 






151 


118 


NEW HARTFORD 


ANN ANTOLINl SCHOOL 


58,177 


112 


21 






552 


418 


NEW HAVEN 


BARNARD SCHOOL 


31,820 


3 


10 






250 


220 


NEW HAVEN 


BEECHER SCHOOL 


30,335 


2 


19 






425 


397 


NEW HAVEN 


KATHERINE BRENNAN^SCHOOL 


53,203 


11 


22 






425 


416 


NEW HAVEN 


CLINTON AVENUE SCHOOL 


53,988 


3 


20 






450 


461 


NEW HAVEN 


HILL CENTRAL SCHOOL 


71,382 


4 


30 






700 


626 


NEW HAVEN 


DAVIS STREET MAGNET 


48,880 


3 


19 






340 


390 


NEW HAVEN 


TIMOTHY DWIGHT SCHOOL 


40,058 


4 


20 






520 


431 


NEW HAVEN 


EDGEWOOD SCHOOL 


46.315 


2 


19 






485 


404 


NEW HAVEN 


NATHAN HALE SCHOOL 


38,856 


2 


21 


3 


1925 


540 


552 


NEW HAVEN 


BENJAMIN JEPSON MAGNET SCHOOL 


23,000 


1 


11 






150 


228 


NEW HAVEN 


LINCOLN-BASSETT SCHOOL 


83,200 


4 


27 






500 


401 


NEW HAVEN 


PRINCE SCHOOL 


23,786 


1 


10 






260 


239 


NEW HAVEN 


VINCENT E. MAURO SCHOOL 


50,000 


3 


22 






583 


541 


NEW HAVEN 


STRONG TRANSITIONAL MAGNET ACA 


49,400 


1 


15 






375 


333 


NEW HAVEN 


TRUMAN SCHOOL 


54,708 


1 


20 






400 


411 


NEW HAVEN 


WEST HILL ELEMENTARY MAGNET 


33,517 


5 


17 


1 


1984 


400 


365 


NEW HAVEN 


ISADORE WEXLER SCHOOL 


66,746 


4 


28 






400 


395 


NEW HAVEN 


WOODWARD SCHOOL 


24,240 


1 


14 






275 


290 


NEW HAVEN 


QUINNIPIAC SCHOOL 


41,258 


2 


14 






350 


322 


NEW HAVEN 


HELENE GRANT SCHOOL 


27,750 


5 


14 


5 


1965 


400 


422 


NEW HAVEN 


WORTHINGTON HOOKER SCHOOL 


25,830 


1 


11 






286 


291 


NEW HAVEN 


WELCH ANNEX SCHOOL 


31,200 


1 


15 






340 


328 


NEW HAVEN 


MARTIN LUTHER KING SCHOOL 


20,770 


6 


10 






250 


237 


NEW HAVEN 


CHRISTOPHER COLUMBUS SCHOOL 


33,700 


3 


16 


2 


1968 


416 


400 


NEW HAVEN 


BISHOP WOODS SCHOOL 


32,496 


10 


15 






364 


328 


NEW HAVEN 


EAST ROCK COMMUNITY SCHOOL 


166,688 


3 


35 






750 


747 


NEWINGTON 


ELIZABETH GREEN SCHOOL 


52,776 


8 


19 






380 


427 


NEWINGTON 


ANNA REYNOLDS SCHOOL 


47,557 


20 


17 






340 


379 


NEWINGTON 


RUTH CHAFFEE SCHOOL 


53,800 


7 


19 






380 


396 


NEWINGTON 


JOHN PATERSON SCHOOL 


46,011 


12 


21 






420 


472 


NEW LONDON 


EDGERTON SCHOOL 


37,448 


4 


17 






408 


354 


NEW LONDON 


HARBOR SCHOOL 


42,294 


3 


23 






476 


381 


NEW LONDON 


JENNINGS SCHOOL 


38.165 


2 


19 






377 


390 


NEW LONDON 


LITTLE RED SCHOOLHOUSE 


4,000 


1 


1 






70 


21 


NEW LONDON 


WINTHROP SCHOOL 


33,716 


3 


18 






383 


271 


NEW LONDON 


NATHAN HALE SCHOOL 


49,630 


9 


20 






300 


285 


NEW MILFORD 


HILL AND PLAIN SCHOOL 


69,975 


27 


36 






720 


865 


NEW MILFORD 


JOHN PETTIBONE SCHOOL 


73,817 


35 


37 






720 


836 


NEW MILFORD 


NORTHVILLE ELEMENTARY SCHOOL 


80,224 


30 


37 






720 


834 


NEWTOWN 


HAWLEY ELEMENTARY SCHOOL 


60,460 


10 


23 






550 


525 


NEWTOWN 


SANDY HOOK ELEMENTARY SCHOOL 


63.605 


12 


30 






664 


668 


NEWTOWN 


MIDDLE GATE ELEMENTARY SCHOOL 


57,100 


19 


23 






580 


552 


NEWTOWN 


HEAD O'MEADOW ELEMENTARY 


65.000 


35 


22 






513 


530 


NORFOLK 


BOTELLE ELEMENTARY SCHOOL 


43,919 


14 


14 






354 


174 


NORTH BRANFORD 


STANLEY T. WILLIAMS SCHOOL 


34,220 


11 


15 






428 


275 


NORTH BRANFORD 


TOTOKET VALLEY ELEMENTARY 


60,000 


27 


27 


4 


1987 


900 


464 


NORTH CANAAN 


NORTH CANAAN ELEMENTARY SCHOOL 


69,000 


44 


24 






560 


372 


NORTH HAVEN 


MONTOWESE ELEMENTARY SCHOOL 


55,046 


24 


23 






500 


468 


NORTH HAVEN 


RIDGE ROAD ELEMENTARY SCHOOL 


60,443 


18 


20 


2 


1987 


466 


414 


NORTH HAVEN 


GREEN ACRES ELEMENTARY SCHOOL 


62,404 


25 


22 






456 


403 


NORTH HAVEN 


CLINTONVILLE ELEMENTARY SCHOOL 


66,578 


15 


24 






534 


436 


NORTH STONINGTON 


NORTH STONINGTON ELEMENTARY 


54,415 


38 


18 






450 


360 


NORWALK 


BROOKSIDE ELEMENTARY SCHOOL 


52,526 


7 


26 






637 


484 


NORWALK 


COLUMBUS ELEMENTARY SCHOOL 


63,150 


4 


18 






441 


403 


NORWALK 


CRANBURY ELEMENTARY SCHOOL 


45,796 


62 


26 






637 


537 


NORWALK 


JEFFERSON ELEMENTARY SCHOOL 


53,150 


6 


20 






490 


423 


NORWALK 


KENDALL ELEMENTARY SCHOOL 


54,450 


9 


25 


2 


1994 


613 


502 


NORWALK 


ROWAYTON SCHOOL 


55,900 


14 


21 






515 


397 


NORWALK 


TRACEY SCHOOL 


61,990 


6 


26 






637 


504 


NORWALK 


FOX RUN ELEMENTARY SCHOOL 


53,336 


17 


27 






662 


514 
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NORWALK 


NARAMAKE ELEMENTARY SCHOOL 


44.462 


13 


20 






490 


385 


NORWALK 


MARVIN ELEMENTARY SCHOOL 


53,440 


11 


26 






637 


505 


NORWALK 


SILVERMINE ELEMENTARY SCHOOL 


48.626 


11 


25 






613 


507 


NORWALK 


WOLFPIT SCHOOL 


50,560 


11 


24 






588 


400 


NORWICH 


BISHOP SCHOOL 


16,000 


1 


11 






220 


165 


NORWICH 


WILLIAM A. BUCKINGHAM SCHOOL 


42,000 


6 


21 


2 


1991 


400 


341 


NORWICH 


GREENEVILLE SCHOOL 


33,000 


13 


18 






400 


389 


NORWICH 


SAMUEL HUNTINGTON SCHOOL 


33,000 


4 


17 






400 


319 


NORWICH 


JOHN B. STANTON SCHOOL 


40,000 


25 


23 


1 


1996 


440 


379 


NORWICH 


WEQUONNOC SCHOOL 


34.000 


9 


17 


1 


1998 


340 


250 


NORWICH 


THOMAS W. MAHAN SCHOOL 


36,000 


11 


17 


2 


1998 


320 


265 


NORWICH 


VETERANS’ MEMORIAL SCHOOL 


36,000 


12 


17 






320 


266 


NORWICH 


UNCAS SCHOOL 


45,000 


12 


18 






340 


296 


NORWICH 


JOHN M. MORIARTY SCHOOL 


64,000 


14 


33 






620 


451 


OLD SAYBROOK 


KATHLEEN E. GOODWIN SCHOOL 


47,570 


14 


29 






448 


482 


ORANGE 


MARY L. TRACY SCHOOL 


32,550 


5 


10 






225 


173 


ORANGE 


RACE BROOK SCHOOL 


51,150 


7 


18 






375 


339 


ORANGE 


TURKEY HILL SCHOOL 


54,124 


10 


19 






375 


408 


ORANGE 


PECK PLACE SCHOOL 


54,930 


10 


18 






375 


379 


OXFORD 


OXFORD CENTER SCHOOL 


46,293 


28 


27 






467 


430 


OXFORD 


QUAKER FARMS SCHOOL 


63,000 


129 


33 






570 


460 


PLAINFIELD 


MOOSUP ELEMENTARY SCHOOL 


53,856 


5 


18 






416 


401 


PLAINFIELD 


PLAINFIELD MEMORIAL SCHOOL 


67,659 


12 


22 






544 


529 


PLAINFIELD 


SHEPARD HILL ELEMENTARY SCHOOL 


74,283 


25 


29 






650 


496 


PLAINVILLE 


LINDEN STREET SCHOOL 


72,540 


7 


32 






489 


457 


PLAINVILLE 


FRANK T. WHEELER SCHOOL 


50,000 


9 


22 






467 


337 


PLAINVILLE 


LOUIS TOFFOLON SCHOOL 


41,400 


9 


33 






500 


453 


PLYMOUTH 


EAST MAIN STREET SCHOOL 


21,629 


7 


15 






297 


230 


PLYMOUTH 


PLYMOUTH CENTER SCHOOL 


76.000 


9 


30 






600 


533 


PLYMOUTH 


PROSPECT STREET SCHOOL 


38,076 


6 


16 






272 


226 


POMFRET 


POMFRET COMMUNITY SCHOOL 


67,003 


7 


27 






675 


485 


PORTLAND 


VALLEY VIEW SCHOOL 


50,621 


18 


22 






510 


400 


PORTLAND 


GILDERSLEEVE SCHOOL 


49,285 


7 


15 






375 


355 


PRESTON 


POQUETANUCK SCHOOL 


23,800 


13 


11 






192 


145 


PRESTON 


PRESTON CITY SCHOOL 


17,476 


2 


9 






200 


172 


PUTNAM 


PUTNAM ELEMENTARY SCHOOL 


90,173 


25 


51 






945 


619 


REDDING 


REDDING ELEMENTARY SCHOOL 


120.675 


25 


38 


1 


1995 


800 


824 


RIDGEFIELD 


VETERANS PARK ELEMENTARY 


49,500 


17 


19 






485 


445 


RIDGEFIELD 


RIDGEBURY ELEMENTARY SCHOOL 


49,900 


20 


18 


4 


1996 


460 


534 


RIDGEFIELD 


FARMINGVILLE ELEMENTARY SCHOOL 


50,000 


12 


19 






485 


455 


RIDGEFIELD 


SCOTLAND ELEMENTARY SCHOOL 


49,700 


64 


19 






485 


488 


RIDGEFIELD 


BRANCHVILLE ELEMENTARY SCHOOL 


57,329 


13 


20 






510 


505 


ROCKY HILL 


DR. ORAN A. MOSER SCHOOL 


16,116 


8 


5 






130 


100 


ROCKY HILL 


MYRTLE H. STEVENS SCHOOL 


63,000 


5 


27 


2 


1988 


550 


468 


ROCKY HILL 


WEST HILL SCHOOL 


65,000 


23 


33 






660 


602 


SALEM 


SALEM ELEMENTARY SCHOOL 


102,000 


23 


42 






500 


560 


SALISBURY 


SALISBURY CENTRAL SCHOOL 


83,473 


18 


30 






648 


410 


SCOTLAND 


SCOTLAND ELEMENTARY SCHOOL 


22,170 


12 


10 






275 


168 


SEYMOUR 


BUNGAY SCHOOL 


46,298 


19 


29 






750 


666 


SEYMOUR 


ANNA L. LOPRESTI SCHOOL 


47,382 


5 


20 






500 


393 


SEYMOUR 


PAUL CHATFIELD SCHOOL 


40,918 


22 


19 






420 


402 


SHARON 


SHARON CENTER SCHOOL 


55,615 


9 


26 






574 


282 


SHELTON 


LAFAYETTE SCHOOL 


49,906 


7 


21 






480 


418 


SHELTON 


ELIZABETH SHELTON SCHOOL 


52,062 


34 


26 






624 


579 


SHELTON 


SUNNYSIDE SCHOOL 


42,200 


6 


17 






408 


342 


SHELTON 


LONG HILL SCHOOL 


51,435 


20 


25 






600 


569 


SHELTON 


MOHEGAN SCHOOL 


52,400 


16 


26 






624 


629 


SHELTON 


BOOTH HILL SCHOOL 


42,151 


17 


20 






487 


483 


SHERMAN 


SHERMAN SCHOOL 


57,000 


5 


16 






383 


453 


SIMSBURY 


CENTRAL SCHOOL 


60,879 


10 


23 






590 


451 


SIMSBURY 


TARIFFVILLE SCHOOL 


29,501 


4 


13 


2 


1984 


330 


224 


SIMSBURY 


TOOTIN’ HILLS SCHOOL 


42,335 


14 


19 


5 


1995 


535 


500 


SIMSBURY 


LATIMER LANE SCHOOL 


43,914 


18 


25 


4 


1992 


580 


542 


SIMSBURY 


SQUADRON LINE SCHOOL 


90,736 


21 


35 






890 


894 


SOMERS 


SOMERS ELEMENTARY SCHOOL 


92,000 


5 


50 






750 


731 
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Building Size and Capacity (10/1999) 
Elementary Schools (N = 645) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


SOUTHINGTON 


HATTON SCHOOL 


25,978 


12 


14 






250 


184 


SOUTHINGTON 


PLANTSVILLE SCHOOL 


30,350 


8 


15 






320 


266 


SOUTHINGTON 


SOUTH END SCHOOL 


24,160 


10 


11 


3 


1970 


250 


244 


SOUTHINGTON 


STRONG SCHOOL 


259,670 


7 


15 


4 


1970 


340 


267 


SOUTHINGTON 


THALBERG SCHOOL 


29,500 


10 


14 






250 


208 


SOUTHINGTON 


NORTH CENTER SCHOOL 


30,350 


3 


15 






275 


236 


SOUTHINGTON 


FLANDERS SCHOOL 


46,347 


18 


23 






450 


368 


SOUTHINGTON 


URBIN T. KELLEY SCHOOL 


46,347 


25 


23 






450 


379 


SOUTHINGTON 


DERYNOSKI ELEMENTARY SCHOOL 


127,441 


19 


38 






750 


719 


SOUTH WINDSOR 


PHILIP R. SMITH SCHOOL 


42,382 


15 


26 






468 


484 


SOUTH WINDSOR 


PLEASANT VALLEY SCHOOL 


43,304 


16 


25 






468 


520 


SOUTH WINDSOR 


WAPPING ELEMENTARY SCHOOL 


43,400 


20 


22 






349 


368 


SOUTH WINDSOR 


ORChlARD HILL SCHOOL 


49,212 


20 


24 






468 


558 


SOUTH WINDSOR 


ELI TERRY SCHOOL 


49,725 


16 


27 






463 


459 


SPRAGUE 


SAYLES ELEMENTARY SCHOOL 


38,319 


17 


26 






411 


409 


STAFFORD 


BOROUGH ELEMENTARY SCHOOL 


23,283 


2 


8 


2 


1977 


264 


209 


STAFFORD 


STAFFORDVILLE SCHOOL 


24,972 


3 


12 






220 


194 


STAFFORD 


WEST STAFFORD SCHOOL 


35,341 


6 


16 






349 


271 


STAFFORD 


EARL M. WITT INTERMEDIATE 


37,000 


5 


19 






353 


306 


STAMFORD 


K.T. MURPHY SCHOOL 


85,000 


2 


33 






558 


497 


STAMFORD 


NEWFIELD SCHOOL 


74,000 


12 


32 


4 


1994 


663 


602 


STAMFORD 


ROGERS SCHOOL 


118,500 


7 


45 


2 


1997 


784 


702 


STAMFORD 


ROXBURY SCHOOL 


89,100 


14 


43 


9 


1993 


850 


841 


STAMFORD 


SPRINGDALE SCHOOL 


88,000 


6 


32 






682 


.657 


STAMFORD 


JULIA A. STARK SCHOOL 


97,000 


6 


43 






646 


642 


STAMFORD 


WESTOVER SCHOOL 


135,000 


16 


19 






850 


479 


STAMFORD 


NORTHEAST SCHOOL 


83,820 


12 


46 


2 


1999 


812 


768 


STAMFORD 


BANK STREET PROGRAM AT TOQUAM 


86,400 


18 


24 


5 


1995 


570 


513 


STAMFORD 


DAVENPORT RIDGE SCHOOL 


84,000 


15 


37 






660 


689 


STAMFORD 


STILLMEADOW SCHOOL 


85,000 


11 


38 


2 


1992 


594 


643 


STAMFORD 


HART MAGNET (AIMS EDUC CENTER) 


82,300 


4 


28 






550 


562 


STERLING 


STERLING MEMORIAL SCHOOL 


42,425 


15 


25 


4 


1978 


408 


423 


STONINGTON 


WEST BROAD STREET SCHOOL 


36,600 


2 


15 






347 


177 


STONINGTON 


DEANS MILL SCHOOL 


52,937 


19 


25 


1 


1998 


599 


516 


STONINGTON 


WEST VINE STREET SCHOOL 


22,551 


44 


13 






281 


228 


STRATFORD 


CENTER SCHOOL 


34,232 


4 


16 






310 


304 


STRATFORD 


CHAPEL SCHOOL 


35,300 


32 


20 


1 


1980 


438 


404 


STRATFORD 


FRANKLIN SCHOOL 


40,564 


2 


20 






446 


394 


STRATFORD 


LORDSHIP SCHOOL 


32,134 


5 


12 






276 


235 


STRATFORD 


NICHOLS SCHOOL 


44,500 


5 


21 






505 


514 


STRATFORD 


SECOND HILL LANE SCHOOL 


37,000 


18 


16 


2 


1988 


408 


409 


STRATFORD 


WHITNEY SCHOOL 


66,250 


5 


28 






570 


522 


STRATFORD 


WILCOXSON SCHOOL 


44,940 


2 


19 






438 


446 


STRATFORD 


STRATFORD ACDMY-JOHNSN/HONYSPT 


143,500 


24 


36 






846 


774 


SUFFIELD 


BRIDGE STREET SCHOOL 


16,000 


4 


6 






125 


137 


SUFFIELD 


A. WARD SPAULDING SCHOOL 


70,000 


19 


29 


2 


1986 


725 


644 


THOMASTON 


BLACK ROCK SCHOOL 


38,587 


26 


23 






430 


315 


THOMASTON 


THOMASTON MIDDLE SCHOOL 


61,864 


4 


15 






537 


390 


THOMPSON 


MARY R. FISHER ELEMENTARY SCH 


35,388 


75 


31 






500 


579 


TOLLAND 


PARKER MEMORIAL SCHOOL 


59,654 


46 


35 


1 


1995 


775 


785 


TORRINGTON 


EAST SCHOOL 


67,766 


21 


24 






541 


489 


TORRINGTON 


FORBES SCHOOL 


62,000 


5 


34 


10 


1989 


622 


558 


TORRINGTON 


SOUTHWEST SCHOOL 


28,000 


1 


12 






275 


288 


TORRINGTON 


TORRINGFORD SCHOOL 


40,000 


16 


17 


10 


1988 


545 


592 


TORRINGTON 


VOGEL-WETMORE 


98,280 


4 


32 






630 


628 


TRUMBULL 


BOOTH HILL SCHOOL 


53,661 


15 


25 






567 


548 


TRUMBULL 


MIDDLEBROOK SCHOOL 


75,811 


15 


32 


2 


1995 


748 


648 


TRUMBULL 


JANE RYAN SCHOOL 


56,895 


20 


24 






562 


503 


TRUMBULL 


DANIELS FARM SCHOOL 


63,291 


17 


28 






609 


564 


TRUMBULL 


TASHUA SCHOOL 


53,393 


20 


23 






549 


519 


UNION 


UNION ELEMENTARY SCHOOL 


8,000 


15 


5 






100 


70 


VERNON 


LAKE STREET SCHOOL 


38,800 


10 


20 






420 


333 


VERNON 


MAPLE STREET SCHOOL 


36,000 


3 


20 






420 


427 


VERNON 


NORTHEAST SCHOOL 


40,469 


12 


18 






420 


379 


VERNON 


SKINNER ROAD SCHOOL 


48,000 


10 


15 






420 


389 
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Square 

Footage 
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rooms 
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rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


VERNON 


CENTER ROAD SCHOOL 


73,943 


7 


40 






675 


579 


VOLUNTOWN 


VOLUNTOWN ELEMENTARY SCHOOL 


42,918 


12 


16 


4 


1997 


360 


365 


WALLINGFORD 


MOSES Y. BEACH SCHOOL 


45,000 


6 


20 


2 


1989 


463 


469 


WALLINGFORD 


HIGHLAND SCHOOL 


52,000 


21 


19 






330 


339 


WALLINGFORD 


PARKER FARMS SCHOOL 


43,000 


20 


18 


2 


1989 


446 


416 


WALLINGFORD 


ROCK HILL SCHOOL 


52,000 


15 


20 






375 


362 


WALLINGFORD 


YALESVILLE SCHOOL 


77,530 


8 


26 






640 


627 


WALLINGFORD 


EVARTS C. STEVENS SCHOOL 


39,000 


19 


22 


2 


1989 


446 


442 


WALLINGFORD 


COOK HILL SCHOOL 


37,000 


13 


21 


9 


1989 


486 


480 


WALLINGFORD 


POND HILL SCHOOL 


39,000 


9 


22 


1 


1989 


419 


401 


WATERBURY 


BARNARD SCHOOL 


48,600 


1 


17 






340 


284 


WATERBURY 


BUCKS HILL SCHOOL 


66,194 


14 


35 






700 


562 


WATERBURY 


BUNKER HILL SCHOOL 


53,256 


1 


24 






480 


512 


WATERBURY 


H.S. CHASE SCHOOL 


75,172 


1 


38 






760 


706 


WATERBURY 


WENDELL L. CROSS SCHOOL 


41,098 


10 


18 






360 


326 


WATERBURY 


DRIGGS SCHOOL 


63.051 


2 


29 






580 


590 


WATERBURY 


MARGARET M GENERALI ELEMENTARY 


52,909 


3 


29 


6 


1971 


580 


529 


WATERBURY 


HOPEVILLE SCHOOL 


59,000 


1 


26 






520 


478 


WATERBURY 


F.J. KINGSBURY SCHOOL 


46,842 


2 


24 






480 


552 


WATERBURY 


SPRAGUE SCHOOL 


64,502 


2 


32 






640 


467 


WATERBURY 


B.W. TINKER SCHOOL 


54,976 


1 


21 






420 


505 


WATERBURY 


WALSH SCHOOL 


61,500 


3 


28 






560 


561 


WATERBURY 


WASHINGTON SCHOOL 


41,118 


1 


18 






360 


336 


WATERBURY 


GILMARTIN SCHOOL 


22,200 


5 


12 


6 


1974 


240 


161 


WATERBURY 


CARRINGTON SCHOOL 


45,916 


2 


29 


17 


1973 


580 


510 


WATERBURY 


REGAN SCHOOL 


31,000 


8 


16 






320 


287 


WATERBURY 


MARY F. ROTELLA SCHOOL 


29,232 


16 


23 


23 


1972 


460 


402 


WATERBURY 


MALONEY INTERDISTRICT MAGNET 


92,000 


3 


44 






880 


543 


WATERBURY 


WOODROW WILSON SCHOOL 


53,808 


10 


26 






520 


270 


WATERFORD 


COHANZIE ELEMENTARY SCHOOL 


40,140 


15 


17 






282 


285 


WATERFORD 


GREAT NECK ELEMENTARY SCHOOL 


32,901 


5 


17 






270 


273 


WATERFORD 


QUAKER HILL ELEMENTARY SCHOOL 


37,640 


10 


13 






216 


208 


WATERFORD 


SOUTHWEST ELEMENTARY SCHOOL 


35,047 


20 


19 






286 


276 


WATERFORD 


OSWEGATCHIE ELEMENTARY SCHOOL 


38,753 


26 


14 


1 


1995 


273 


291 


WATERTOWN 


BALDWIN SCHOOL 


25,410 


4 


11 






204 


235 


WATERTOWN 


FLETCHER W. JUDSON SCHOOL 


56,618 


15 


24 






452 


503 


WATERTOWN 


POLK SCHOOL 


63,593 


8 


24 






512 


611 


WATERTOWN 


GRIFFIN SCHOOL 


46,548 


1 


22 






360 


356 


WATERTOWN 


HEMINWAY PARK SCHOOL 


36.868 


9 


16 






236 


366 


WESTBROOK 


DAISY INGRAHAM SCHOOL 


43,540 


18 


30 






600 


479 


WEST HARTFORD 


BRAEBURN SCHOOL 


39,149 


14 


19 


1 


1988 


350 


333 


WEST HARTFORD 


BUGBEE SCHOOL 


60.000 


18 


15 


1 


1997 


360 


289 


WEST HARTFORD 


CHARTER OAK SCHOOL 


59,541 


8 


19 


2 


1992 


370 


308 


WEST HARTFORD 


DUFFY SCHOOL 


68,560 


23 


27 






452 


472 


WEST HARTFORD 


MORLEY SCHOOL 


48,050 


5 


19 






350 


357 


WEST HARTFORD 


NORFELDT SCHOOL 


56,686 


20 


21 


3 


1997 


432 


440 


WEST HARTFORD 


WEBSTER HILL SCHOOL 


56,481 


14 


22 






411 


394 


WEST HARTFORD 


WHITING LANE SCHOOL 


90,817 


22 


28 






391 


425 


WEST HARTFORD 


WOLCOTT SCHOOL 


53,417 


22 


21 


4 


1994 


432 


451 


WEST HARTFORD 


AIKEN SCHOOL 


43,300 


15 


19 


1 


1997 


370 


402 


WEST HARTFORD 


SMITH SCHOOL 


57,952 


52 


24 






411 


386 


WEST HAVEN 


FOREST SCHOOL 


65,412 


9 


30 


4 


1989 


851 


611 


WEST HAVEN 


SETH G. HALEY SCHOOL 


52,611 


20 


19 


4 


1989 


620 


. 561 


WEST HAVEN 


EDITH E. MACKRILLE SCHOOL 


37,867 


20 


19 






478 


422 


WEST HAVEN 


ALMA E. PAGELS SCHOOL 


35,805 


10 


22 






567 


316 


WEST HAVEN 


EDGAR C. STILES SCHOOL 


26,000 


3 


12 






350 


216 


WEST HAVEN 


LARENCE E. THOMPSON SCHOOL 


44,000 


2 


22 






538 


424 


WEST HAVEN 


WASHINGTON SCHOOL 


42,250 


3 


24 






618 


509 


WEST HAVEN 


ANNA V. MOLLOY SCHOOL 


24,378 


11 


17 






420 


361 


WEST HAVEN 


SAVIN ROCK COMMUNITY SCHOOL 


84,000 


3 


27 






723 


564 


WESTON 


HURLBUTT ELEMENTARY SCHOOL 


106,497 


113 


38 






817 


876 


WESTPORT 


COLEYTOWN ELEMENTARY SCHOOL 


73,846 


11 


29 


1 


1996 


667 


680 


WESTPORT 


KING’S HIGHWAY ELEMENTARY 


80,578 


5 


26 


2 


1997 


600 


662 


WESTPORT 


LONG LOTS SCHOOL 


108,881 


18 


31 






667 


758 


WETHERSFIELD 


EMERSON-WILLIAMS SCHOOL 


58,532 


7 


23 






404 


365 
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Enrollment 


WETHERSFIELD 


ALFRED W. HANMER SCHOOL 


60,473 


5 


19 






400 


407 


WETHERSFIELD 


CHARLES WRIGHT SCHOOL 


44,833 


8 


14 






284 


311 


WETHERSFIELD 


HIGHCREST SCHOOL 


55,788 


23 


22 






374 


456 


WETHERSFIELD 


WEBB KINDERGARTEN CENTER 


70,127 


14 


9 






374 


279 


WILLINGTON 


CENTER SCHOOL 


30,500 


9 


15 






323 


266 


WILTON 


TILFORD W. MILLER SCHOOL 


70,800 


17 


27 






540 


613 


WILTON 


INA E. DRISCOLL SCHOOL 


70,800 


17 


27 






540 


608 


WILTON 


CIDER MILL SCHOOL 


90,625 


41 


29 






609 


701 


WINCHESTER 


MARY P. HINSDALE SCHOOL 


52,938 


3 


26 






728 


388 


WINCHESTER 


BATCHELLER ELEMENTARY SCHOOL 


51,499 


32 


28 






800 


404 


WINDHAM 


NATCHAUG SCHOOL 


48,276 


3 


19 






380 


303 


WINDHAM 


NORTH WINDHAM SCHOOL 


55,000 


15 


21 


1 


1988 


422 


382 


WINDHAM 


WINDHAM CENTER SCHOOL 


35,448 


6 


15 


2 


1986 


300 


237 


WINDHAM 


W.B. SWEENEY SCHOOL 


35,651 


5 


19 


2 


1991 


380 


333 


WINDSOR 


CLOVER STREET SCHOOL 


53,790 


17 


25 






517 


410 


WINDSOR 


POQUONOCK ELEMENTARY SCHOOL 


60,274 


7 


26 






546 


382 


WINDSOR 


JOHN F. KENNEDY SCHOOL 


62,309 


11 


25 






546 


477 


WINDSOR 


OLIVER ELLSWORTH SCHOOL 


72,082 


30 


31 






660 


482 


WINDSOR 


ROGER WOLCOTT EARLY CHILD CTR. 


37,885 


5 


16 






350 


286 


WINDSOR LOCKS 


NORTH STREET SCHOOL 


61.973 


13 


32 






592 


523 


WINDSOR LOCKS 


SOUTH ELEMENTARY SCHOOL 


66,856 


24 


29 






533 


494 


WOLCOTT 


FRISBIE SCHOOL 


35,700 


10 


19 


3 


1997 


450 


428 


WOLCOTT 


WAKELEE SCHOOL 


74.160 


17 


25 






575 


560 


WOLCOTT 


TYRRELL SCHOOL 


50,000 


18 


24 






500 


442 


WOODBRIDGE 


BEECHER ROAD SCHOOL 


117,200 


55 


45 


4 


1997 


950 


964 


WOODSTOCK 


WOODSTOCK ELEMENTARY SCHOOL 


76,000 


50 


31 


4 


1991 


650 


536 


DISTRICT NO. 6 


GOSHEN CENTER SCHOOL 


35,600 


12 


13 


3 


1989 


217 


195 


DISTRICT NO. 6 


JAMES MORRIS SCHOOL 


31,600 


10 


13 






226 


216 


DISTRICT NO. 6 


WARREN ELEMENTARY SCHOOL 


21,000 


14 


9 






130 


104 


DISTRICT NO. 10 


LAKE GARDA ELEMENTARY SCHOOL 


81,605 


30 


28 


4 


1988 


800 


729 


DISTRICT NO. 10 


HARWINTON CONSOLIDATED SCHOOL 


77,254 


27 


23 






575 


439 


DISTRICT NO. 12 


THE BURNHAM SCHOOL 


17.960 


4 


6 






159 


128 


DISTRICT NO. 12 


BOOTH FREE SCHOOL 


20,834 


5 


6 






173 


137 


DISTRICT NO. 12 


WASHINGTON PRIMARY SCHOOL 


44,488 


31 


11 






291 


256 


DISTRICT NO. 13 


FREDERICK BREWSTER SCHOOL 


36.043 


14 


19 






350 


307 


DISTRICT NO. 13 


FRANCIS E. KORN SCHOOL 


29,521 


12 


10 






230 


206 


DISTRICT NO. 13 


MIDDLEFIELD MEMORIAL SCHOOL 


48,330 


20 


18 






■400 


330 


DISTRICT NO. 13 


JOHN LYMAN SCHOOL 


33,200 


14 


12 






264 


297 


DISTRICT NO. 14 


BETHLEHEM ELEMENTARY SCHOOL 


48,306 


9 


18 






378 


386 


DISTRICT NO. 14 


MITCHELL ELEMENTARY SCHOOL 


62,854 


4 


26 


7 


1992 


652 


624 


DISTRICT NO. 15 


GAINFIELD ELEMENTARY SCHOOL 


53,049 


16 


22 


4 


1991 


650 


507 


DISTRICT NO. 15 


POMPERAUG SCHOOL 


59.168 


14 


24 






600 


543 


DISTRICT NO. 15 


MIDDLEBURY ELEMENTARY SCHOOL 


47,000 


15 


22 






550 


415 


DISTRICT NO. 15 


LONG MEADOW ELEMENTARY 


86,713 


33 


27 






675 


576 


DISTRICT NO. 16 


LAUREL LEDGE SCHOOL 


60.356 


25 


26 






510 


475 


DISTRICT NO. 16 


COMMUNITY SCHOOL 


31.590 


4 


10 


3 


1996 


275 


258 


DISTRICT NO. 16 


ALGONQUIN SCHOOL 


31.350 


13 


26 






460 


471 


DISTRICT NO. 17 


HADDAM ELEMENTARY SCHOOL 


35,971 


155 


19 






408 


323 


DISTRICT NO. 17 


BURR DISTRICT ELEMENTARY 


47,719 


28 


20 


3 


1997 


444 


458 


DISTRICT NO. 17 


KILLINGWORTH ELEMENTARY SCHOOL 


58,013 


23 


27 


2 


1998 


560 


545 


DISTRICT NO. 18 


LYME CONSOLIDATED SCHOOL 


23,907 


6 


9 






218 


164 


DISTRICT NO. 18 


MILE CREEK SCHOOL 


42,220 


' 11 


20 






318 


341 


DISTRICT NO. 18 


CENTER SCHOOL 


35,680 


12 


17 






224 


283 


CREC 


E HARTFORD/GLASTONBURY MAGNET 


29,300 


11 


11 






350 


283 


CES 


SIX-SIX MAGNET SCHOOL 


38,000 


7 


18 






550 


305 


ACES 


MAGNET WINTERGREEN INTERDISTRI 


40,000 


14 


18 






450 


317 


MULTICULTURAL MAGNET SCHOOL 


57,739 


2 


28 






470 


445 


INTEGRATED DAY CHARTER SCHOOL 


39.600 


2 


10 






750 


221 


NEW HAVENA/ILLAGE ACADEMY 


5,230 


1 


3 






100 


78 


SIDE BY SIDE COM (CHARTER) 


20,000 


1 


8 






200 


160 


Elementary Schools (N 


= 645) Total 


34,994,554 


8,454 


14,418 


442 




313,744 


282,588 
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Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


ANSONIA 


ANSONIA MIDDLE SCHOOL 


81.536 


8 


29 






750 


567 


AVON 


AVON MIDDLE SCHOOL 


109,529 


19 


37 






620 


580 


BERLIN 


CATHERINE M. MCGEE MIDDLE 


142,500 


22 


41 






924 


735 


BETHEL 


BETHEL MIDDLE SCHOOL 


140,000 


25 


32 






868 


751 


BLOOMFIELD 


CARMEN ARACE MIDDLE SCHOOL 


217,764 


33 


49 






1,225 


833 


BRANFORD 


FRANCIS WALSH INTERMEDIATE 


185,000 


26 


44 






1,475 


1,170 


BRISTOL 


CHIPPENS HILL MIDDLE SCHOOL 


166,200 


24 


45 






911 


914 


BRISTOL 


NORTHEAST MIDDLE SCHOOL 


74,000 


25 


29 






748 


581 


BRISTOL 


MEMORIAL BLVD MIDDLE SCHOOL 


96,524 


8 


27 






660 


555 


BROOKFIELD 


WHISCONIER MIDDLE SCHOOL 


98,882 


21 


27 


8 


1978 


798 


845 


BROOKLYN 


BROOKLYN MIDDLE SCHOOL 


76,793 


10 


23 






450 


404 


CANTERBURY 


DR. HELEN BALDWIN MIDDLE SCH 


106,000 


9 


28 






565 


304 


CHESHIRE 


DODD MIDDLE SCHOOL 


110,000 


14 


32 






800 


783 


CLINTON 


JARED ELIOT SCHOOL 


88.230 


12 


37 






724 


509 


COLCHESTER 


WM. J. JOHNSTON SCHOOL 


52,000 


5 


29 


6 


1997 


500 


641 


COVENTRY 


CAPT. NATHAN HALE SCHOOL 


69,300 


55 


31 


4 


1996 


589 


670 


CROMWELL 


CROMWELL MIDDLE SCHOOL 


83,000 


17 


37 






600 


607 


DANBURY 


BROADVIEW MIDDLE SCHOOL 


151,557 


27 


52 






1,402 


1,016 


DANBURY 


ROGERS PARK MIDDLE SCHOOL 


162,220 


18 


47 






1,296 


906 


DARIEN 


MIDDLESEX MIDDLE SCHOOL 


92,900 


15 


19 


3 


1997 


680 


718 


EAST GRANBY 


EAST GRANBY MIDDLE SCHOOL 


34,000 


53 


12 






225 


192 


EAST HADDAM 


NATHAN HALE-RAY MIDDLE SCHOOL 


81.000 


12 


19 


6 


1998 


579 


300 


EAST HAMPTON 


EAST HAMPTON MIDDLE SCHOOL 


74,885 


25 


27 






573 


465 


EAST HARTFORD 


EAST HARTFORD MIDDLE SCHOOL 


255,000 


30 


66 






1,968 


1,115 


EAST HAVEN 


JOSEPH MELILLO MIDDLE SCHOOL 


83,320 


19 


38 






850 


825 


EAST LYME 


EAST LYME MIDDLE SCHOOL 


107,320 


35 


43 


2 


1975 


647 


708 


EASTON 


HELEN KELLER MIDDLE SCHOOL 


64,400 


27 


15 






300 


305 


EAST WINDSOR 


EAST WINDSOR JUNIOR HIGH 


6,500 


39 


10 






250 


231 


ELLINGTON 


ELLINGTON MIDDLE SCHOOL 


49,600 


20 


14 


5 


1989 


380 


365 


ENFIELD 


JOHN F. KENNEDY MIDDLE SCHOOL 


157,152 


54 


48 






1,150 


1,115 


FAIRFIELD 


TOMLINSON MIDDLE SCHOOL 


139,200 


11 


42 






700 


627 


FAIRFIELD 


FAIRFIELD WOODS MIDDLE 


134,487 


16 


37 


4 


1989 


650 


599 


FAIRFIELD 


ROGER LUDLOWE MIDDLE SCHOOL 


193,650 


3,467 


46 






800 


487 


FARMINGTON 


IRVING A. ROBBINS MIDDLE SCH 


128,560 


34 


36 


5 


1999 


900 


959 


GLASTONBURY 


GIDEON WELLES SCHOOL 


115,000 


28 


42 


6 


1996 


750 


861 


GRANBY 


GRANBY MEMORIAL MIDDLE SCHOOL 


75,100 


20 


19 






475 


450 


GREENWICH 


CENTRAL MIDDLE SCHOOL 


91,500 


22 


27 






506 


506 


GREENWICH 


EASTERN MIDDLE SCHOOL 


107,000 


16 


34 






550 


554 


GREENWICH 


WESTERN MIDDLE SCHOOL 


105,600 


23 


23 






550 


510 


GRISWOLD 


GRISWOLD MIDDLE SCHOOL 


13,230 


9 


20 






350 


328 


GROTON 


FITCH MIDDLE SCHOOL 


90,750 


10 


21 


5 


1971 


483 


534 


GROTON 


WEST SIDE MIDDLE SCHOOL 


76,000 


41 


30 






494 


316 


GROTON 


CARL C. CUTLER MIDDLE SCHOOL 


73,671 


14 


21 






403 


475 


GUILFORD 


A. BALDWIN MIDDLE SCHOOL 


90,400 


44 


25 






550 


619 


GUILFORD 


E.C. ADAMS MIDDLE SCHOOL 


106,369 


12 


26 






572 


614 


HAMDEN 


HAMDEN MIDDLE SCHOOL 


117,000 


9 


66 






1,000 


1,104 


HARTFORD 


SOUTH MIDDLE SCHOOL 


125,400 


6 


34 


5 


1994 


680 


699 


HARTFORD 


FOX MIDDLE SCHOOL 


219,800 


10 


97 






1,340 


899 


HARTFORD 


QUIRK MIDDLE SCHOOL 


225,873 


12 


96 






1,422 


1,213 


KILLINGLY 


KILLINGLY INTERMEDIATE SCHOOL 


146,000 


16 


44 






965 


924 


LEBANON 


LEBANON MIDDLE SCHOOL 


63,350 


80 


30 






500 


392 


LEDYARD 


LEDYARD MIDDLE SCHOOL 


77,500 


12 


27 






500 


443 


MADISON 


DR. ROBERT H. BROWN SCHOOL 


92,752 


22 


39 






750 


744 


MANCHESTER 


BENNET MIDDLE SCHOOL 


153,732 


12 


39 






800 


802 


MANCHESTER 


ILLING MIDDLE SCHOOL 


128,350 


16 


32 


3 


1994 


1,000 


990 


MANSFIELD 


MANSFIELD MIDDLE SCHOOL 


102,963 


30 


31 


4 


1996 


764 


665 


MERIDEN 


LINCOLN MIDDLE SCHOOL 


89,000 


8 


27 


1 


1987 


600 


764 


MERIDEN 


WASHINGTON MIDDLE SCHOOL 


117,800 


7 


45 


1 


1987 


1,020 


1,223 


MIDDLETOWN 


WOODROW WILSON MIDDLE SCHOOL 


156,091 


75 


42 






900 


752 


MILFORD 


EAST SHORE MIDDLE 


60,780 


11 


38 






620 


572 


MILFORD 


HARBORSIDE MIDDLE 


78,325 


10 


37 






620 


642 


MILFORD 


WEST SHORE MIDDLE 


65,460 


11 


36 






600 


554 


MONROE 


CHALK HILL MIDDLE SCHOOL 


94,900 


23 


47 






744 


628 


MONROE 


JOCKEY HOLLOW SCHOOL 


106.000 


5 


30 






750 


612 


MONTVILLE 


LEONARD J. TYL MIDDLE SCHOOL 


126.500 


20 


30 






700 


718 
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Building Size-and-Gapacity (10/1 999) 
Middle Schools (N = 166) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


NAUGATUCK 


CITY HILL MIDDLE SCHOOL 


127,000 


16 


52 






875 


898 


NAUGATUCK 


HILLSIDE MIDDLE SCHOOL 


62,469 


2 


22 






475 


481 


NEW BRITAIN 


ROOSEVELT MIDDLE SCHOOL 


100,800 


7 


26 






657 


649 


NEW BRITAIN 


SLADE MIDDLE SCHOOL 


153,711 


18 


47 


8 


1989 


1,149 


810 


NEW BRITAIN 


PULASKI MIDDLE SCHOOL 


157,459 


22 


47 


8 


1989 


1,134 


765 


NEW CANAAN 


SAXE MIDDLE SCHOOL 


129,263 


40 


34 






680 


703 


NEW FAIRFIELD 


NEW FAIRFIELD MIDDLE SCHOOL 


90,000 


30 


35 






720 


667 


NEW HAVEN 


URBAN YOUTH SCHOOL 


32,300 


2 


10 






250 


63 


NEW HAVEN 


FAIR HAVEN MIDDLE SCHOOL 


165,850 


4 


55 






825 


794 


NEW HAVEN 


SHERIDAN MIDDLE SCHOOL 


87,130 


3 


34 






550 


474 


NEW HAVEN 


TROUP MIDDLE SCHOOL 


150,259 


2 


43 






725 


623 


NEW HAVEN 


BETSY ROSS ARTS MAGNET SCHOOL 


106,000 


10 


30 






550 


517 


NEW HAVEN 


J. ROBINSON MIDDLE SCHOOL 


158,791 


14 


37 






500 


432 


NEW HAVEN 


CLEMENTE MIDDLE SCHOOL 


144,000 


12 


50 






890 


714 


NEW HAVEN 


WEST HILLS MIDDLE MAGNET 


35,519 


1 


15 






263 


296 


NEWINGTON 


MARTIN KELLOGG MIDDLE SCHOOL 


106,400 


10 


26 






572 


575 


NEWINGTON 


JOHN WALLACE MIDDLE SCHOOL 


111,388 


30 


29 






638 


690 


NEW LONDON 


BENNIE DOVER JACKSON MIDDLE 


147,111 


6 


47 






638 


702 


NEW MILFORD 


SCHAGHTICOKE MIDDLE SCHOOL 


143,576 


57 


53 






1,200 


1,173 


NEWTOWN 


NEWTOWN MIDDLE SCHOOL 


175,000 


36 


44 






1,077 


1,044 


NORTH BRANFORD 


NORTH BRANFORD INTERMEDIATE 


68,050 


15 


34 


2 


1995 


809 


579 


NORTH HAVEN 


NORTH HAVEN MIDDLE SCHOOL 


142,352 


38 


48 






881 


853 


NORTH STONINGTON 


WHEELER MIDDLE SCHOOL 


39,863 


5 


13 






260 


232 


NORWALK 


NATHAN HALE MIDDLE SCHOOL 


102,250 


20 


43 






598 


581 


NORWALK 


PONUS RIDGE MIDDLE SCHOOL 


104,365 


23 


46 






656 


619 


NORWALK 


WEST ROCKS MIDDLE SCHOOL 


101,910 


40 


46 






757 


657 


NORWALK 


ROTON MIDDLE SCHOOL 


98,125 


25 


32 






467 


410 


NORWICH 


KELLY MIDDLE SCHOOL 


91,076 


19 


46 






740 


475 


NORWICH 


TEACHERS' MEMORIAL MIDDLE 


87,000 


30 


30 






760 


373 


OLD SAYBROOK 


OLD SAYBROOK MIDDLE SCHOOL 


120,000 


20 


36 






729 


559 


OXFORD 


GREAT OAK SCHOOL 


75,113 


129 


38 






660 


457 


PLAINFIELD 


PLAINFIELD CENTRAL SCHOOL 


94,816 


25 


28 






760 


682 


PLAINVILLE 


MIDDLE SCHOOL OF PLAINVILLE 


102,250 


27 


48 






640 


656 


PLYMOUTH 


HARRY S. FISHER SCHOOL 


68,150 


34 


30 






550 


479 


PORTLAND 


PORTLAND MIDDLE SCHOOL 


76,452 


11 


15 






375 


301 


PRESTON 


PRESTON PLAINS SCHOOL 


35,428 


25 


14 






200 


177 


PUTNAM 


PUTNAM MIDDLE SCHOOL 


94,154 


20 


35 






717 


349 


REDDING 


JOHN READ MIDDLE SCHOOL 


73,406 


23 


20 






400 


418 


RIDGEFIELD 


EAST RIDGE MIDDLE SCHOOL 


170,000 


14 


35 


2 


1998 


900 


1,057 


ROCKY HILL 


ALBERT D. GRISWOLD JUNIOR HIGH 


88,874 


33 


26 






750 


572 


SEYMOUR 


SEYMOUR MIDDLE SCHOOL 


61,989 


1 


26 






400 


373 


SHELTON 


INTERMEDIATE SCHOOL 


160,785 


24 


45 


4 


1992 


990 


836 


SIMSBURY 


HENRY JAMES MEMORIAL SCHOOL 


96,470 


31 


30 






760 


717 


SOMERS 


MABELLE B. AVERY MIDDLE SCHOOL 


88,254 


20 


28 






494 


389 


SOUTHINGTON 


JOSEPH A. DEPAOLO MIDDLE SCHL 


102,191 


15 


44 






750 


787 


SOUTHINGTON 


JOHN F. KENNEDY MIDDLE SCHOOL 


102,191 


11 


45 






750 


823 


SOUTH WINDSOR 


TIMOTHY EDWARDS SCHOOL 


139,400 


17 


58 


13 


1992 


874 


1,114 


STAFFORD 


STAFFORD MIDDLE SCHOOL 


84,195 


10 


29 






648 


494 


STAMFORD 


DOLAN SCHOOL 


114,400 


18 


43 






1,000 


869 


STAMFORD 


TURN OF RIVER SCHOOL 


122,700 


29 


53 


4 


1998 


829 


705 


STAMFORD 


CLOONAN SCHOOL 


162,700 


5 


63 






960 


876 


STAMFORD 


RIPPOWAM MAGNET MIDDLE SCHOOL 


227,700 


30 


82 






1,450 


622 


STONINGTON 


PAWCATUCK MIDDLE SCHOOL 


57,320 


8 


20 






349 


365 


STONINGTON 


MYSTIC MIDDLE SCHOOL 


77,702 


17 


24 






463 


402 


STRATFORD 


DAVID WOOSTER MIDDLE SCHOOL 


130,000 


29 


35 






734 


519 


STRATFORD 


HARRY B. FLOOD MIDDLE SCHOOL 


166,000 


18 


45 






928 


671 


SUFFIELD 


MCALISTER MIDDLE SCHOOL 


72,000 


21 


26 


3 


1993 


625 


656 


THOMPSON 


THOMPSON MIDDLE SCHOOL 


48,088 


75 


29 






550 


451 


TOLLAND 


TOLLAND MIDDLE SCHOOL 


109,126 


46 


37 


2 


1995 


900 


1,046 


TORRINGTON 


TORRINGTON MIDDLE SCHOOL 


163,330 


28 


58 






1,400 


1,217 


TRUMBULL 


MADISON MIDDLE SCHOOL 


154,970 


37 


46 






1,169 


681 


TRUMBULL 


HILLCREST MIDDLE SCHOOL 


117,000 


36 


29 






915 


638 


VERNON 


VERNON CENTER MIDDLE SCHOOL 


140,000 


75 


39 






1,200 


950 


WALLINGFORD 


DAG HAMMARSKJOLD SCHOOL 


126,305 


33 


67 






966 


827 


WALLINGFORD 


JAMES H. MORAN MIDDLE SCHOOL 


115,114 


40 


62 






989 


851 
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Building Size and Capacity (10/1999) 
Middle Schools (N = 166) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
In Use 
Since 


Capacity 


Oct 1998 
Enrollment 


WATERBURY 


MICHAEL F. WALLACE MIDDLE SCH 


132,200 


69 


62 






1,240 


1,155 


WATERBURY 


WEST SIDE MIDDLE SCHOOL 


167.176 


43 


55 






1,100 


1,222 


WATERBURY 


NORTH END MIDDLE SCHOOL 


144,488 


43 


81 






1,620 


1,092 


WATERFORD 


CLARK LANE MIDDLE SCHOOL 


111,890 


50 


50 






834 


708 


WATERTOWN 


SWIFT JUNIOR HIGH SCHOOL 


98.860 


15 


32 






550 


563 


WESTBROOK 


WESTBROOK MIDDLE SCHOOL 


47.261 


25 


11 






250 


223 


WEST HARTFORD 


KING PHILIP MIDDLE SCHOOL 


168.813 


45 


66 






1,125 


1,028 


WEST HARTFORD 


SEDGWICK MIDDLE SCHOOL 


150,979 


10 


66 






1,125 


1,004 


WEST HAVEN 


HARRY M. BAILEY MIDDLE SCHOOL 


123,400 


17 


48 






910 


810 


WEST HAVEN 


MAY V. CARRIGAN MIDDLE SCHOOL 


150,000 


28 


50 






1,050 


946 


WESTON 


WESTON MIDDLE SCHOOL 


155,141 


113 


30 






954 


823 


WESTPORT 


BEDFORD MIDDLE SCHOOL 


96.996 


15 


25 


4 


1996 


575 


628 


WESTPORT 


COLEYTOWN MIDDLE SCHOOL 


136.360 


11 


24 


1 


1997 


600 


657 


WETHERSFIELD 


SILAS DEANE MIDDLE SCHOOL 


109.661 


18 


32 






536 


527 


WILLINGTON 


HALL MEMORIAL SCHOOL 


64,150 


15 


20 






478 


370 


WILTON 


MIDDLEBROOK SCHOOL 


190,909 


41 


54 






1,134 


838 


WINCHESTER 


PEARSON MIDDLE SCHOOL 


98,157 


5 


30 






630 


348 


WINDHAM 


WINDHAM MIDDLE SCHOOL 


173,872 


18 


76 






1,100 


1,040 


WINDSOR 


SAGE PARK MIDDLE SCHOOL 


184,337 


33 


48 






1,200 


1,078 


WINDSOR LOCKS 


WINDSOR LOCKS MIDDLE SCHOOL 


121,143 


13 


38 






505 


466 


WOLCOTT 


ALCOTT MIDDLE SCHOOL 


71.600 


18 


26 


3 


1997 


625 


695 


WOODSTOCK 


WOODSTOCK MIDDLE SCHOOL 


77.682 


28 


21 






500 


400 


DISTRICT NO. 4 


JOHN WINTHROP JUNIOR HIGH SCH 


117,623 


90 


32 






544 


376 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


86,860 


48 


25 






910 


592 


DISTRICT NO. 5 


AMITY REGIONAL JUNIOR HIGH SCH 


86,860 


29 


22 






825 


538 


DISTRICT NO. 8 


RHAM MIDDLE SCHOOL 


55,447 


20 


28 


4 


1995 


482 


514 


DISTRICT NO. 10 


HAR-BUR MIDDLE SCHOOL 


99,956 


40 


28 






776 


645 


DISTRICT NO. 12 


SHEPAUG VALLEY MIDDLE SCHOOL 


89,931 


52 


25 






400 


268 


DISTRICT NO. 13 


FRANK WARD STRONG SCHOOL 


47,535 


6 


17 


2 


1996 


390 


340 


DISTRICT NO. 14 


WOODBURY MIDDLE SCHOOL 


77,782 


7 


21 


2 


1995 


475 


503 


DISTRICT NO. 15 


ROCHAMBEAU MIDDLE SCHOOL 


80,725 


19 


32 






800 


562 


DISTRICT NO. 15 


MEMORIAL MIDDLE SCHOOL 


70,205 


27 


24 


2 


1993 


650 


434 


DISTRICT NO. 16 


LONG RIVER MIDDLE SCHOOL 


93,741 


55 


31 






525 


571 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH MIDDLE 


50,000 


63 


18 






380 


346 


DISTRICT NO. 18 


LYME-OLD LYME MIDDLE SCHOOL 


80,119 


44 


30 






360 


377 


NEW LONDON/INTER DIST ARTS/COM 


7.510 


1 


8 






200 


90 


Middle Schools (N = 


166) Total 


18,082,164 


7,615 


6.051 


132 




122,943 


107,701 
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Building-Size-and-Gapacity-(10A1999) - 
High Schools (N = 157) 




General 


Portable 


Portables 


- - - -Table 6G 




Square 


Class- 


Class- 


in Use 


Oct 1998 


District School Name 


Footage 


Acreage rooms 


rooms 


Since 


Capacity Enrollment 



ANSONIA 


ANSONIA HIGH SCHOOL 


90,299 


4 


39 






700 


528 


AVON 


AVON HIGH SCHOOL 


130,000 


38 


31 






641 


617 


BERLIN 


BERLIN HIGH SCHOOL 


250,000 


26 


40 






1,200 


971 


BETHEL 


BETHEL HIGH SCHOOL 


179,000 


28 


31 






931 


901 


BLOOMFIELD 


BLOOMFIELD HIGH SCHOOL 


197,000 


30 


35 






805 


703 


BOLTON 


BOLTON HIGH SCHOOL 


52,083 


56 


17 






380 


243 


BRANFORD 


BRANFORD HIGH SCHOOL 


273,000 


38 


62 






1,400 


997 


BRIDGEPORT 


BASSICKHIGH SCHOOL 


242,210 


8 


48 






1,160 


918 


BRIDGEPORT 


CENTRAL HIGH SCHOOL 


279.660 


37 


109 


1 


1980 


2,175 


2,195 


BRIDGEPORT 


HARDING HIGH SCHOOL 


212,935 


8 


65 






1,610 


1,276 


BRISTOL 


BRISTOL CENTRAL HIGH SCHOOL 


221.000 


36 


55 






1,582 


1,352 


BRISTOL 


BRISTOL EASTERN HIGH SCHOOL 


235,000 


50 


60 






1,700 


1,168 


BROOKFIELD 


BROOKFIELD HIGH SCHOOL 


163.275 


156 


31 






950 


787 


CANTON 


CANTON JR SR HIGH SCHOOL 


135,707 


19 


28 






685 


639 


CHESHIRE 


CHESHIRE HIGH SCHOOL 


229,061 


48 


71 






1,350 


1,381 


CLINTON 


THE MORGAN SCHOOL 


143,933 


39 


51 






955 


659 


COLCHESTER 


BACON ACADEMY 


185,000 


90 


48 






850 


615 


COVENTRY 


COVENTRY HIGH SCHOOL 


69.500 


44 


15 






508 


418 


CROMWELL 


CROMWELL HIGH SCHOOL 


88,000 


34 


22 






500 


450 


DANBURY 


DANBURY HIGH SCHOOL 


447,879 


41 


105 






2.678 


2,284 


DARIEN 


DARIEN HIGH SCHOOL 


184,192 


59 


29 






880 


749 


DERBY 


DERBY HIGH SCHOOL 


101,175 


52 


39 






750 


635 


EAST GRANBY 


EAST GRANBY HIGH SCHOOL 


69,000 


53 


14 






300 


216 


EAST HADDAM 


NATHAN HALE-RAY HIGH SCHOOL 


80,163 


105 


11 






450 


348 


EAST HAMPTON 


EAST HAMPTON HIGH SCHOOL 


125,217 


48 


36 






889 


512 


EAST HARTFORD 


EAST HARTFORD HIGH SCHOOL 


394,000 


50 


89 






2,260 


2,030 


EAST HAVEN 


EAST HAVEN HIGH SCHOOL 


300,000 


7 


60 






1,500 


1,049 


EAST LYME 


EAST LYME HIGH SCHOOL 


237,489 


53 


47 






1,488 


998 


EAST WINDSOR 


EAST WINDSOR SENIOR HIGH 


112,351 


39 


23 






531 


357 


ELLINGTON 


ELLINGTON HIGH SCHOOL 


123,000 


18 


45 






579 


563 


ENFIELD 


ENFIELD HIGH SCHOOL 


167,557 


51 


36 






900 


920 


ENFIELD 


ENRICO FERMI HIGH SCHOOL 


202,400 


42 


60 






1,260 


1,165 


FAIRFIELD 


FAIRFIELD HIGH SCHOOL 


298,000 


40 


48 






1,800 


1,806 


FARMINGTON 


FARMINGTON HIGH SCHOOL 


200,300 


64 


41 






1,200 


1,120 


GLASTONBURY 


GLASTONBURY HIGH SCHOOL 


271,807 


72 


58 






1,500 


1,657 


GRANBY 


GRANBY MEMORIAL HIGH SCHOOL 


128,000 


35 


22 






550 


491 


GREENWICH 


GREENWICH HIGH SCHOOL 


454,500 


54 


84 






2,700 


1,980 


GRISWOLD 


GRISWOLD SENIOR HIGH SCHOOL 


24,570 


16 


44 






650 


622 


GROTON 


FITCH SENIOR HIGH SCHOOL 


224.368 


45 


73 






1,460 


1,170 


GUILFORD 


GUILFORD HIGH SCHOOL 


198.623 


47 


31 


4 


1977 


1,056 


1,128 


HAMDEN 


HAMDEN HIGH SCHOOL 


331,000 


26 


77 






1,785 


1,707 


HARTFORD 


BULKELEY HIGH SCHOOL 


299,940 


27 


112 


4 


1994 


2,016 


1,396 


HARTFORD 


HARTFORD PUBLIC HIGH SCHOOL 


343,000 


19 


129 






2,322 


1,579 


HARTFORD 


WEAVER HIGH SCHOOL 


382,250 


29 


111 






2,125 


1,255 


KILLINGLY 


KILLINGLY HIGH SCHOOL 


144,000 


10 


62 






1,000 


935 


LEBANON 


LYMAN MEMORIAL HIGH SCHOOL 


116,025 


25 


28 






605 


576 


LEDYARD 


LEDYARD HIGH SCHOOL 


225,000 


18 


67 






1,100 


1,058 


LITCHFIELD 


LITCHFIELD HIGH SCHOOL 


105,880 


28 


28 






560 


585 


MADISON 


DANIEL HAND HIGH SCHOOL 


155,007 


27 


27 






885 


879 


MANCHESTER 


MANCHESTER HIGH SCHOOL 


309,374 


14 


60 






2,400 


2,060 


MERIDEN 


FRANCIS T. MALONEY HIGH SCHOOL 


241.547 


30 


47 






1,400 


1,144 


MERIDEN 


ORVILLE H. PLATT HIGH SCHOOL 


237,603 


27 


48 






1,270 


915 


MIDDLETOWN 


MIDDLETOWN HIGH SCHOOL 


161,169 


13 


39 






1,100 


983 


MILFORD 


JONATHAN LAW HIGH SCHOOL 


203.695 


32 


57 






1,000 


953 


MILFORD 


JOSEPH A. FORAN HIGH SCHOOL 


225,500 


27 


66 






1,100 


972 


MONROE 


MASUK HIGH SCHOOL 


228,000 


30 


63 






1,250 


1,187 


MONTVILLE 


MONTVILLE HIGH SCHOOL 


151,420 


20 


60 






1,200 


718 


NAUGATUCK 


NAUGATUCK HIGH SCHOOL 


296,000 


49 


99 






1,650 


1,543 


NEW BRITAIN 


NEW BRITAIN HIGH SCHOOL 


360,109 


21 


79 






2,094 


2,222 


NEW CANAAN 


NEW CANAAN HIGH SCHOOL 


267.500 


31 


65 






1,350 


1,129 


NEW FAIRFIELD 


NEW FAIRFIELD HIGH SCHOOL 


162,000 


30 


51 






972 


801 


NEW HAVEN 


WILBUR CROSS HIGH SCHOOL 


231,000 


23 


72 


1 


1958 


1,400 


1,403 


NEW HAVEN 


JAMES HILLHOUSE HIGH SCHOOL 


225,998 


9 


84 


1 


1958 


1,300 


1,014 


NEW HAVEN 


HILL REGIONAL CAREER HIGH 


232,338 


5 


34 






750 


544 


NEW HAVEN 


COOPERATIVE HIGH SCHOOL 


67.100 


1 


28 






400 


350 
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Building Size and Capacity (10/1999) 
High Schoois (N = 157) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


NEW HAVEN 


HIGH SCHOOL IN THE COMMUNITY 


78.732 


1 


24 






330 


335 


NEW HAVEN 


SOUND SCHOOL 


17,580 


1 


18 






270 


262 


NEWINGTON 


NEWINGTON HIGH SCHOOL 


235,948 


60 


84 






1,349 


1,252 


NEW LONDON 


NEW LONDON HIGH SCHOOL 


195,711 


17 


40 






800 


736 


NEW MILFORD 


NEW MILFORD HIGH SCHOOL 


184,500 


47 


48 






1,380 


1,149 


NEWTOWN 


NEWTOWN HIGH SCHOOL 


285.000 


48 


48 






1,525 


1,194 


NORTH BRANFORD 


NORTH BRANFORD HIGH SCHOOL 


113,000 


15 


51 






1,285 


637 


NORTH HAVEN 


NORTH HAVEN HIGH SCHOOL 


168,801 


39 


47 






1,080 


912 


NORTH STONINGTON 


WHEELER HIGH SCHOOL 


55.831 


4 


15 






300 


280 


NORWALK 


NORWALK HIGH SCHOOL 


310,000 


63 


103 






1,644 


1,524 


NORWALK 


BRIEN MCMAHON HIGH SCHOOL 


208,000 


71 


70 






1.258 


1,207 


OLD SAYBROOK 


OLD SAYBROOK SENIOR HIGH SCH 


123,600 


34 


36 






816 


403 


PLAINFIELD 


PLAINFIELD HIGH SCHOOL 


117,566 


39 


46 






830 


740 


PLAINVILLE 


PLAINVILLE HIGH SCHOOL 


227,000 


28 


78 






1,100 


732 


PLYMOUTH 


TERRYVILLE HIGH SCHOOL 


105.812 


7 


39 






600 


528 


PORTLAND 


PORTLAND HIGH SCHOOL 


89.000 


21 


16 


1 


1977 


425 


299 


PUTNAM 


PUTNAM HIGH SCHOOL 


87.000 


15 


26 






580 


422 


RIDGEFIELD 


RIDGEFIELD HIGH SCHOOL 


215,000 


78 


42 






1,505 


1,158 


ROCKY HILL 


ROCKY HILL HIGH SCHOOL 


152,000 


33 


65 






800 


616 


SEYMOUR 


SEYMOUR HIGH SCHOOL 


144,874 


51 


45 






1,150 


949 


SHELTON 


SHELTON HIGH SCHOOL 


303,000 


50 


69 






1.518 


1,424 


SIMSBURY 


SIMSBURY HIGH SCHOOL 


210,646 


45 


55 






1,395 


1,265 


SOMERS 


SOMERS HIGH SCHOOL 


105,000 


30 


33 






505 


449 


SOUTHINGTON 


SOUTHINGTON HIGH SCHOOL 


345,214 


54 


123 






2,000 


1,963 


SOUTH WINDSOR 


SOUTH WINDSOR HIGH SCHOOL 


236.099 


27 


97 






1,500 


1,307 


STAFFORD 


STAFFORD HIGH SCHOOL 


106,960 


17 


23 






598 


522 


STAMFORD 


STAMFORD HIGH SCHOOL 


306.200 


27 


107 






2,000 


2,030 


STAMFORD 


WESTHILL HIGH SCHOOL 


341,200 


32 


111 






2,079 


1,614 


STONINGTON 


STONINGTON HIGH SCHOOL 


116,678 


150 


44 






770 


645 


STRATFORD 


STRATFORD HIGH SCHOOL 


155.628 


10 


39 






1,224 


877 


STRATFORD 


BUNNELL HIGH SCHOOL 


193,000 


42 


43 






1,346 


1,003 


SUFFIELD 


SUFFIELD HIGH SCHOOL 


138.000 


12 


23 






732 


645 


THOMASTON 


THOMASTON HIGH SCHOOL 


100,000 


15 


23 






532 


506 


THOMPSON 


TOURTELLOTTE MEMORIAL HIGH SCH 


70.800 


75 


37 






675 


427 


TOLLAND 


TOLLAND HIGH SCHOOL 


136.531 


70 


25 






723 


648 


TORRINGTON 


TORRINGTON HIGH SCHOOL 


203,720 


35 


38 






1,129 


1.078 


TRUMBULL 


TRUMBULL HIGH SCHOOL 


308.575 


62 


56 






1.706 


1,580 


VERNON 


ROCKVILLE HIGH SCHOOL 


235,276 


46 


83 






1,900 


1,151 


WALLINGFORD 


LYMAN HALL HIGH SCHOOL 


180.000 


40 


73 






1,118 


1,066 


WALLINGFORD 


MARKT. SHEEHAN HIGH SCHOOL 


220,000 


45 


55 






1,161 


825 


WATERBURY 


CROSBY HIGH SCHOOL 


241,000 


70 


89 






1,780 


1,090 


WATERBURY 


WILBYHIGH SCHOOL 


302,400 


42 


56 






1,120 


942 


WATERBURY 


JOHN F. KENNEDY HIGH SCHOOL 


158,986 


12 


56 






1,120 


970 


WATERFORD 


WATERFORD HIGH SCHOOL 


260.850 


65 


71 






1,163 


769 


WATERTOWN 


WATERTOWN HIGH SCHOOL 


170,947 


35 


48 






900 


923 


WESTBROOK 


WESTBROOK HIGH SCHOOL 


62,141 


5 


8 






360 


239 


WEST HARTFORD 


CONARD HIGH SCHOOL 


247.653 


40 


79 






1,293 


1,286 


WEST HARTFORD 


HALL HIGH SCHOOL 


248,996 


62 


73 






1,298 


1,260 


WEST HAVEN 


WEST HAVEN HIGH SCHOOL 


348,350 


30 


132 






2,170 


1,603 


WESTON 


WESTON HIGH SCHOOL 


121,914 


113 


18 






548 


422 


• WESTPORT 


STAPLES HIGH SCHOOL 


341,700 


53 


27 






1,500 


1,001 


WETHERSFIELD 


WETHERSFIELD HIGH SCHOOL 


229,147 


36 


48 






972 


974 


WILTON 


WILTON HIGH SCHOOL 


275,522 


28 


40 






840 


930 


WINDHAM 


WINDHAM HIGH SCHOOL 


222,518 


42 


57 






1,140 


945 


WINDSOR 


WINDSOR HIGH SCHOOL 


269,000 


35 


40 






1,475 


1,371 


WINDSOR LOCKS 


WINDSOR LOCKS HIGH SCHOOL 


208.858 


61 


35 






692 


540 


WOLCOTT 


WOLCOTT HIGH SCHOOL 


220,000 


50 


72 






1,032 


880 


DISTRICT NO. 1 


HOUSATONIC VALLEY REG. H.S. 


131,245 


66 


37 






1,042 


544 


DISTRICT NO. 4 


VALLEY REGIONAL HIGH SCHOOL 


110,529 


47 


47 






640 


478 


DISTRICT NO. 5 


AMITY REGIONAL SENIOR HIGH SCH 


220,000 


54 


42 






1,150 


1,020 


DISTRICT NO. 6 


WAMOGO REGIONAL HIGH SCHOOL 


121,200 


55 


46 






567 


529 


DISTRICT NO. 7 


NORTHWESTERN REGIONAL 


182.193 


35 


48 






1,050 


968 


DISTRICT NO. 8 


RHAM HIGH SCHOOL 


144,578 


31 


46 






883 


821 


DISTRICT NO. 9 


JOEL BARLOW HIGH SCHOOL 


130.800 


128 


23 


2 


1979 


700 


692 


DISTRICT NO. 10 


LEWIS S. MILLS HIGH SCHOOL 


128,233 


40 


31 






834 


628 
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Building Size and Capacity (10/1999) 
High Schoois (N = 157) 



District 


School Name 


Square 

Footage 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


DISTRICT NO. 1 1 


PARISH HILL HIGH SCHOOL 


70,500 


60 


30 






554 


403 


DISTRICT NO. 12 


SHEPAUG VALLEY HIGH SCHOOL 


89.932 


53 


25 






400 


343 


DISTRICT NO. 13 


COGINCHAUG REGIONAL HIGH SCH 


115,000 


45 


19 






468 


458 


DISTRICT NO. 14 


NONNEWAUG HIGH SCHOOL 


132,766 


102 


31 






650 


726 


DISTRICT NO. 15 


POMPERAUG REGIONAL HIGH SCHOOL 


179,678 


61 


41 






1,025 


1,013 


DISTRICT NO. 17 


HADDAM-KILLINGWORTH HIGH 


232,398 


63 


35 






780 


575 


DISTRICT NO. 18 


LYME-OLD LYME HIGH SCHOOL 


108,500 


44 


18 






613 


388 


DISTRICT NO. 19 


E. 0. SMITH HIGH SCHOOL 


145,400 


32 


55 


3 


1993 


1,017 


1,025 


V-T SCHOOL SYSTEM 


BULLARD-HAVENS V-T SCHOOL 


239,517 


24 


16 






973 


882 


V-T SCHOOL SYSTEM 


HENRY ABBOTT V-T SCHOOL 


128,624 


14 


12 






710 


624 


V-T SCHOOL SYSTEM 


H.H. ELLIS V-T SCHOOL 


165,983 


42 


11 






733 


518 


V-T SCHOOL SYSTEM 


ELI WHITNEY V-T SCHOOL 


178,763 


20 


13 






847 


537 


V-T SCHOOL SYSTEM 


A.I. PRINCE V-T SCHOOL 


218.537 


20 


9 






780 


650 


V-T SCHOOL SYSTEM 


HOWELL CHENEY V-T SCHOOL 


134,193 


35 


9 






542 


531 


V-T SCHOOL SYSTEM 


H.C. WILCOX V-T SCHOOL 


149,488 


33 


12 






812 


641 


V-T SCHOOL SYSTEM 


VINAL V-T SCHOOL 


199,296 


31 


12 






696 


442 


V-T SCHOOL SYSTEM 


E.C. GOODWIN V-T SCHOOL 


189,886 


20 


15 






808 


738 


V-T SCHOOL SYSTEM 


NORWICH V-T SCHOOL 


99,626 


24 


8 






524 


469 


V-T SCHOOL SYSTEM 


J.M. WRIGHT V-T SCHOOL 


201,435 


19 


10 






636 


462 


V-T SCHOOL SYSTEM 


OLIVER WOLCOTT V-T SCHOOL 


151,858 


14 


11 






788 


655 


V-T SCHOOL SYSTEM 


W.F. KAYNOR V-T SCHOOL 


158,513 


15 


11 






648 


680 


V-T SCHOOL SYSTEM 


WINDHAM V-T SCHOOL 


172,979 


15 


8 






698 


511 


V-T SCHOOL SYSTEM 


EMMETT O’BRIEN V-T SCHOOL 


124,834 


34 


8 






552 


478 


V-T SCHOOL SYSTEM 


PLATT V-T SCHOOL 


221,320 


37 


15 






878 


798 


V-T SCHOOL SYSTEM 


ELLA T. GRASSO SOUTHEASTERN 


212,949 


67 


9 






792 


594 


GILBERT SCHOOL 




94,000 


111 


34 






506 


536 


WOODSTOCK ACADEMY 


175,000 


32 


42 






850 


868 


High Schools (N = 157) Total 


29,940,926 


6,209 


7,332 


17 




167,684 


141,256 
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Building Size and Capacity (10/1999) 
AlternativelOther Schools (N = 33) 



TableOD 



District 


School Name 


Square 

Footaqe 


Acreage 


General 

Class- 

rooms 


Portable 

Class- 

rooms 


Portables 
in Use 
Since 


Capacity 


Oct 1998 
Enrollment 


CHESHIRE 


HUMISTON SCHOOL 


16,000 


3 


6 


2 


1968 


80 


29 


DANBURY 


ALT. CENTER FOR EDUCATION 


17,565 


2 


8 






212 


91 


EAST HARTFORD 


WOODLAND: SYNERGY 


42,800 


7 


9 






425 


91 


EAST HARTFORD 


SUNSET RIDGE;TEP 


45,900 


11 


13 






600 


133 


HARTFORD 


HTFD TRANSITIONAL LEARN ACDMY 


66,000 


1 


30 






600 


266 


MONTVILLE 


MONTVILLE ALTERNATE EDUCATION 


4,676 


7 


7 






120 


27 


NEW HAVEN 


CELENTANO SCHOOL 


58,872 


5 


14 


2 


1972 


190 


191 


NORWALK 


BRIGGS HIGH SCHOOL 


30,400 


3 


20 






250 


153 


NORWICH 


NORWICH HIGH SCHOOL 


924 


19 


4 






50 


65 


NORWICH 


HICKORY STREET SCHOOL 


3,522 


1 


4 






50 


25 


TORRINGTON 


SOUTHEAST SCHOOL 


10,000 


2 


6 






136 


28 


WATERBURY 


STATE STREET SCHOOL 


9,384 


3 


10 






425 


55 


CREC 


GRTR HTFD ACAD 4 PRFRMING ARTS 


10,800 


1 


22 






125 


195 


EDUC CONNECTION 


EDUCATION CONNECTION 


33,897 


33 


2 






832 


40 


ACES 


ARISE 


4,000 


1 


3 






25 


15 


ACES 


LITTLE THEATER 


5,750 


1 


3 






75 




ACES 


ECA 


19,113 


1 


7 






135 


195 


ACES 


BUILDING 3 


45,559 


2 


12 






150 


107 


ACES 


BUILDINGS 1 & 2 


49,686 


4 


17 






150 


151 


EASTCONN 


EASTCONN SECONDARY 


32,300 


5 


6 






90 


60 


COMMON GROUND HIGH 


3,820 


21 


4 






100 


81 


BRIDGE ACADEMY 




18,000 


1 


9 






340 


170 


ANCESTORS COMMUNITY CHARTER HS 


46,270 


3 


6 






100 


101 


EXPLORATIONS CHARTER SCHOOL 


5,000 


1 


6 






75 


63 


SHELTON 


RIPTON SCHOOL 


34,722 


3 


12 






128 


108 


VERNON 


TALCOTTVILLE ADOLESCENT CENTER 


13,865 


1 


6 






72 


25 


CREC 


POLARIS CENTER 


28,000 


5 


7 






75 


55 


CREC 


RIVER STREET SCHOOL 


71,400 


10 


16 






120 


131 


CREC 


SOUNDBRIDGE 


16,567 


4 


8 






75 


102 


CES 


ADMIN/LRNG-REG.SPEC.ED.CENTER 


84,839 


9 


30 






600 


170 


ACES 


VILLAGE SCHOOL 


58,095 


7 


26 






225 


212 


ACES 


MILL ROAD SCHOOL 


57,001 


22 


22 


4 


1963 


200 


160 


EASTCONN 


EASTCONN ELEMENTARY 


15,000 


3 


10 






120 


80 


Alternative/Other Schools (N = 33) Total 


959,727 


202 


365 


8 




6,950 


3,375 



Notes: 

These facilities are excluded from various reports and tables In this section because they: 1) could not be assigned elementary, 
secondary or middle school status; 2) could not be assigned to an ERG; and/or 3) their inclusion (alternative high schools virtually 
always operate in an older mothballed building with few comprehensive features) would tend to distort the results. 



Building Size and Capacity (10/1999): 



(continued.. ) 



Table 6E 



Number of Schools Enrollment (October 1998) • Enrolled Student per Classroom • 



District 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


ANDOVER 


1 






1 


314 






314 


20 






20 


ANSONIA 


4 


1 


1 


6 


1,225 


567 


528 


2,320 


21 


20 


14 


19 


ASHFORD 


1 






1 


552 






552 


16 






16 


AVON 


2 


1 


1 


4 


1,323 


580 


617 


2,520 


15 


16 


20 


16 


BARKHAMSTED 


1 






1 


362 






362 


14 






14 


BERLIN 


3 


1 


1 


5 


1,485 


735 


971 


3,191 


21 


18 


24 


21 


BETHANY 


1 






1 


555 






555 


15 






15 


BETHEL 


3 


1 


1 


5 


1,505 


751 


901 


3,157 


18 


23 


29 


21 


BLOOMFIELD 


3 


1 


1 


5 


1,074 


833 


703 


2,610 


23 


17 


20 


20 


BOLTON 


1 




1 


2 


669 




243 


912 


17 




14 


16 


BOZRAH 


1 






1 


257 






257 


14 






14 


BRANFORD 


3 


1 


1 


5 


1,526 


1,170 


997 


3,693 


21 


27 


16 


21 


BRIDGEPORT 


30 




3 


33 


17,470 




4,389 


21,859 


24 




20 


23 


BRISTOL 


10 


3 


2 


15 


4,028 


2,050 


2,520 


8,598 


17 


20 


22 


19 


BROOKFIELD 


2 


1 


1 


4 


1,214 


845 


787 


2,846 


22 


31 


25 


25 


BROOKLYN 


1 


1 




2 


540 


404 




944 


14 


18 




15 


CANAAN 


1 






1 


120 






120 


11 






11 


CANTERBURY 


1 


1 




2 


329 


304 




633 


10 


11 




10 


CANTON 


2 




1 


3 


869 




639 


1,508 


22 




23 


22 


CHAPLIN 


1 






1 


215 






215 


13 






13 


CHESHIRE 


5 


1 


1 


7 


2.744 


783 


1,381 


4,908 


21 


24 


19 


21 


CHESTER 


1 






1 


336 






336 


15 






15 


CLINTON 


2 


1 


1 


4 


1,102 


509 


659 


2,270 


20 


14 


13 


16 


COLCHESTER 


2 


1 


1 


4 


1,495 


641 


615 


2.751 


23 


22 


13 


19 


COLEBROOK 


1 






1 


146 






146 


16 






16 


COLUMBIA 


1 






1 


703 






703 


18 






18 


CORNWALL 


1 






1 


202 






202 


17 






17 


COVENTRY 


2 


1 


1 


4 


821 


670 


418 


1,909 


20 


22 


28 


22 


CROMWELL 


1 


1 


1 


3 


762 


607 


450 


1,819 


21 


16 


20 


19 


DANBURY 


13 


2 


1 


16 


4,608 


1,922 


2.284 


8,814 


18 


19 


22 


19 


DARIEN 


5 


1 


1 


7 


2,045 


718 


749 


3,512 


19 


38 


26 


22 


DEEP RIVER 


1 






1 


427 






427 


16 






16 


DERBY 


2 




1 


^ 3 


956 




635 


1,591 


21 




16 


19 


EASTFORD 


1 






1 


184 






184 


17 






17 


EAST GRANBY 


2 


1 


1 


4 


401 


192 


216 


809 


17 


16 


15 


16 


EAST HADDAM 


1 


1 


1 


3 


709 


300 


348 


1,357 


21 


16 


32 


21 


EAST HAMPTON 


2 


1 


1 


4 


1,013 


465 


512 


1,990 


20 


17 


14 


18 


EAST HARTFORD 


10 


1 


1 


12 


4,524 


1,115 


2,030 


7,669 


25 


17 


23 


23 


EAST HAVEN 


7 


1 


1 


9 


2,167 


825 


1,049 


4,041 


17 


22 


17 


18 


EAST LYME 


3 


1 


1 


5 


1,411 


708 


998 


3,117 


19 


16 


21 


19 


EASTON 


1 


1 




2 


660 


305 




965 


24 


20 




22 


EAST WINDSOR 


2 


1 


1 


4 


924 


231 


357 


1,512 


19 


23 


16 


19 


ELLINGTON 


3 


1 


1 


5 


1,214 


365 


563 


2,142 


18 


26 


13 


17 


ENFIELD 


9 


1 


2 


12 


3,601 


1,115 


2,085 


6,801 


20 


23 


22 


21 


ESSEX 


1 






1 


502 






502 


14 






14 


FAIRFIELD 


10 


3 


1 


14 


4,080 


1,713 


1,806 


7,599 


23 


14 


38 


21 


FARMINGTON 


4 


1 


1 


6 


1,966 


959 


1,120 


4,045 


21 


27 


27 


24 


FRANKLIN 


1 






1 


192 






192 


7 






7 


GLASTONBURY 


6 


1 


1 


8 


3,197 


861 


1,657 


5,715 


20 


21 


29 


22 


GRANBY 


3 


1 


1 


5 


941 


450 


491 


1,882 


24 


24 


22 


23 


GREENWICH 


11 


3 


1 


15 


4,444 


1,570 


1,980 


7,994 


19 


19 


24 


20 


GRISWOLD 


2 


1 


1 


4 


1,144 


328 


622 


2,094 


21 


16 


14 


18 


GROTON 


10 


3 


1 


14 


3,329 


1,325 


1,170 


5,824 


25 


18 


16 


21 


GUILFORD 


4 


2 


1 


7 


1,442 


1,233 


1,128 


3,803 


19 


24 


36 


24 


HAMDEN 


9 


1 


1 


11 


3,576 


1,104 


1,707 


6,387 


19 


17 


22 


19 


HAMPTON 


1 






1 


185 






185 


12 






12 


HARTFORD 


27 


3 


3 


33 


15,091 


2,811 


4,230 


22,132 


19 


12 


12 


16 


HARTLAND 


1 






1 


312 






312 


14 






14 


HEBRON 


2 






2 


975 






975 


22 






22 


KENT 


1 






1 


340 






340 


19 






19 


KILLINGLY 


3 


1 


1 


5 


1,199 


924 


935 


3,058 


21 


21 


15 


19 


LEBANON 


1 


1 


1 


3 


506 


392 


576 


1,474 


19 


13 


21 


17 


LEDYARD 


4 


1 


1 


6 


1,581 


443 


1,058 


3,082 


21 


16 


16 


18 


LISBON 


1 






1 


616 






616 


18 






18 


LITCHFIELD 


2 




1 


3 


818 




585 


1,403 


21 




21 


21 
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Building Size and Capacity (10/1999): 



Capacity Capacity Utilization - Square Feet per Enrolled Student - 



Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


District 


400 






400 


79% 






79% 


171 






171 


ANDOVER 


1,351 


750 


700 


2,801 


91% 


76% 


75% 


83% 


85 


144 


171 


119 


ANSONIA 


600 






600 


92% 






92% 


181 






181 


ASHFORD 


1,309 


620 


641 


2,570 


101% 


94% 


96% 


98% 


121 


189 


211 


159 


AVON 


510 






510 


71% 






71% 


130 






130 


BARKHAMSTED 


1,645 


924 


1,200 


3,769 


90% 


80% 


81% 


85% 


134 


194 


257 


185 


BERLIN 


600 






600 


93% 






93% 


144 






144 


BETHANY 


1,950 


868 


931 


3,749 


77% 


87% 


97% 


84% 


129 


186 


199 


162 


BETHEL 


1,081 


1,225 


805 


3,111 


99% 


68% 


87% 


84% 


106 


261 


280 


203 


BLOOMFIELD 


830 




380 


1,210 


81% 




64% 


75% 


144 




214 


163 


BOLTON 


480 






480 


54% 






54% 


228 






228 


BOZRAH 


1,652 


1,475 


1,400 


4,527 


92% 


79% 


71% 


82% 


105 


158 


274 


167 


BRANFORD 


19,775 




4,945 


24,720 


88% 




89% 


88% 


103 




167 


116 


BRIDGEPORT 


4,639 


2,319 


3,282 


10,240 


87% 


88% 


77% 


84% 


130 


164 


181 


153 


BRISTOL 


1,152 


798 


950 


2,900 


105% 


106% 


83% 


98% 


103 


117 


207 


136 


BROOKFIELD 


630 


450 




1,080 


86% 


90% 




87% 


140 


190 




161 


BROOKLYN 


175 






175 


69% 






69% 


182 






182 


CANAAN 


560 


565 




1,125 


59% 


54% 




56% 


164 


349 




253 


CANTERBURY 


975 




685 


1,660 


89% 




93% 


91% 


134 




212 


167 


CANTON 


478 






478 


45% 






45% 


202 






202 


CHAPLIN 


2,820 


800 


1,350 


4,970 


97% 


98% 


102% 


99% 


106 


140 


166 


128 


CHESHIRE 


400 






400 


84% 






84% 


132 






132 


CHESTER 


1,253 


724 


955 


2,932 


88% 


70% 


69% 


77% 


119 


173 


218 


160 


CLINTON 


1,250 


500 


850 


2,600 


1 20% 


128% 


72% 


106% 


95 


81 


301 


138 


COLCHESTER 


179 






179 


82% 






82% 


134 






134 


COLEBROOK 


750 






750 


94% 






94% 


142 






142 


COLUMBIA 


225 






225 


90% 






90% 


153 






153 


CORNWALL 


793 


589 


508 


1,890 


104% 


114% 


82% 


101% 


89 


103 


166 


111 


COVENTRY 


764 


600 


500 


1,864 


100% 


101% 


90% 


98% 


90 


137 


196 


132 


CROMWELL 


5,955 


2,698 


2,678 


11,331 


77% 


71% 


85% 


78% 


142 


163 


196 


161 


DANBURY 


2,420 


680 


880 


3,980 


85% 


106% 


85% 


88% 


138 


129 


246 


159 


DARIEN 


464 






464 


92% 






92% 


123 






123 


DEEP RIVER 


1,000 




750 


1,750 


96% 




85% 


91% 


124 




159 


138 


DERBY 


276 






276 


67% 






67% 


196 






196 


EASTFORD 


540 


225 


300 


1,065 


74% 


85% 


72% 


76% 


142 


177 


319 


198 


EAST GRANBY 


613 


579 


450 


1,642 


116% 


52% 


77% 


83% 


107 


270 


230 


175 


EAST HADDAM 


1,192 


573 


889 


2,654 


85% 


81% 


58% 


75% 


123 


161 


245 


163 


EAST HAMPTON 


5,227 


1,968 


2,260 


9,455 


87% 


57% 


90% 


81% 


100 


229 


194 


144 


EAST HARTFORD 


2,809 


850 


1,500 


5,159 


77% 


97% 


70% 


78% 


115 


101 


286 


157 


EAST HAVEN 


1,411 


647 


1,488 


3,546 


100% 


109% 


67% 


88% 


125 


152 


238 


167 


EAST LYME 


600 


300 




900 


110% 


102% 




107% 


102 


211 




136 


EASTON 


1,174 


250 


531 


1,955 


79% 


92% 


67% 


77% 


147 


28 


315 


169 


EAST WINDSOR 


1,263 


380 


579 


2,222 


96% 


96% 


97% 


96% 


114 


136 


218 


145 


ELLINGTON 


3,860 


1,150 


2,160 


7,170 


93% 


97% 


97% 


95% 


105 


141 


177 


133 


ENFIELD 


650 






650 


77% 






77% 


147 






147 


ESSEX 


3,982 


2,150 


1,800 


7,932 


102% 


80% 


100% 


96% 


112 


273 


165 


161 


FAIRFIELD 


2,040 


900 


1,200 


4,140 


96% 


107% 


93% 


98% 


97 


134 


179 


128 


FARMINGTON 


385 






385 


50% 






50% 


351 






351 


FRANKLIN 


3,166 


750 


1,500 


5,416 


101% 


1 1 5% 


110% 


106% 


102 


134 


164 


125 


GLASTONBURY 


999 


475 


550 


2,024 


94% 


95% 


89% 


93% 


78 


167 


261 


147 


GRANBY 


4,680 


1,606 


2,700 


8,986 


95% 


98% 


73% 


89% 


149 


194 


230 


178 


GREENWICH 


1,175 


350 


650 


2,175 


97% 


94% 


96% 


96% 


113 


40 


40 


80 


GRISWOLD 


3,508 


1,380 


1,460 


6,348 


95% 


96% 


80% 


92% 


109 


181 


192 


142 


GROTON 


1,694 


1,122 


1,056 


3,872 


85% 


110% 


1 07% 


98% 


147 


160 


176 


160 


GUILFORD 


3,765 


1,000 


1,785 


6,550 


95% 


110% 


96% 


98% 


155 


106 


194 


157 


HAMDEN 


391 






391 


47% 






47% 


187 






187 


HAMPTON 


15,669 


3,442 


6,463 


25,574 


96% 


82% 


65% 


87% 


159 


203 


242 


180 


HARTFORD 


325 






325 


96% 






96% 


105 






105 


HARTLAND 


988 






988 


99% 






99% 


100 






100 


HEBRON 


408 






408 


83% 






83% 


162 






162 


KENT 


1,275 


965 


1,000 


3,240 


94% 


96% 


94% 


94% 


103 


158 


154 


135 


KILLINGLY 


525 


500 


605 


1,630 


96% 


78% 


95% 


90% 


109 


162 


201 


159 


LEBANON 


1,785 


500 


1,100 


3,385 


89% 


89% 


96% 


91% 


92 


175 


213 


145 


LEDYARD 


680 






680 


91% 






91% 


120 






120 


LISBON 


808 




560 


1,368 


101% 




104% 


103% 


142 




181 


158 


LITCHFIELD 
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Building Size and Capacity (10/1999): 



(continued.. ) 



Number of Schools Enrollment (October 1998) - Enrolled Student per Classroom - 



District 


Elem Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem Middle 


High 


Total 


MADISON 


4 


1 


1 


6 


1,632 


744 


879 


3,255 


22 


19 


33 


23 


MANCHESTER 


10 


2 


1 


13 


3,852 


1,792 


2,060 


7,704 


21 


25 


34 


25 


MANSFIELD 


3 


1 




4 


790 


665 




1,455 


14 


21 




16 


MARLBOROUGH 


1 






1 


660 






660 


17 






17 


MERIDEN 


8 


2 


2 


12 


4,667 


1,987 


2,059 


8,713 


22 


28 


22 


23 


MIDDLETOWN 


9 


1 


1 


11 


3,082 


752 


983 


4,817 


16 


18 


25 


18 


MILFORD 


9 


3 


2 


14 


3,587 


1,768 


1,925 


7,280 


15 


16 


16 


15 


MONROE 


3 


2 


1 


6 


1,560 


1,240 


1,187 


3,987 


19 


16 


19 


18 


MONTVILLE 


3 


1 


1 


5 


1,428 


718 


718 


2,864 


20 


24 


12 


18 


NAUGATUCK 


8 


2 


1 


11 


2,860 


1,379 


1,543 


5,782 


20 


19 


16 


18 


NEW BRITAIN 


10 


3 


1 


14 


5,464 


2,224 


2,222 


9,910 


22 


19 


28 


22 


NEW CANAAN 


3 


1 


1 


5 


1,593 


703 


1,129 


3,425 


20 


21 


17 


19 


NEW FAIRFIELD 


2 


1 


1 


4 


1,402 


667 


801 


2,870 


22 


19 


16 


19 


NEW HARTFORD 


3 






3 


658 






658 


19 






19 


NEW HAVEN 


26 


8 


6 


40 


10,175 


3,913 


3,908 


17,996 


21 


14 


15 


18 


NEWINGTON 


4 


2 


1 


7 


1,674 


1,265 


1,252 


4,191 


22 


23 


15 


19 


NEW LONDON 


6 


1 


1 


8 


1,702 


702 


736 


3,140 


17 


15 


18 


17 


NEW MILFORD 


3 


1 


1 


5 


2,535 


1,173 


1,149 


4,857 


23 


22 


24 


23 


NEWTOWN 


4 


1 


1 


6 


2,275 


1,044 


1,194 


4,513 


23 


24 


25 


24 


NORFOLK 


1 






1 


174 






174 


12 






12 


NORTH BRANFORD 


2 


1 


1 


4 


739 


579 


637 


1,955 


18 


17 


12 


15 


NORTH CANAAN 


1 






1 


372 






372 


16 






16 


NORTH HAVEN 


4 


1 


1 


6 


1,721 


853 


912 


3,486 


19 


18 


19 


19 


NORTH STONINGTON 


1 


1 


1 


3 


360 


232 


280 


872 


20 


18 


19 


19 


NORWALK 


12 


4 


2 


18 


5,561 


2,267 


2,731 


10,559 


20 


14 


16 


17 


NORWICH 


10 


2 




12 


3,121 


848 




3,969 


16 


11 




15 


OLD SAYBROOK 


1 


1 


1 


3 


482 


559 


403 


1,444 


17 


16 


11 


14 


ORANGE 


4 






4 


1,299 






1,299 


20 






20 


OXFORD 


2 


1 




3 


890 


457 




1,347 


15 


12 




14 


PLAINFIELD 


3 


1 


1 


5 


1,426 


682 


740 


2,848 


21 


24 


16 


20 


PLAINVILLE 


3 


1 


1 


5 


1,247 


656 


732 


2,635 


14 


14 


9 


12 


PLYMOUTH 


3 


1 


1 


5 


989 


479 


528 


1,996 


16 


16 


14 


15 


POMFRET 


1 






1 


485 






485 


18 






18 


PORTLAND 


2 


1 


1 


4 


755 


301 


299 


1,355 


20 


20 


19 


20 


PRESTON 


2 


1 




3 


317 


177 




494 


16 


13 




15 


PUTNAM 


1 


1 


1 


3 


619 


349 


422 


1,390 


12 


10 


16 


12 


REDDING 


1 


1 




2 


824 


418 




1,242 


22 


21 




21 


RIDGEFIELD 


5 


1 


1 


7 


2,427 


1,057 


1,158 


4,642 


26 


30 


28 


27 


ROCKY HILL 


3 


1 


1 


5 


1,170 


572 


616 


2,358 


18 


22 


9 


15 


SALEM 


1 






1 


560 






560 


13 






13 


SALISBURY 


1 






1 


410 






410 


14 






14 


SCOTLAND 


1 






1 


168 






168 


17 






17 


SEYMOUR 


3 


1 


1 


5 


1,461 


373 


949 


2,783 


21 


14 


21 


20 


SHARON 


1 






1 


282 






282 


11 






11 


SHELTON 


6 


1 


1 


8 


3,020 


836 


1,424 


5,280 


22 


19 


21 


21 


SHERMAN 


1 






1 


453 






453 


28 






28 


SIMSBURY 


5 


1 


1 


7 


2,611 


717 


1,265 


4,593 


23 


24 


23 


23 


SOMERS 


1 


1 


1 


3 


731 


389 


449 


1,569 


15 


14 


14 


14 


SOUTHINGTON 


9 


2 


1 


12 


2,871 


1,610 


1,963 


6,444 


17 


18 


16 


17 


SOUTH WINDSOR 


5 


1 


1 


7 


2,389 


1,114 


1,307 


4,810 


19 


19 


13 


17 


SPRAGUE 


1 






1 


409 






409 


16 






16 


STAFFORD 


4 


1 


1 


6 


980 


494 


522 


1,996 


18 


17 


23 


19 


STAMFORD 


12 


4 


2 


18 


7,595 


3,072 


3,644 


14,311 


18 


13 


17 


16 


STERLING 


1 






1 


423 






423 


17 






17 


STONINGTON 


3 


2 


1 


6 


921 


767 


645 


2,333 


17 


17 


15 


17 


STRATFORD 


9 


2 


2 


13 


4,002 


1,190 


1,880 


7,072 


21 


15 


23 


20 


SUFFIELD 


2 


1 


1 


4 ' 


781 


656 


645 


2,082 


22 


25 


28 


25 


THOMASTON 


2 




1 


3 


705 




506 


1,211 


19 




22 


20 


THOMPSON 


1 


1 


1 


3 


579 


451 


427 


1,457 


19 


16 


12 


15 


TOLLAND 


1 


1 


1 


3 


785 


1,046 


648 


2,479 


22 


28 


26 


26 


TORRINGTON 


5 


1 


1 


7 


2,555 


1,217 


1,078 


4,850 


21 


21 


28 


23 


TRUMBULL 


5 


2 


1 


8 


2,782 


1,319 


1,580 


5,681 


21 


18 


28 


22 


UNION 


1 






1 


70 






70 


14 






14 


VERNON 


5 


1 


1 


7 


2,107 


950 


1,151 


4,208 


19 


24 


14 


18 


VOLUNTOWN 


1 






1 


365 






365 


23 






23 
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Building Size and Capacity (10/1999): 



Capacity Capacity Utilization - Square Feet per Enrolled Student - 



Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


District 


1,704 


750 


885 


3,339 


96% 


99% 


99% 


97% 


92 


125 


176 


122 


MADISON 


4,863 


1,800 


2,400 


9,063 


79% 


100% 


86% 


85% 


131 


157 


150 


142 


MANCHESTER 


1,109 


764 




1,873 


71% 


87% 




78% 


135 


155 




144 


MANSFIELD 


826 






826 


80% 






80% 


149 






149 


MARLBOROUGH 


4,868 


1,620 


2,670 


9,158 


96% 


123% 


77% 


95% 


112 


104 


233 


139 


MERIDEN 


4,045 


900 


1,100 


6.045 


76% 


84% 


89% 


80% 


157 


208 


164 


166 


MIDDLETOWN 


3,980 


1,840 


2,100 


7,920 


90% 


96% 


92% 


92% 


114 


116 


223 


143 


MILFORD 


1,748 


1,494 


1,250 


4,492 


89% 


83% 


95% 


89% 


119 


162 


192 


154 


MONROE 


1,542 


700 


1,200 


3,442 


93% 


103% 


60% 


83% 


104 


176 


211 


149 


MONTVILLE 


2,971 


1,350 


1,650 


5,971 


96% 


102% 


94% 


97% 


128 


137 


192 


147 


NAUGATUCK 


6,156 


2,940 


2,094 


11,190 


89% 


76% 


106% 


89% 


124 


185 


162 


146 


NEW BRITAIN 


1,800 


680 


1,350 


3,830 


89% 


103% 


84% 


89% 


153 


184 


237 


187 


NEW CANAAN 


1,381 


720 


972 


3,073 


102% 


93% 


82% 


93% 


126 


135 


202 


149 


NEW FAIRFIELD 


851 






851 


77% 






77% 


137 






137 


NEW HARTFORD 


10,634 


4,553 


4,450 


19,637 


96% 


86% 


88% 


92% 


118 


225 


218 


163 


NEW HAVEN 


1,520 


1,210 


1,349 


4,079 


110% 


105% 


93% 


103% 


120 


172 


188 


156 


NEWINGTON 


2,014 


638 


800 


3,452 


85% 


110% 


92% 


91% 


121 


210 


266 


175 


NEW LONDON 


2,160 


1,200 


1,380 


4,740 


117% 


98% 


83% 


102% 


88 


122 


161 


114 


NEW MILFORD 


2,307 


1,077 


1,525 


4,909 


99% 


97% 


78% 


92% 


108 


168 


239 


156 


NEWTOWN 


354 






354 


49% 






49% 


252 






252 


NORFOLK 


1,328 


809 


1,285 


3,422 


56% 


72% 


50% 


57% 


127 


118 


177 


141 


NORTH BRANFORD 


560 






560 


66% 






66% 


185 






185 


NORTH CANAAN 


1,956 


881 


1,080 


3,917 


88% 


97% 


84% 


89% 


142 


167 


185 


159 


NORTH HAVEN 


450 


260 


300 


1,010 


80% 


89% 


93% 


86% 


151 


172 


199 


172 


NORTH STONINGTON 


6,960 


2,478 


2,902 


12,340 


80% 


91% 


94% 


86% 


115 


179 


190 


148 


NORWALK 


3,800 


1,500 




5,300 


82% 


57% 




75% 


121 


210 




140 


NORWICH 


448 


729 


816 


1,993 


108% 


77% 


49% 


72% 


99 


215 


307 


202 


OLD SAYBROOK 


1,350 






1,350 


96% 






96% 


148 






148 


ORANGE 


1,037 


660 




1,697 


86% 


69% 




79% 


123 


164 




137 


OXFORD 


1,610 


760 


830 


3.200 


89% 


90% 


89% 


89% 


137 


139 


159 


143 


PLAINFIELD 


1,456 


640 


1,100 


3,196 


86% 


103% 


67% 


82% 


131 


156 


310 


187 


PLAINVILLE 


1,169 


550 


600 


2,319 


85% 


87% 


88% 


86% 


137 


142 


200 


155 


PLYMOUTH 


675 






675 


72% 






72% 


138 






138 


POMFRET 


885 


375 


425 


1,685 


85% 


80% 


70% 


80% 


132 


254 


298 


196 


PORTLAND 


392 


200 




592 


81% 


89% 




83% 


130 


200 




155 


PRESTON 


945 


717 


580 


2,242 


66% 


49% 


73% 


62% 


146 


270 


206 


195 


PUTNAM 


800 


400 




1,200 


103% 


105% 




104% 


146 


176 




156 


REDDING 


2,425 


900 


1,505 


4,830 


100% 


117% 


77% 


96% 


106 


161 


186 


138 


RIDGEFIELD 


1,340 


750 


800 


2,890 


87% 


76% 


77% 


82% 


123 


155 


247 


163 


ROCKY HILL 


500 






500 


112% 






112% 


182 






182 


SALEM 


648 






648 


63% 






63% 


204 






204 


SALISBURY 


275 






275 


61% 






61% 


132 






132 


SCOTLAND 


1,670 


400 


1,150 


3,220 


87% 


93% 


83% 


86% 


92 


166 


153 


123 


SEYMOUR 


574 






574 


49% 






49% 


197 






197 


SHARON 


3,223 


990 


1,518 


5,731 


94% 


84% 


94% 


92% 


96 


192 


213 


143 


SHELTON 


383 






383 


118% 






1 1 8% 


126 






126 


SHERMAN 


2,925 


760 


1,395 


5,080 


89% 


94% 


91% 


90% 


102 


135 


167 


125 


SIMSBURY 


750 


494 


505 


1,749 


97% 


79% 


89% 


90% 


126 


227 


234 


182 


SOMERS 


3,335 


1,500 


2,000 


6,835 


86% 


107% 


98% 


94% 


216 


127 


176 


182 


SOUTHINGTON 


2,216 


874 


1,500 


4,590 


108% 


127% 


87% 


105% 


95 


125 


181 


125 


SOUTH WINDSOR 


411 






411 


100% 






100% 


94 






94 


SPRAGUE 


1,186 


648 


598 


2,432 


83% 


76% 


87% 


82% 


123 


170 


205 


156 


STAFFORD 


8,219 


4,239 


4,079 


16,537 


92% 


72% 


89% 


87% 


146 


204 


178 


167 


STAMFORD 


408 






408 


104% 






104% 


100 






100 


STERLING 


1,227 


812 


770 


2,809 


75% 


94% 


84% 


83% 


122 


176 


181 


156 


STONINGTON 


4,237 


1,662 


2,570 


8.469 


94% 


72% 


73% 


84% 


120 


249 


185 


159 


STRATFORD 


850 


625 


732 


2,207 


92% 


105% 


88% 


94% 


110 


110 


214 


142 


SUFFIELD 


967 




532 


1,499 


73% 




95% 


81% 


142 




198 


166 


THOMASTON 


500 


550 


675 


1.725 


116% 


82% 


63% 


84% 


61 


107 


166 


106 


THOMPSON 


775 


900 


723 


2,398 


101% 


116% 


90% 


103% 


76 


104 


211 


123 


TOLLAND 


2,613 


1,400 


1,129 


5,142 


98% 


87% 


95% 


94% 


116 


134 


189 


137 


TORRINGTON 


3,035 


2,084 


1,706 


6,825 


92% 


63% 


93% 


83% 


109 


206 


195 


156 


TRUMBULL 


100 






100 


70% 






70% 


114 






114 


UNION 


2,355 


1,200 


1,900 


5,455 


89% 


79% 


61% 


77% 


113 


147 


204 


146 


VERNON 


360 






360 


101% 






101% 


118 






118 


VOLUNTOWN 
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Building Size and Capacity (10/1999): 



(continued.. ) 



Number of Schools - Enrollment (October 1 998) Enrolled Student per Classroom 



District 


Etem Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


WALLINGFORD 


8 


2 


2 


12 


3,536 


1,678 


1,891 


7,105 


21 


13 


15 


17 


WATERBURY 


19 


3 


3 


25 


8,581 


3,469 


3,002 


15,052 


18 


18 


15 


17 


WATERFORD 


5 


1 


1 


7 


1,333 


708 


769 


2,810 


17 


14 


11 


14 


WATERTOWN 


5 


1 


1 


7 


2,071 


563 


923 


3,557 


21 


18 


19 


20 


WESTBROOK 


1 


1 


1 


3 


479 


223 


239 


941 


16 


20 


30 


19 


WEST HARTFORD 


11 


2 


2 


15 


4,257 


2,032 


2,546 


8,835 


18 


15 


17 


. 17 


WEST HAVEN 


9 


2 


1 


12 


3,984 


1,756 


1,603 


7.343 


21 


18 


12 


17 


WESTON 


1 


1 


1 


3 


876 


823 


422 


2.121 


23 


27 


23 


25 


WESTPORT 


3 


2 


1 


6 


2,100 


1,285 


1,001 


4,386 


24 


26 


37 


27 


WETHERSFIELD 


5 


1 


1 


7 


1,818 


527 


974 


3,319 


21 


16 


20 


20 


WILLINGTON 


1 


1 




2 


266 


370 




636 


18 


19 




18 


WILTON 


3 


1 


1 


5 


1,922 


838 


930 


3.690 


23 


16 


23 


21 


WINCHESTER 


2 


1 




3 


792 


348 




1,140 


15 


12 




14 


WINDHAM 


4 


1 


1 


6 


1,255 


1,040 


945 


3,240 


17 


14 


17 


16 


WINDSOR 


5 


1 


1 


7 


2,037 


1,078 


1,371 


4,486 


17 


22 


34 


21 


WINDSOR LOCKS 


2 


1 


1 


4 


1,017 


466 


540 


2,023 


17 


12 


15 


15 


WOLCOTT 


3 


1 


1 


5 


1,430 


695 


880 


3,005 


21 


27 


12 


18 


WOODBRIDGE 


1 






1 


964 






964 


21 






21 


WOODSTOCK 


1 


1 




2 


536 


400 




936 


17 


19 




18 


DISTRICT NO. 1 






1 


1 






544 


544 






15 


15 


DISTRICT NO. 4 




1 


1 


2 




376 


478 


854 




12 


10 


11 


DISTRICT NO. 5 




2 


1 


3 




1,130 


1,020 


2,150 




24 


24 


24 


DISTRICT NO. 6 


3 




1 


4 


515 




529 


1,044 


15 




12 


13 


DISTRICT NO. 7 






1 


1 






968 


968 






20 


20 


DISTRICT NO. 8 




1 


1 


2 




514 


821 


1,335 




18 


18 


18 


DISTRICT NO. 9 






1 


1 






692 


692 






30 


30 


DISTRICT NO. 10 


2 


1 


1 


4 


1,168 


645 


628 


2,441 


23 


23 


20 


22 


DISTRICT NO. 1 1 






1 


1 






403 


403 






13 


13 


DISTRICT NO. 12 


3 


1 


1 


5 


521 


268 


343 


1,132 


23 


11 


14 


16 


DISTRICT NO. 13 


4 


1 


1 


6 


1,140 


340 


458 


1.938 


19 


20 


24 


20 


DISTRICT NO. 14 


2 


1 


1 


4 


1,010 


503 


726 


2,239 


23 


24 


23 


23 


DISTRICT NO. 15 


4 


2 


1 


7 


2,041 


996 


1,013 


4,050 


21 


18 


25 


21 


DISTRICT NO. 16 


3 


1 




4 


1,204 


571 




1,775 


19 


18 




19 


DISTRICT NO. 17 


3 


1 


1 


5 


1,326 


346 


575 


2,247 


20 


19 


16 


19 


DISTRICT NO. 18 


3 


1 


1 


5 


788 


377 


388 


1,553 


17 


13 


22 


17 


DISTRICT NO. 19 






1 


1 






1,025 


1,025 






19 


19 


CREC 


1 






1 


283 






283 


26 






26 


CES 


1 






1 


305 






305 


17 






17 


ACES 


1 






1 


317 






317 


18 






18 


LEARN 


1 






1 


445 






445 


16 






16 


INTEGRATED DAY CHARTER SCHOOL 






1 


221 






221 


22 






22 


NEW LONDON/INTER DIST ARTS/COM 


1 




1 




90 . 




90 




11 




11 


NEW HAVEN/VILLAGE ACADEMY 






1 


78 






78 


26 






26 


SIDE BY SIDE COM (CHARTER) 1 






1 


160 






160 


20 






20 


V-T SCHOOL SYSTEM 






17 


17 






10,210 


10,210 






54 


54 


GILBERT ACADEMY 






1 


1 






536 


536 






16 


16 


WOODSTOCK ACADEMY 






1 


1 






868 


868 






21 


21 


Total 


645 


166 


157 


968 


282,588 


107,701 


141,256 


531,545 


20 


18 


19 


19 



Summary 



Group A 


30 


11 


9 


50 


17,345 


7,444 


7.963 


32,752 


22 


23 


24 


22 


Group B 


87 


26 


18 


131 


39,789 


18,455 


21.765 


80,009 


20 


19 


23 


21 


Group C 


64 


20 


20 


104 


24,490 


8,434 


12,246 


45,170 


18 


18 


18 


18 


Group D 


77 


22 


20 


119 


34,072 


16,261 


19,074 


69,407 


20 


19 


18 


19 


Group E 


27 


9 


9 


45 


9,663 


3,781 


4,186 


17,630 


16 


17 


19 


17 


Group F 


95 


25 


20 


140 


38,093 


16,974 


19,987 


75,054 


20 


18 


17 


19 


Group G 


34 


9 


10 


53 


12,737 


4,494 


6,019 


23,250 


17 


17 


15 


17 


Group H 


106 


24 


16 


146 


45,833 


17.609 


20,374 


83,816 


19 


16 


18 


18 


Group 1 


125 


20 


18 


163 


60,566 


14,249 


19,432 


94.247 


21 


15 


16 


18 


V-T SCHOOL SYSTEM 






17 


17 






10,210 


10,210 






54 


54 


Summary Total 


645 


166 


157 


968 


282,588 


107,701 


141.256 


531,545 


20 


18 


19 


19 
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Building Size and Capacity (10/1999): 



Capacity Capacity Utilization - Square Feet per Enrolled Student - 



Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


Elem 


Middle 


High 


Total 


District 


3,605 


1,955 


2,279 


7,839 


98% 


86% 


83% 


91% 


109 


144 


212 


144 


WALLINGFORD 


9,780 


3,960 


4,020 


17,760 


88% 


88% 


75% 


85% 


117 


128 


234 


143 


WATERBURY 


1,327 


834 


1,163 


3,324 


100% 


85% 


66% 


85% 


138 


158 


339 


198 


WATERFORD 


1,764 


550 


900 


3,214 


117% 


102% 


103% 


111% 


111 


176 


185 


140 


WATERTOWN 


600 


250 


360 


1,210 


80% 


89% 


66% 


78% 


91 


212 


260 


163 


WESTBROOK 


4,329 


2,250 


2,591 


9,170 


98% 


90% 


98% 


96% 


149 


157 


195 


164 


WEST HARTFORD 


5,165 


1,960 


2,170 


9,295 


77% 


90% 


74% 


79% 


103 


156 


217 


141 


WEST HAVEN 


817 


954 


548 


2,319 


107% 


86% 


77% 


91% 


122 


189 


289 


181 


WESTON 


1,934 


1,175 


1,500 


4,609 


109% 


109% 


67% 


95% 


125 


182 


341 


191 


WESTPORT 


1,836 


536 


972 


3,344 


99% 


98% 


100% 


99% 


159 


208 


235 


189 


WETHERSFIELD 


323 


478 




801 


82% 


77% 




79% 


115 


173 




149 


WILLINGTON 


1,689 


1,134 


840 


3,663 


114% 


74% 


111% 


101% 


121 


228 


296 


189 


WILTON 


1,528 


630 




2,158 


52% 


55% 




53% 


132 


282 




178 


WINCHESTER 


1,482 


1,100 


1,140 


3,722 


85% 


95% 


83% 


87% 


139 


167 


235 


176 


WINDHAM 


2,619 


1,200 


1,475 


5,294 


78% 


90% 


93% 


85% 


141 


171 


196 


165 


WINDSOR 


1,125 


505 


692 


2,322 


90% 


92% 


78% 


87% 


127 


260 


387 


227 


WINDSOR LOCKS 


1,525 


625 


1,032 


3,182 


94% 


111% 


85% 


94% 


112 


103 


250 


150 


WOLCOTT 


950 






950 


101% 






101% 


122 






122 


WOODBRIDGE 


650 


500 




1,150 


82% 


80% 




81% 


142 


194 




164 


WOODSTOCK 






1,042 


1,042 






52% 


52% 






241 


241 


DISTRICT NO. 1 




544 


■ 640 


1,184 




69% 


75% 


72% 




313 


231 


267 


DISTRICT NO. 4 




1,735 


1,150 


2,885 




65% 


89% 


75% 




154 


216 


183 


DISTRICT NO. 5 


573 




567 


1,140 


90% 




93% 


92% 


171 




229 


201 


DISTRICT NO. 6 






1,050 


1,050 






92% 


92% 






188 


188 


DISTRICT NO. 7 




482 


883 


1,365 




107% 


93% 


98% 




108 


176 


150 


DISTRICT NO. 8 






700 


700 






99% 


99% 






189 


189 


DISTRICT NO. 9 


1,375 


776 


834 


2,985 


85% 


83% 


75% 


82% 


136 


155 


204 


159 


DISTRICT NO. 10 






554 


554 






73% 


73% 






175 


175 


DISTRICT NO. 11 


623 


400 


400 


1,423 


84% 


67% 


86% 


80% 


160 


336 


262 


232 


DISTRICT NO. 12 


1,244 


390 


468 


2,102 


92% 


87% 


98% 


92% 


129 


140 


251 


160 


DISTRICT NO. 13 


1,030 


475 


650 


2,155 


98% 


106% 


112% 


104% 


110 


155 


183 


144 


DISTRICT NO. 14 


2,475 


1,450 


1,025 


4,950 


82% 


69% 


99% 


82% 


120 


152 


177 


142 


DISTRICT NO. 15 


1,245 


525 




1,770 


97% 


109% 




100% 


102 


164 




122 


DISTRICT NO. 16 


1,412 


380 


780 


2,572 


94% 


91% 


74% 


87% 


107 


145 


404 


189 


DISTRICT NO. 17 


760 


360 


613 


1,733 


104% 


105% 


63% 


90% 


129 


213 


280 


187 


DISTRICT NO. 18 






1,017 


1,017 






101% 


101% 






142 


142 


DISTRICT NO. 19 


350 






350 


81% 






81% 


104 






104 


CREC 


550 






550 


55% 






55% 


125 






125 


CES 


450 






450 


70% 






70% 


126 






126 


ACES 


470 






470 


95% 






95% 


130 






130 


LEARN 


750 






750 


29% 






29% 


179 






179 


INTEGRATED DAY CHAF 




200 




200 




45% 




45% 




83 




83 


NEW LONDON/INTER Dl 


100 






100 


78% 






78% 


67 






67 


NEW HAVENA/ILLAGE A 


200 






200 


80% 






80% 


125 






125 


SIDE BY SIDE COM (CH/ 






12,417 


12,417 






82% 


82% 






289 


289 


V-T SCHOOL SYSTEM 






506 


506 






106% 


106% 






175 


175 


GILBERT ACADEMY 






850 


850 






102% 


102% 






202 


202 


WOODSTOCK ACADEM' 


313,744 


122,943 


167,684 


604,371 


90% 


88% 


84% 


88% 


124 


168 


212 


156 


Total 



Summary 



17,669 


7,603 


9,359 


34,631 


98% 


98% 


85% 


95% 


122 


177 


236 


162 


Group A 


41,379 


20,453 


23,616 


85,448 


96% 


90% 


92% 


94% 


119 


168 


194 


151 


Group B 


28,155 


9,933 


13,728 


51,816 


87% 


85% 


89% 


87% 


128 


166 


214 


159 


Group C 


36,295 


17,498 


23,265 


77,058 


94% 


93% 


82% 


90% 


130 


154 


213 


159 


Group D 


11,587 


4,443 


5,234 


21,264 


83% 


85% 


80% 


83% 


134 


182 


209 


162 


Group E 


41,489 


18,838 


24,460 


84,787 


92% 


90% 


82% 


89% 


115 


163 


206 


150 


Group F 


15,791 


5,228 


7,522 


28,541 


81% 


86% 


80% 


81% 


126 


133 


209 


149 


Group G 


54,749 


22,114 


24,171 


101,034 


84% 


80% 


84% 


83% 


124 


175 


190 


151 


Group H 


66,630 


16,833 


23,912 


107,375 


91% 


85% 


81% 


88% 


125 


185 


211 


152 


Group 1 






12,417 


12,417 






82% 


82% 






289 


289 


V-T SCHOOL SYSTEM 


313,744 


122,943 


167,684 


604,371 


90% 


88% 


84% 


88% 


124 


168 


212 


156 


Summary Total 
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Section 7 

Long-Term Facility Planning, 
Maintenance and Implementation 



With regard to long-range facility planning, the results for 1999 do show significant 
improvement. Last year 31 districts reported no long-range facility program as required under 
Section 10-220 of the Connecticut General Statutes. That number has been reduced to four 
districts, all of which are one-school, elementary districts. These four will be unable to pursue 
future school construction projects until such programs are in place. 

Districts were also asked to rate their community’s implementation of its long-range program. 
One hundred ten districts (65.5 percent) reported reasonably adequate or better implementation 
activities. Only 14 districts report less than adequate implementation of their building programs 
(plans), down significantly from last year’s total of 41 . 

Similar questions regarding a facilities maintenance plan and its implementation, and an 
equipment repair/replacement program revealed the following: 127 districts (75.6 percent) 
reported a reasonably adequate or better maintenance plan, while 12 (7.1 percent) reported an 
inadequate plan or no plan. As for implementation, 105 districts (62.5 percent) reported 
reasonable maintenance plan implementation. Less than adequate implementation was 
reported by 18 (10.7 percent) districts. For equipment replacement, 94 (56.0 percent) reported 
a reasonably adequate or better plan, with 27 districts (16.1 percent) indicating inadequate or 
missing plans. 

This data sorted by ERG appears in Tables 7A and 7B. The small numbers of districts 
reporting less than adequate performance tend to make some of the percentages misleading. 
(A shift of a single district can have a significant impact.) It is still pretty clear that the wealthiest 
ERGs have the best overall planning and implementation numbers. 




- 158- 



161 



10/1999 



Condition of Facilities - Facility Planning and Implementation 
Summary of Responses by 
Education Reference Group(ERG) 



Table 7A 



Education 
Reference 
Group (ERG) 


Total 

Districts 


Count of Districts Based on Their Responses to Questions Regarding Facility Planning and Maintenance 


Long Range Facility Plan 
Adequate Inadequate 

or Better or Missing 


Implementation of Plan 
Adequate Inadequate 

or Better or Missing 


Equipment Repair/ Replacement 
Adequate Inadequate 

or Better or Missing 


Building Maintenance Plan 
Adequate Inadequate 

or Better or Missing 


Maintenance Implementation 
Adequate Inadequate 

or Better or Missing 


Number of Districts 


Number of Districts 


Number of Districts 


Number of Districts 


Number of Districts 


A 


12 


11 




0 


10 




0 


8 




0 


9 




0 


7 




0 


B 


19 


18 




0 


13 




0 


13 




2 


16 




0 


13 




0 


C 


38 


32 




1 


28 




2 


22 




4 


29 




0 


28 




2 


D 


21 


18 




1 


14 




2 


12 




6 


14 




3 


11 




4 


E 


26 


16 




2 


14 




3 


14 




4 


21 




2 


14 




5 


F 


16 


14 




1 


10 




1 


10 




2 


12 




3 


12 




2 


G 


16 


9 




3 


10 




3 


6 




4 


11 




2 


8 




3 


H 


13 


8 




1 


9 




0 


7 




2 


10 




0 


8 




0 


1 


7 


4 




1 


3 




2 


2 




3 


5 




2 


4 




2 


Totals 


168 


130 




10 


111 




13 


94 




27 


127 




12 


105 
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10/1999 



Condition of Facilities - Facility Planning and Implementation 
Summary of Responses in Percentages 
by Education Reference Group(ERG) 



Table 7B 



Education 
Reference 
Group (ERG) 


Total 

Districts 


Percentage of Districts Based on Their Responses to Questions Regarding Facility Planning and Maintenance 


Long Range Facility Plan 
Adequate Inadequate 

or Better or Missing 


Implementation of Plan 
Adequate Inadequate 

or Better or Missing 


Equipment Repair/ Replacement 
Adequate Inadequate 

or Better or Missing 


Building Maintenance Plan 
Adequate Inadequate 

or Better or Missing 


Maintenance Implementation 
Adequate Inadequate 

or Better or Missing 


Percentage of Districts 


Percentage of Districts 


Percentage of Districts 


Percentage of Districts 


Percentage of Districts 


A 


12 


91.7% 




0.0% 


83.3% 




0.0% 


66.7% 




0.0% 


75.0% 




0.0% 


58.3% 




0.0% 


B 


19 


94.7% 




0.0% 


68.4% 




0.0% 


68.4% 




10.5% 


84.2% 




0.0% 


68.4% 




0.0% 


C 


38 


84.2% 




2.6% 


73.7% 




5.3% 


57.9% 




10.5% 


76.3% 




0.0% 


73.7% 




5.3% 


D 


21 


85.7% 




4.8% 


66.7% 




9.5% 


57.1% 




28.6% 


66.7% 




14.3% 


52.4% 




19.0% 


E 


26 


61.5% 




7.7% 


53.8% 




11.5% 


53.8% 




1 5.4% 


80.8% 




7.7% 


53.8% 




19.2% 


F 


16 


87.5% 




6.3% 


62.5% 




6.3% 


62.5% 




12.5% 


75.0% 




18.8% 


75.0% 




12.5% 


G 


16 


56.3% 




18.8% 


62.5% 




18.8% 


37.5% 




25.0% 


68.8% 




12.5% 


50.0% 




18.8% 


H 


13 


61.5% 




7.7% 


69.2% 




0.0% 


53.8% 




15.4% 


76.9% 




0.0% 


61.5% 




0.0% 


1 


7 


57.1% 




14.3% 


42.9% 




28.6% 


28.6% 




42.9% 


71.4% 




28.6% 


57.1% 




28.6% 


Totals 


168 


77.4% 




6.0% 


66.1% 




7.7% 


56.0% 




16.1% 


75.6% 




7.1% 


62.5% 




10.7% 



BEST COPY AVAILABLE 
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Lonq-Term FaciHtv Planninq, Maintenance and Impiementation (10/1999): 
(N ^185) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 

Long-Range Building 

Building Plan 

District Plan Implementation 


2 = Minimally Adequate; 

Equipment Building 

Repair/ Maintenance 

Replacement Plan 


Table 7C 

Maintenance 

Plan 

Implementation 


ANDOVER 


3 




3 


3 


2 


2 


ANSONIA 


4 




3 


3 


3 


2 


ASHFORD 


2 




2 


3 


3 


3 


AVON 


4 




4 


3 


3 


3 


BARKHAMSTED 


3 




2 


2 


3 


1 


BERLIN 


3 




3 


1 


0 


0 


BETHANY 


4 




3 


4 


4 


4 


BETHEL 


3 




3 


2 


4 


3 


BLOOMFIELD 


3 




3 


3 


3 


3 


BOLTON 


2 




2 


2 


3 


2 


BOZRAH 


4 




4 


0 


4 


4 


BRANFORD 


4 




3 


3 


1 


1 


BRIDGEPORT 


3 




2 


2 


3 


2 


BRISTOL 


4 




3 


3 


4 


4 


BROOKFIELD 


4 




2 


2 


3 


2 


BROOKLYN 


3 




3 


3 


3 


3 


CANAAN 


3 




3 


3 


4 


4 


CANTERBURY 


2 




2 


1 


1 


1 


CANTON 


3 




3 


3 


3 


3 


CHAPLIN 


0 




0 


0 


3 


1 


CHESHIRE 


4 




3 


3 


3 


3 


CHESTER 


3 




3 


2 


3 


3 


CLINTON 


4 




3 


2 


2 


2 


COLCHESTER 


3 




1 


1 


3 


3 


COLEBROOK 


3 




3 


4 


4 


3 


COLUMBIA 


4 




4 


4 


4 


4 


CORNWALL 


3 




3 


3 


3 


3 


COVENTRY 


3 




3 


2 


0 


1 


CROMWELL 


4 




3 


2 


3 


2 


DANBURY 


1 




2 


3 


3 


3 


DARIEN 


3 




4 


3 


3 


3 


DEEP RIVER 


4 




4 


2 


3 


3 


DERBY 


3 




3 


2 


4 


3 


EASTFORD 


2 




2 


2 


2 


2 


EAST GRANBY 


3 




3 


2 


2 


3 


EAST HAD DAM 


2 




1 


2 


3 


3 


EAST HAMPTON 


4 




3 


4 


4 


3 


EAST HARTFORD 


3 




3 


2 


3 


2 


EAST HAVEN 


3 




3 


3 


3 


3 


EAST LYME 


4 




3 


3 


4 


3 


EASTON 


3 




3 


3 


3 


3 


EAST WINDSOR 


3 




3 


3 


3 


3 


ELLINGTON 


3 




3 


3 


3 


3 


ENFIELD 


3 




3 


3 


3 


3 


ESSEX 


3 




4 


3 


3 


3 


FAIRFIELD 


3 




3 


3 


4 


4 


FARMINGTON 


3 




3 


3 


4 


4 


FRANKLIN 


3 




4 


3 


3 


3 


GLASTONBURY 


4 




2 


3 


3 


2 


GRANBY 


3 




3 


2 


3 


3 


GREENWICH 


3 




3 


3 


3 


3 


GRISWOLD 


1 




1 


0 


1 


1 


GROTON 


3 




2 


3 


3 


3 


GUILFORD 


3 




2 


3 


3 


2 


HAMDEN 


3 




2 


1 


1 


1 


HAMPTON 


0 




0 


3 


3 


1 


HARTFORD 


2 




1 


1 


1 


1 


HARTLAND 


3 




3 


2 


3 


2 


HEBRON 


3 




3 


2 


3 


3 


KENT 


3 




3 


3 


3 


3 


KILLINGLY 


2 




2 


2 


2 


2 


LEBANON 


4 




3 


2 


3 


3 


LED YARD 


4 




1 


3 


3 


3 


LISBON 


3 




3 


2 


3 


2 


LITCHFIELD 


3 




2 


3 


3 


3 
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Long-Term Facility Planning, Maintenance and Implementation (10/1999): 

(N'^185) 

(Rating Scale: 4 = Well Above Adequate; 3 = Reasonably Adequate; 2 = Minimally Adequate; 

1 = Less than Adequate; 0 = Not Included in Facility.) 



District 


Long-Range 

Building 

Plan 


Building 

Plan 

Implementation 


Equipment 
Repair / 
Replacement 


Building 

Maintenance 

Plan 


Maintenance 

Plan 

implementation 


MADISON 


4 


3 


3 


3 


3 


MANCHESTER 


3 


2 


2 


2 


2 


MANSFIELD 


3 


4 


1 


3 


3 


MARLBOROUGH 


3 


2 


2 


2 


2 


MERIDEN 


2 


3 


1 


2 


2 


MIDDLETOWN 


4 


4 


3 


3 


3 


MILFORD 


2 


3 


0 


1 


3 


MONROE 


3 


3 


3 


3 


3 


MONTV ILLE 


4 


2 


1 


1 


1 


NAUGATUCK 


3 


3 


3 


3 


3 


NEW BRITAIN 


4 


4 


0 


4 


4 


NEW CANAAN 


• 4 


4 


2 


2 


2 


NEW FAIRFIELD 


2 


2 


1 


2 


2 


NEW HARTFORD 


3 


3 


3 


3 


3 


NEW HAVEN 


3 


3 


3 


3 


3 


NEWINGTON 


3 


3 


2 


3 


2 


NEW LONDON 


1 


1 


1 


1 


0 


NEW MILFORD 


4 


4 


3 


3 


3 


NEWTOWN 


3 


3 


1 


3 


3 


NORFOLK 


3 


2 


3 


3 


2 


NORTH BRANFORD 


4 


3 


3 


3 


3 


NORTH CANAAN 


3 


3 


3 


4 


4 


NORTH HAVEN 


1 


1 


1 


2 


2 


NORTH STONINGTON 


4 


4 


4 


4 


4 


NORWALK 


3 


3 


3 


3 


3 


NORWICH 


2 


2 


3 


3 


3 


OLD SAYBROOK 


4 


4 


4 


4 


4 


ORANGE 


3 


3 


3 


3 


3 


OXFORD 


3 


3 


3 


3 


3 


PLAINFIELD 


2 


3 


2 


2 


2 


PLAINVILLE 


2 


3 


2 


3 


3 


PLYMOUTH 


4 


4 


3 


4 


2 


POMFRET 


2 


2 


2 


2 


2 


PORTLAND 


2 


2 


4 


4 


3 


PRESTON 


2 


2 


3 


3 


3 


PUTNAM 


2 


2 


1 


4 


3 


REDDING 


3 


3 


3 


3 


3 


RIDGEFIELD 


4 


2 


3 


3 


2 


ROCKY HILL 


3 


3 


2 


3 


3 


SALEM 


3 


3 


3 


3 


3 


SALISBURY 


4 


3 


4 


4 


3 


SCOTLAND 


0 


0 


0 


3 


1 


SEYMOUR 


1 


1 


2 


3 


3 


SHARON 


4 


3 


4 


3 


3 


SHELTON 


3 


2 


0 


3 


2 


SHERMAN 


2 


2 


0 


3 


0 


SIMSBURY 


3 


3 


2 


2 


2 


SOMERS 


2 


2 


3 


3 


3 


SOUTHINGTON 


4 


4 


4 


4 


1 


SOUTH WINDSOR 


4 


3 


4 


4 


4 


SPRAGUE 


4 


4 


2 


2 


3 


STAFFORD 


2 


2 


2 


2 


2 


STAMFORD 


3 


3 


2 


2 


2 


STERLING 


2 


2 


1 


0 


0 


STONINGTON 


3 


2 


3 


4 


3 


STRATFORD 


3 


3 


2 


0 


0 


SUFFIELD 


3 


3 


2 


2 


2 


THOMASTON 


4 


4 


2 


3 


2 


THOMPSON 


1 


1 


1 


3 


2 


TOLLAND 


4 


4 


3 


3 


3 


TORRINGTON 


4 


4 


4 


4 


4 


TRUMBULL 


3 


3 


3 


3 


3 


UNION 


4 


2 


0 


3 


3 


VERNON 


4 


3 


3 


3 


3 


VOLUNTOWN 


4 


2 


2 


4 


3 
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Long-Term Facility Planning, Maintenance and Implementation (10/1999): 
(N =185) 








(Rating Scale: 


4 = Well Above Adequate; 
1 = Less than Adequate; 


3 = Reasonably Adequate; 
0 = Not Included in Facility.) 


2 = Minimally Adequate; 




District 


Long-Range 

Building 

Plan 


Building 

Plan 

Implementation 


Equipment 
Repair / 
Replacement 


Building 

Maintenance 

Plan 


Maintenance 

Plan 

Implementation 



WALLINGFORD 


4 


4 


4 


4 


4 


WATERBURY 


2 


2 


2 


3 


3 


WATERFORD 


4 


4 


3 


4 


3 


WATERTOWN 


2 


2 


3 


2 


2 


WESTBROOK 


3 


3 


3 


3 


3 


WEST HARTFORD 


3 


2 


3 


2 


2 


WEST HAVEN 


3 


3 


3 


3 


3 


WESTON 


4 


4 


4 


4 


4 


WESTPORT 


4 


3 


2 


2 


2 


WETHERSFIELD 


4 


3 


3 


3 


3 


WILLINGTON 


1 


2 


2 


3 


2 


WILTON 


4 


4 


3 


3 


3 


WINCHESTER 


3 


3 


4 


4 


4 


WINDHAM 


4 


3 


3 


4 


3 


WINDSOR 


4 


2 


1 


3 


3 


WINDSOR LOCKS 


4 


4 


3 


4 


4 


WOLCOTT 


4 


2 


2 


3 


2 


WOODBRIDGE 


4 


4 


3 


3 


3 


WOODSTOCK 


3 


3 


0 


2 


3 


DISTRICT NO. 1 


4 


4 


4 


4 


4 


DISTRICT NO. 4 


3 


3 


3 


3 


3 


DISTRICT NO. 5 


3 


3 


3 


3 


3 


DISTRICT NO. 6 


4 


3 


3 


3 


3 


DISTRICT NO. 7 


4 


4 


3 


3 


3 


DISTRICT NO. 8 


3 


3 


2 


2 


2 


DISTRICT NO. 9 


2 


2 


2 


3 


2 


DISTRICT NO. 10 


3 


3 


2 


2 


3 


DISTRICT NO. 11 


2 


2 


0 


3 


1 


DISTRICT NO. 12 


2 


2 


3 


2 


2 


DISTRICT NO. 13 


4 


4 


4 


4 


4 


DISTRICT NO. 14 


4 


3 


3 


3 


3 


DISTRICT NO. 15 


4 


4 


4 


4 


3 


DISTRICT NO. 16 


2 


2 


3 


2 


2 


DISTRICT NO. 17 


3 


3 


3 


3 


3 


DISTRICT NO. 18 


4 


1 


2 


2 


2 


DISTRICT NO. 19 


4 


4 


2 


2 


2 


CREC 


3 


3 


2 


3 


2 


EDUC CONNECTION 


4 


4 


3 


1 


1 


CES 


4 


4 


4 


4 


4 


ACES 


2 


2 


3 


3 


3 


LEARN 


3 


2 


0 


1 


2 


EASTCONN 


2 


2 


2 


4 


4 


JUMOKE ACADEMY 












SPORTS SCIENCE ACAD 


0 


0 


1 


0 


0 


INTERG RATED DAY 


3 


3 


2 


2 


3 


INT SCH FOR ART/COM 


2 


1 


0 


0 


0 


VILLAGE ACADEMY 












COMMON GROUND HIGH 


3 


2 


3 


3 


3 


BRIDGE ACADEMY 


4 


4 


3 


3 


2 


SIDE BY SIDE COM 


0 


0 








ANCESTORS COMMUNITY 


3 


1 


1 


1 


1 


EXPLORATIONS 


0 




2 


0 




REGIONAL VT SCHOOLS 


4 


2 


3 


4 


3 


GILBERT SCHOOL 


4 


4 


3 


3 


3 


WOODSTOCK ACADEMY 


2 


2 


3 


2 


2 
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Appendix A 



School Facilities Survey Update 
ED050U, New 4/99 
Statutory Ref: C.G.S. 220(a) 


State of Connecticut 
Department of Education 
School Facilities Unit 
PO Box 2219 
Hartford, CT 06145-2219 


Filing date: May 7, 1999 


Completed by: 


Title: Telephone: 


Fax: 





Town: Town code: 



School: School code: 

Check box if this facility is no longer used for school purposes □ Year facility closed:. 



Section 1: Review each item and (1) edit as necessary using EOT system as detailed in enclosed instructions or (2) if filing manually, draw 
line through any incorrect item and make corrections in red ink. 



1 Year of original construction: 

2 Total square footage: 

3 Total site acreage: 

4 Year of last major renovation: 

5 Number of general classrooms (perm):, 

6 Number of portable classrooms: 

6a In use since (year): 



7 Handicapped accessibility (check one): 

a) None 

b) General areas only 

c) All programs 

d) All areas 

8 Major code update since 1988 (Y/N): 

9 Building capacity: 



Section 2: Review each item and (1) edit as necessary using EOT system as detailed in enclosed instructions or (2) if filing manually, draw 
line through any incorrect item and make corrections in red ink. 



Building Features: 



Dedicated 


Specialty Areas 


10 


Art Room(s) 


11 


Music Room(s) 


12 


All-Purpose Room (Gym/Aud/Caf.) 


13 


Gymnasium 


14 


Auditorium 


15 


Cafeteria 


16 


Outdoor Play Area(s) 


17 


Outdoor Athletic Facilities 


Systems 


25 


Internal Communications 


26 


Technology Infrastructure 


27 


Air Conditioning 


28 


Heating 



Rating Rating 

(Scale: 0 = none, 1 = lowest, 4 = highest Please see instructions for detailed explanation) 



18 Educational Technology 

19 Science Lab(s) 

20 Library Media Center 

21 Language Lab(s) 

22 Technical/Career Education 

23 Office/Administrative Space 

24 Guidance/Student Services 



29 Interior Lighting 

30 Exterior Lighting 

31 Roadways and Walks 

32 Plumbing/Lavatories 



Building Conditions: 
Appearance/Upkeep 



33 Building Facade 

34 Grounds/Landscaping 

35 Classrooms 

36 Lavatories/Fountains 



37 Entrance/Hallways 

38 Lighting/Fixtures 

39 Cafeteria 

40 Code Compliance 



Facility Planning/Maintenance: (Items 41 -43a are district-wide and should be completed by the superintendent.) 



41 Long-Range Building Plan 
41a Plan Implementation 

42 Equipment Repair/Replacement 



43 Building Maintenance Plan 
43a Plan Implementation 



Authorized Signature: Date:. 

(Superintendent of Schools) 

^ 63 ^ 
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Appendix B 



Instructions for Completing 

School Facilities Survey Update (ED050U) and School Facilities Survey (ED050) 

General: The ED050U is an update form which includes data provided by school districts 
during our last survey. Please review each response and edit as necessary. If filing manually, 
draw a line through any incorrect response, make correction in red ink, and return to the School 
Facilities Unit. 

The ED050 is a blank form which is to be used for filing data on a facility for which a form 
ED050U has not been included. Please refer to the attached item descriptions and complete 
the survey accordingly. 

If using the Electronic Data Transfer (EDT) system to file either form, after logging on, make 
the following selections to arrive at the data entry system: 

select option #3 (Division of Grants Management) from the main menu; 
select option #5 (School Construction System): and 
select option #4 (School Facilities Survey). 

ED050U Town/School Section: 

Note: If you receive a form ED050U for a facility that is no longer being used for school 
purposes, an item has been included to indicate the year the facility was taken off line. No other 
items need to be completed for such a facility. 

Section 1: Do not consider planned activities or projects in process unless the work is 
substantially complete. The State Department of Education (SDE) will use current school 
facilities project records to account for improvements in progress. 

Section 2: Each item in Section 2 of this survey is to be rated on a scale of 1 , 2, 3 or 4, where 
a score of 1 is lowest and 4 is highest. In addition, use a zero (0) to indicate a feature that does 
not exist at all within your facility. In general, a score of 1 should mean that a particular feature 
or system as it exists is inadequate to meet even the minimal needs of the facility. A score of 2 
should indicate a feature or system that meets minimal conditions but is not dependable, breaks 
down frequently, may be cramped or has other limitations. In other words, it is a feature or a 
system that would require some upgrading to be considered adequate. A score of 3 should 
mean a feature or a system that reasonably accommodates the needs of the school, is most 
often in good condition, and generally meets some, but not all, of the characteristics of an 
excellent accommodation. A score of 4 should be reserved for items that meet all the 
reasonable needs of the facility pertaining to that item. We have provided a description of what 
we would expect each item to include to qualify for a rating of 4. In many cases, the description 
includes one or more relatively minor enhancements to what otherwise is a good feature or 
system. This is done intentionally to convey the idea that a 4 rating should be used only for 
features or systems that go well beyond adequate. We would not anticipate many schools 
receiving ratings of 4 in most categories unless the facility is new, has undergone extensive 
renovations, or has been updated and maintained at a very high level over the years. It is more 
likely that good facilities will have some 4 ratings, but mostly 3s. We would tend to view a 
facility with an average rating on all items of around 3 as a quality facility. Essentially, the scale 
translates into a rating of 4 = excellent, 3 = good, 2 = fair, 1 = poor, and 0 = missing. If there are 
any special or dedicated purpose rooms (art, music, science lab, etc.) that are not currently 
being used for their designed purpose, please indicate a ‘0’ in the section which refers to that 
once dedicated space. 
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Section 1 ; 



1 . Year of original construction: 

Use the year that all, or most, of the facility that is used for classrooms was originally 
constructed. 

2. Total square footage: 

Indicate the total facility square footage exclusive of portable classrooms. Also, 
include floor area that may be allocated to district central administrative offices. 

3. Total site acreage: 

Indicate the total acreage allocated to this facility. In situations where several schools 
share a common site, a portion of the total site acreage should be allocated to each 
school. 

4. Year of last major renovation: 

Indicate the year in which you completed the last major renovation of the existing facility. 
If a new wing was added but there was no major renovation of the existing facility as part 
of the addition project, do not use this date. 

3. Number of general classrooms (permanent): 

Indicate the number of general classrooms that may be used for general 
classroom instruction. Do not include specialty rooms such as science labs, 
choral rooms, gymnasium, auditorium, etc. This item was not included on the 
1993 survey and therefore will need to be completed in all cases. 

6. Number of portable classrooms: 

Please provide the number of classrooms housed in portable (a.k.a. relocatable or 
temporary) buildings. This is not necessarily the number of portable buildings, as 
multiple rooms may be in a single building. 

6a. In use since (year): 

Please provide the year in which most of the portable buildings were installed. 

7. Handicapped accessibility (check one): 

None: The facility has essentially no access for persons with disabilities. 

General areas: General building access is available to the main offices, auditorium and 
similar areas. However, at least some academic programs offered at the facility are not 
accessible to persons with disabilities. 

All programs: Although all areas of the facility may not be accessible, accommodations 
have been made so that all programs may be offered in accessible areas. 

All areas: All areas of the facility are accessible to persons with disabilities. 
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8. Major code update since 1988 (y/n): 

Has the facility undergone an upgrade since 1988 to bring the facility into full conformity 
with the codes (building, fire, ADA, OSHA, health.) Projects to address partial 
conformity do not qualify. 

9. Building capacity: 

Please provide the capacity of the facility. Present capacity may differ significantly from 
the original designed capacity due to changes in use and other modifications over the 
years. Respondents should be able to explain the derivation of the capacity figure 
provided. 

Section 2: 

Building Features: 

Dedicated Specialty Areas 

10. ArtRoom(s): 

There is a complete art program with a dedicated art room to accommodate either 
individual or small group projects and specialized equipment The lighting is brighter 
than in most other instructional spaces, and water and sinks are provided. There is 
adequate storage for supplies and ongoing projects. 

11. Music Room(s): 

There is separate dedicated space designed for the music program, both choral and 
instrumental, with acoustic treatment. There is adequate storage space for sheet music 
and instruments, along with practice rooms. 

12. All-Purpose Room (Gym/Aud/Caf): 

There is a general purpose room that serves as any combination of gymnasium, 
auditorium and cafeteria. If there is such as room, you must answer with a ‘0’ for any 
dedicated room listed below that is served by the all-purpose room. 

13. Gymnasium(s): 

The school has gymnasium facilities with sufficient space to accommodate equal 
programs. Middle and high schools should also include shower and locker facilities. 
Adequate equipment for the appropriate grade range is available, along with sufficient 
storage space. 

14. Auditorium: 

The school has an auditorium with fixed seating for at least one-half of the enrollment, 
with the capacity to do theater productions as well as vocal and instrumental 
performances. 
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15. Cafeteria: 

There is a cafeteria that seats at least one-third of the enrollment (for elementary 
schools) or one-fourth of the enrollment (for middle and high schools). Kitchen, serving 
and seating areas are well equipped and provide a comfortable dining environment. 

16. Outdoor Play Areas (Elementary Schools): 

There is up-to-date equipment in safe condition, age appropriate, isolated from traffic, 
well drained, and of sufficient size to meet school program and enrollment. Play area 
may be municipal if adjacent to the school. 

17. Outdoor Athletic Facilities (Middle and High Schools): 

The playing fields meet the requirements of a complete interscholastic athletic program 
and are maintained in playing condition with adequate spectator and competitor 
accommodations. Athletic facilities may be those of the municipality and may be in a 
separate location from the school, except that off-site facilities should not be rated a 4 
unless they are complemented by on-site facilities that properly support physical 
education instruction and intramural sports. 

18. Educational Technology: 

All classrooms are wired for voice, video and data technology in accordance with the 
Guidelines for Technology Infrastructure in Connecticut Schools as published in 
December 1995 by the Connecticut State Department of Education. A dedicated 
computer lab wired for voice, video and data in lieu of all rooms being wired should be 
rated at a maximum of 2. 

19. Science Lab(s): 

The school has sufficient teaching and laboratory space, equipped for biological, 
physical and earth science programs (elementary schools) or for earth science, biology, 
chemistry and physics (middle and high schools). Adequate prep rooms including 
appropriate water and gas fixtures and proper storage for hazardous materials with 
appropriate ventilation. 

20. Library Media Center: 

Has sufficient space to accommodate an adequate print, nonprint and electronic 
collection of materials, seating for instructional and study purposes, technology 
workstations, circulation, work area and storage. 

21. Language Lab(s): 

The school has dedicated language lab(s) which are multi-media areas enabling 
students to communicate through video, voice and data systems, as well as to record on 
an interactive basis. 
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22. Technical/Career Education: 

There is sufficient space, wired with voice, video and data technology, to teach and learn 
the content of technology education for the appropriate grade range. The space, 
consisting of both classroom and laboratory areas, is equipped with design tools, 
fabrication tools and materials essential to offering hands-on experiences in 
transportation, manufacturing, communication and construction systems. Facilities must 
also include all health and safety systems required by federal, state and local 
regulations. 

23. Office/Administrative Space: 

The school contains sufficient space to accommodate the school administration, 
including an efficient waiting and general office area with close proximity to main 
entrance of school. Offices are well planned, clean and quiet so as to present a 
professional educational atmosphere and include technology infrastructure (e.g. voice, 
data, video connections). 

24. Guidance/ Student Services: 

The school maintains guidance offices where counselors can meet with students in a 
confidential atmosphere that is clean, quiet and uncluttered. Student services, where 
provided, are in a central area with material presented in an attractive and orderly 
manner and include technology infrastructure. 

Systems 

25. Internal Communications: 

The facility has an intercom system enabling communication with all academic and 
administrative areas of the school individually and collectively. All classrooms have 
capacity to communicate with the principal’s office and have access to an outside 
telephone line. 

26. Technology Infrastructure: 

Complete facility access to voice, video and data transmission including all classrooms 
and administrative areas. Appropriate wiring for multiple computer workstations and 
other electronic equipment in all program areas. 

27. Air Conditioning: 

All instructional and student support service areas are air conditioned, as well as 
administrative areas. System works to keep the building comfortable throughout the 
cooling season. (If only administrative offices are air conditioned, this category should 
be responded to with a ‘0’.) 
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28. Heating 

Fully operational heating system with zoned controls that allow for regulation in each 
classroom and office area. System works to keep the building comfortable throughout 
the heating season. 

29. Interior Lighting: 

All instructional areas are well lit with an appropriate combination of natural and artificial 
light. All hallway, lavatory and other common areas have appropriate lighting that is 
consistently in working order. 

30. Exterior Lighting: 

Exterior facade, walkways, roadways and parking areas have proper lighting that 
provides complete coverage of these areas for nighttime use. There are no dark or unlit 
areas around the perimeter of the building. 

31. Roadways and Walks: 

All walks and paved areas are free of potholes and caved-in areas, are properly marked 
for traffic control and pedestrian safety, and are graded for handicapped accessibility. 

32. Plumbing/ Lavatories: 

Plumbing is up to modern standards throughout the building with sufficient lavatories for 
students and staff, shower facilities in the locker rooms, sinks as needed in specialty 
classrooms, kitchen areas, drinking fountains, maintenance areas including external 
water supply fixtures. 

Building Conditions: 

Appearance / Upkeep 

33. Building Facade: 

The facility is in sound condition, and there are no broken windows. The exterior is 
clean, bright, neat in appearance and free of graffiti, damage and vandalism. Instances 
of graffiti, damage and vandalism are promptly corrected. 

34. Grounds/Landscaping: 

Areas are routinely kept free of litter and debris, lawns and shrubs are regularly trimmed, 
and all lawns/grass areas are fully covered. There should be some provision for green 
space and plantings that are appropriate to the site. 

35. Classrooms: 

The classrooms are adequate in number and size for the programs offered. All 
casework, ceilings, walls and floor coverings are clean, neat and without damage. All 
windows are operable, and the rooms are regularly cleaned. There should be ample 
closet/shelf space for storage of instructional materials, and bulletin boards, 
chalkboards, etc. sufficient to display student work and other materials for instructional 
use. 

36. Lavatories/Fountains: 

There is an adequate supply of safe drinking water, and all fountains are operational. All 
lavatories are clean, partitions, doors and fixtures are intact and functional to provide 
privacy. Adequate supplies are provided. 
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37. Entrance/Hallways: 

Main entrance is highly visible to visitors. Entry way is attractive, clean, neat and 
welcomes people to the school. The area is free of graffiti, damage and vandalism. 
Lockers are uniform and functioning. All surface coverings (walls, ceilings and floors) 
are clean, neat and uniform. 

38. Lighting/Fixtures: 

Fixtures, including emergency lighting, are working and, when necessary, are repaired 
without undo delay. The fixtures are energy efficient and are controlled by an energy 
management control system. 

39. Cafeteria: 

The cafeteria is clean, neat, bright and free from graffiti, damage and vandalism. 

40. Code Compliance: 

All programs, including outdoor athletic facilities and play areas, are fully accessible to 
persons with disabilities. The entire facility is in full compliance with State building, fire, 
OSHA and health codes. There are automatic fire sprinklers throughout the facility. 
(Although not mandated by code, sprinklers and detection devices would be a significant 
component of a 4 rating on this item.) 

Questions 41-43a are district-wide and should be completed by the 
superintendent. 

Facility Planning / Maintenance 

41. Long-Range Building Plan: 

District-wide plan that is complete and up to date, projects out at least five years, and 
has been recognized by both the town and the school board as the official plan. 

41a. Plan Implementation: 

Plan implementation is on schedule with necessary projects underway or imminent. 
Needed funds are most always approved. 

42. Equipment Repair/Replacement: 

District has a written plan for the repair and replacement of equipment based on useful 
life and other appropriate factors. Plan covers all major plant and operational 
equipment, is most often followed in the fiscal planning of the board, and is most often 
funded at a reasonable level. 

43. Building Maintenance Plan: 

District has a written building maintenance plan which includes general cleaning 
schedules, major cleaning schedules, service system maintenance schedules for all 
major building components including roofs. Plan takes into account fiscal cycles and 
prioritizes activities to accommodate funding constraints. 

43a. Plan Implementation: 

High level of implementation with reasonable funding in each annual board budget and 
town appropriation. 
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Appendix C 

Connecticut Education Reference Groups (ERGs), 1996 







ERG = A 




Avon 


New Canaan 


Simsbury 


Wilton 


Darien 


Redding 


Weston 


Woodbridge 


Easton 


Ridgefield 


Westport 


Region 9 






ERG = B 




Bethel 


Glastonbury 


Marlborough 


South Windsor 


Brookfield 


Granby 


Monroe 


Trumbull 


Cheshire 


Greenwich 


New Fairfield 


West Hartford 


Fairfield 


Guilford 


Newtown 


Region 5 


Farmington 


Madison 


Orange 








ERG = C 




Andover 


Essex 


Salisbury 


Region 7 


Barkhamsted 


Hebron 


Sherman 


Region 8 


Bethany 


Ledyard 


Somers 


Region 10 


Bolton 


Litchfield 


Suffield 


Region 13 


Bozrah 


Mansfield 


Westbrook 


Region 14 


Canton 


New Hartford 


Willington 


Region 15 


Cornwall 


Oxford 


Woodstock 


Region 17 


Deep River 


Pomfret 


Region 4 


Region 18 


East Granby 


Preston 


Region 6 


Region 19 


Ellington 


Salem 


ERG = D 




Berlin 


East Lyme 


North Haven 


Tolland 


Branford 


Hamden 


Old Saybrook 


Watertown 


Clinton 


Newington 


Rocky Hill 


Wethersfield 


Colchester 


New Milford 


Shelton 


Windsor 


Columbia 


North Branford 


Southington 


•Region 12 


East Hampton 




ERG = E 




Ashford 


Cromwell 


Lebanon 


Sharon 


Brooklyn 


Eastford 


Lisbon 


Union 


Canaan 


East Haddam 


Norfolk 


Region 1 


Canterbury 


Franklin 


North Stonington 


Region 11 


Chester 


Hampton 


Portland 


Region 16 


Colebrook 


Hartland 


Scotland 


Woodstock Academy 


Coventry 


Kent 


ERG = F 




Bloomfield 


Milford 


Stonington 


Wallingford 


Enfield 


Montville 


Stratford 


Waterford 


Groton 


Naugatuck 


Torrington 


Windsor Locks 


Manchester 


Seymour 


Vernon 


Wolcott 






ERG = G 




Chaplin 


North Canaan 


Sprague 


Thompson 


East Haven 


Plainfield 


Stafford 


Voluntown 


East Windsor 


Plainville 


Sterling 


Winchester 


Griswold 


Plymouth 


Thomaston 


Gilbert Academy 






ERG = H 




Ansonia 


East Hartford 


Norwalk 


Stamford 


Bristol 


Killingly 


Norwich 


West Haven 


Danbury 


Meriden 


Putnam 


Norwich Free Academy 


Derby 


Middletown 


ERG = I 




Bridgeport 


New Britain 


New London 


Windham 


Hartford 


New Haven 


Waterbury 
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